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INTRODUCTION 


With the publication of this third supplement, NASA SP-7003 (03), to the Continuing 
Bibliography on “Lunar Surface Studies” (SP-7003), the National Aeronautics and Space 
Administration continues its program of distributing selected references to reports and 
articles on aerospace subjects that are currently receiving intensive study. All references 
have been announced in either Scientific and Technical Aerospace Reports (STAR) or Inter¬ 
national Aerospace Abstracts (lA A). They are assembled in this bibliography to provide a 
reliable and convenient source of information for use by scientists and engineers who require 
this kind of specialized compilation. In order to assure that the distribution of this informa¬ 
tion will be sustained, Continuing Bibliographies are updated periodically through the 
publication of supplements which can be appended to the original issue. 

The subject of Lunar Surface Studies is one which encompasses several scientific 
fields. As a consequence, this bibliography contains references to a variety of specific 
topics including the theory of lunar origin, the lunar atmosphere, and the physical 
characteristics of the body such as its topography, geology, cartography, and stratigraphy. 
Techniques of lunar observation, measurement, and analysis, e.g., photography, 
photometry, and spectrophotometry, are amply covered, and pertinent references to the 
instrumentation and equipment used in lunar investigation have also been included. 

Each entry in the bibliography consists of a citation and an abstract. The listing 
of entries is arranged in two major groups. Report literature references are contained in the 
first group and are subdivided according to their year of announcement in STAR. The 
second group includes published literature references, subdivided according to their date 
of announcement in IAA. All reports and articles cited were introduced into the NASA 
information system during the period February, 1966-January 1967. 


A subject index and a personal author index are included. These indexes use the 
Notation of Content (NOC), a one-sentence description of the contents of a document. 


rather than the title, to aid the user in locating pertinent entries. 




AVAILABILITY OF DOCUMENTS 


A 

* 


* 


STAR Entries (N66,N67) 

NASA documents listed are available without charge to: 

1. NASA Offices, Centers, contractors, subcontractors, grantees, and consultants. 

2. Other U.S. Government agencies and their contractors. 

3. Libraries in the United States that maintain collections of NASA documents for 
public reference. 

4. Other organizations in the United States having a need for NASA documents in 
work related to the aerospace program. 

5. Foreign government or academic (university) organizations that have established 
reciprocal arrangements for the exchange of publications with NASA, that have 
current agreements for scientific and technical cooperative activities with NASA, 

or that have arrangements with NASA to maintain collections of NASA docu¬ 
ments for public use. 

Department of Defense documents (identified by the “AD” number in the citation) are 
available without charge to U.S. Government-sponsored research and development 
activities from the Defense Documentation Center (DDC), Cameron Station, Alex¬ 
andria, Virginia 22314. Department of Defense documents are not available from 
NASA. 

Other non-NASA documents are provided by NASA without charge only to NASA Offices, 
Centers, contractors, subcontractors, grantees, and consultants. Foreign non-copy- 
righted documents will be provided to U.S. Government Agencies and their contrac¬ 
tors. AGARD reports that are not commercially available will be made available on 
the same basis as NASA documents. 

Documents that have been placed on microfiche are identified with the symbol #. Microfiche 
are available on the same basis as hard-copy. 

The public may purchase the documents listed from either of two sales agencies, as specifi¬ 
cally identified in the citations. 

Clearinghouse for Federal Scientific Superintendent of Documents 

and Technical Information (CFST1), U.S. Government Printing Office (GPO) 

Springfield, Virginia 22151 Washington, D.C. 20502 

Information on the availability of this publication and other reports covering 
NASA scientific and technical information may be obtained by writing to: 

Scientific and Technical Information Division 
National Aeronautics and Space Administration 
Code USS-AD 
Washington, D.C. 20546 


Collections of NASA documents are currently on file in the organizations listed on the 
inside of the back cover. 

(continued) 


IV 




IAA Entries (A66, A67) 


V 


All articles listed are available from the American Institute of Aeronautics and Astro- 
nautics, Inc. Individual and Corporate AIAA Members in the United States and Canada 
may borrow publications without charge. Interlibrary loan privileges are extended to the 
libraries of government agencies and of academic nonprofit institutions in the United States 
and Canada. Loan requests may be made by mail, telephone, telegram, or in person. Addi¬ 
tional information about lending, photocopying, and reference service will be furnished on 
request. Address all inquiries to: 

Technical Information Service 
American Institute of Aeronautics and Astronautics, Inc. 

750 Third Avenue, New York, New York 10017 
For further details please consult the Introductions to STAR and IAA, respectively. 


v 




TABLE OF CONTENTS 


4 


Page 


1966 STAR Entries (N66 Series). 1 

1967 STAR Entries (N67 Series) . 36 

1966 IAA Entries (A66 Series) . 45 

1967 IAA Entries (A67 Series).». 63 


Subject Index. 1-1 

Personal Author Index.1-39 


TYPICAL CITATION AND ABSTRACT FROM STAR 


NASA SPONSORED 
DOCUMENT 


II 


AVAILABLE 
ON MICROFICHE 


NASA 

ACCESSION 

NUMBER 


TITLE 



AUTHOR 


CONTRACT 

OR 

ORANT 


REPORT 

NUMBER 


N67-10342*# Jet Propulsion Lab., Calif. Inst, of Tech., Pasa¬ 
dena. 


CORPORATE 

SOURCE 


A PHOTOMETRIC METHOD FOR DERIVING LUNAR TOPO¬ 
GRAPHIC INFORMATION 

T. Rindfleisch 15 Sep. 1965 20 p refs 

(Contract NAS7-100r> ■ ■ ..■■■■■■ 

(NASA-CR-67718; JPL-TR-32-786) ICFSTI HC $100/MF -». 

S0 50IICSCL22A ^-----1 I 

A general and rigorous treatment is given of the photo- j 
metric method for deriving lunar surface elevation information 


PUBLICATION 

DATE 


from pictures of the surface. In the course of the derivation cer¬ 
tain shortcomings inherent in the method are pointed out. The 
resulting equations are then applied to the Ranger pictures as 
part of a digital processing procedure and examples are given. 

Author 
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A67*17336 * * 

CONVECTIVE AND RADIATIVE HEAT TRANSFER DURING SUPER¬ 
ORBITAL ENTRY. 

H. Hoihizaki and K.- H. Wilson (Lockheed Aircraft Corp. , Lockheed 
Missiles and Space Co. , Research Laboratories, Palo Alto, Calif.). 
(American Institute of Aeronautics and Astronautics, Aerospace 
Sciences Meeting, 3rd, New York, N, Y., Jan. M-Z6, 1966, Paper 4 
46-10b. ) M 

AIAA Journal , vol. 5, Jan. 1967, p. 25-35. 30 refs. 

Contract No. NAS 7-295. ---- 

[For abstract see issue 07, page 1155, Accession no. A66-18459] 
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1966 

STAR ENTRIES 

N66-15064*# Texas A&M Research Foundation. College Sta¬ 
tion. Activation Analysis Research Lab. 

AN INVESTIGATION OF COMPUTER COUPLED AUTO¬ 
MATIC ACTIVATION ANALYSIS AND REMOTE LUNAR 
ANALYSIS Quarterly Progress Report, Nov. 1962-1 Feb. 
1963 

Lloyd E. Fite. Edgar L. Steele, Richard E. Wainerdi. Edward Ibert, 
and Wayne Wilkins 1 Feb. 1963 74 p refs 
(Grant NsG-256-62; Contract AT (40-D-2671) 
(NASA-CR-69215) CFSTI: HC $3.00/MF $0.75 CSCL 14B 
The Mark II automatic activation analysis system is de¬ 
scribed, research in chemistry applications using this system 
is given, and a feasibility study is made of remote lunar analy¬ 
sis. A detailed description is given, in the form of an addendum, 
of the logic circuits governing the sequence of steps in the 
operations of the system. Topics considered are sample selec¬ 
tion and the master control unit which is explained by a step- 
by-step analysis of a typical program cycle. In the chemistry 
applications area, count-test standard, silver, and selenium 
analyses were made. The silver analysis consists of studying 
the influence of radiation on ion migration in mice, and the 
selenium analysis consists of determining submicrogram quan¬ 
tities by radioactivation utilizing thermal neutrons and gamma 
ray spectroscopy. In the lunar study, a first generation remote 
activation analysis system is described, and results from the 
evaluation of simulated lunar samples are given. These samples 
were processed in a geometrical configuration similar to that 
expected on actual lunar exploration. C.T.C. 

N66-15236*# National Aeronautics and Space Administration. 
Goddard Space Flight Center, Greenbelt, Md. 

THE ORIGIN OF THE MOON 

Paul D. Lowman. Jr. [1964] 16 p refs Submitted for Publica¬ 
tion 

(NASA-TM-X-56134) CFSTI: HC $1 00/MF $0.50 CSCL03B 
Various studies attempting to shed light on the origin of 
the moon are discussed. Studies of the dynamical history of the 
Earth-Moon system, based on such verifiable quantities as 
changes in length of day. are considered promising; as is the 
study of lunar geology. Geological evidence on Earth which 
may have bearing on changes in the Moon's distance from the 
Earth; and geophysical discoveries, such as the Earth’s non¬ 
equilibrium figure observed by Vanguard I, can also be applied 
to studies of the Moon's origin. M.W.R 


N66-15305*# Douglas Aircraft Co.. Inc.. Santa Monica, Calif. 
Missile and Space Systems Div. 

EXPERIMENTAL INVESTIGATION OF ULTRA-HIGH VACUUM 
ADHESION AS RELATED TO THE LUNAR SURFACE Sixth 
Quarterly Progress Report, 1 Oct.-31 Dec. 1965 

J. A. Ryan [1965] 30 p ref 

(Contract NAS7-307) 

(NASA-CR-69246) CFSTI: HC $2.00/MF $0.50 CSCL 22A 
Progress is reported on several equipment modifications. 
These include the replacement of the mechanical forepump by 
sorption pumps, and the installation of a new experimental 
chamber which permits utilization of an electron gun and allows 
vacuum cleavage to be performed. Further, a device for vacuum 
cleaving was designed and built; and preliminary tests of this 
device in air indicated that it performed satisfactorily. The 
data obtained relate principally to the effects of the type of 
forepump, data repeatability, crystalline orientation effects, 
roughness effects, and surface damage and material transfer. 
It was found that: (1) The type of forepump used had no dis¬ 
cernible effect on the data obtained. (2) The data appeared to 
be reasonably reproducible. (3) Crystalline orientation effects 
rotatable to crystalline structure were present, but that further 
work would be required before a definite conclusion can be 
reached. (4) Decreasing surface roughness resulted in an in¬ 
crease in the magnitude of the low load adhesion, indicating that 
the dispersion forces were responsible for this adhesion. (5) 
Surface roughness was not responsible for surface damage and 
material transfer, thus strengthening the argument that these 
are produced through the action of the normal atomic bonding 
forces. R.R.D. 


N66-15345*# California Univ.. Berkeley. Space Sciences Lab. 
INCREASED BRIGHTNESS OF THE LUNAR SURFACE 
A. Palm and J. Koo 15 Jun. 1965 37 p refs Its Ser. No. 6. 
Issue No. 35 
(Grant NsG-243-62) 

(NASA-CR-69289) CFSTI: HC S2.00/MF $0.50 CSCL 20H 
A number of mechanisms have been examined by which the 
enhanced solar radiation and flare protons could produce in¬ 
creases of the moon's brightness. The most plausible proc¬ 
esses include direct luminescence, enhanced reflection in spec¬ 
tral regions characteristic of newly formed color centers, and 
indirect luminescence due to optical bleaching of these centers. 
However, the presumed solar energy flux intersecting the 
moon's orbit is not sufficiently intense for these processes to 
cause more than a fractional increase. Alternatively, the en¬ 
hanced local brightness may have a solar origin. As more in¬ 
tense electromagnetic flux gives rise to a higher reflectivity in 
proportion to the color and intrinsic reflecting power of the sur¬ 
face material, existing color contrasts of the different lunar 
features become augmented. Author 


N66-15364 


N66-15364*# Martin Co.. Baltimore, Md. 

LUNAR ROCK CORING DEVICE DESIGN STUDY Final 
Raport 

Donald S. Crouch Qct. 1965 197 p refs 

(Contract NAS9-3542) 

(NASA-CR-65188; ER-13952) CFSTl: HC S5.00/MF $1.25 
CSCL 131 

A study of rock coring techniques applicable for lunar sur¬ 
face operation within the constraints of early LEM missions 
resulted in the selection of a rotary-percussion system employ¬ 
ing tungsten-carbide core bits. Fabrication of a breadboard 
model and subsequent evaluation tests demonstrated that 12 
feet of consolidated rock core can be obtained without gaseous 
or liquid lubrication and hole flushing agents which are always 
employed with commercial drilling equipment. Parallel studies 
were conducted to the degree required for specifying the de¬ 
sign and specifications for a coring device which can be oper¬ 
ated in the lunar environment. Author 


N66-15371*# Little. Arthur D.. Inc.. Cambridge. Mass. Re¬ 
search and Development Div. 

THE EFFECT OF THE LUNAR ENVIRONMENT ON MAGMA 
GENERATION, MIGRATION, AND CRYSTALLIZATION. 
AUGUST 13, 1964-AUGUST 20. 1965 

R. K. Me Connell. R. V. Allen. J. Aronson, G. Feick, D. W. Lee 
et al 1 Nov. 1965 164 p refs 

(Contract NAS9-3449) 

(N AS A- CR-651 86) CFSTl: HC $5.00/MF $1.00 CSCL 03B 
Studies of several models of lunar composition indicate 
that a period of intense volcanic activity with sudden onset 
and approximately exponential decline is entirely likely. A 
mechanism for sudden generation of magma is proposed on 
the basis of the thermal properties of a basalt-dunite mixture. 
Factors controlling the migration of magma through a dike, 
the formation of magma chambers and the deposition of volatile 
species on the moon's surface are discussed. Author 


N66-15425*# National Aeronautics and Space Administration 
Goddard Space Flight Center. Greenbelt. Md. 

LUNAR IMPACT CRATERS 

Paul D Lowman. Jr [1964] 12 p Submitted for Publication 
(N AS A-TM-C-56115) CFSTl: HC $1 00/MF $0 50 CSCL03B 
Selected lunar craters ascribed to impact are described, and 
two major classes are identified: primary craters, formed di¬ 
rectly by bodies falling from space; and secondary craters, 
formed by ejecta from primary craters Details are given on 
the topography and structure of Copernicus, and evidence that 
it is an impact crater is summarized. Main points include: (1) 
existence of large impact craters on earth; (2) independence of 
structural trends; (3) one-stage formation; (4) great size; and 
(5) similarity to terrestrial impact craters. A comparison is 
drawn between Eratosthenes and Copernicus, and the similar¬ 
ity found implies an impact origin for both. The older craters— 
Archimedes, Grimaldi, and Clavius—are also described, and the 
effect of major geological events on their structure are pointed 
out. Theories on an impact origin for the circular maria are also 
examined. Evidence for the origin of secondary impact cra¬ 
ters includes the existence of similar features around ter¬ 
restrial explosion craters, their gradational relationship with 
the ejecta blanket, and their association with rays It was gen¬ 
erally concluded that although much of the moon's surface is 
volcanic rock, most landforms are chiefly the direct or indirect 
result of meteoritic impact M.G.J. 


N66-15434*# Yale Univ.. New Haven, Conn. , 

SOME CALCULATIONS PERTAINING TO THE FEASIBILITY T 
OF MEASURING LUNAR HEAT FLOW Final Report 

Sydney P. Clark. Jr. Sep 1965 58 p refs 

(Grant NsG-400) 

(NASA-CR-69267) CFSTl: HC $3 00/MF $0.50 CSCL 20M 
Study of the steady periodic temperatures in the lunar ma¬ 
terial will give usable information only if the surface material 
alone has an appreciable effect on the amplitude and phase of 
the thermal wave. Layering tends to reduce the amplitude of 
the fluctuation at a given depth. High-amplitude fluctuations 
near a place where the poorly conducting surface layer is miss¬ 
ing do not penetrate far and pose no difficulty Large perturba¬ 
tions of heat flow may be caused by irregularities in thickness 
of the surface layer, and a number of closely space measure¬ 
ments at a given landing site will be required to minimize this 
source of error The "blanket'' method of measuring lunar 
heat flow is not considered feasible because of the necessity 
of very closely matching the local albedo with the blanket, and 
because a blanket with properties such that an easily measured 
gradient free from periodic fluctuations can be set up by the 
lunar flux requires a prohibitively long time to come to thermal 
equilibrium. Conversely a blanket with a suitable time con¬ 
stant will yield only a small, seriously disturbed gradient that 
will be difficult to measure. Author 


N66-15601# Illinois Univ., Urbana. Electrical Engineering 
Research Lab. 

IONOSPHERIC RESEARCH Seventh Quarterly Progress 
Report, 1 Apr.-30 Jun. 1965 

H. D. Webb (1965] 107 p refs 
(Contract DA-36-039-ANC-03703(E)) 

(Rept.-7; AD-623259) CFSTl: HC $4.00/MF $0 75 

The object of the ionospheric research is to collect data 
by receiving signals by reflection from the moon and measur¬ 
ing the Faraday Rotation; to use the data to calculate the elec¬ 
tron content of the ionosphere above the earth; to study the 
diurnal, seasonal, and irregular changes in electron content; 
to correlate irregular changes in electron content with other 
natural phenomena; and to study the reflecting surface of the 
moon. TAB 


N66-15700# Boeing Scientific Research Labs., Seattle. Wash. 
Mathematics Research Lab 

INTERNAL STRUCTURE OF THE MOON 

Zdenek Kopal Sep. 1965 218 p refs Its Mathematical Note 
No. 426 

(Dl-82-0466; AD-624047) CFSTl: HC $6.00/MF $1 25 

The internal structure of the moon and its evolution are 
discussed. Some topics considered are: hydrostatic equilib¬ 
rium; thermal history of the moon; stress history of the moon; 
possible convection in lunar interior; chemical composition of 
the moon; lunar exosphere. TAB 


N66-15854# Manchester Univ. (England). Dept.of Astronomy. 

8PECTROPHOTOMETRIC STUDY OF THE LUNAR SUR¬ 
FACE Final Scientific Report 

Zdenek Kopal Jul. 1965 27 p refs 

(Contract AF 61(052)-378) 

(AFCRL-65-772; AD-623871) CFSTl: HC $2.00/MF $0.50 
The report gives an account of the instrumentation (photo¬ 
electric spectrometers) built for the study of the luminescence 
of the lunar surface, as well as of the observations carried out 
with their aid. The existence of a transient luminescence has 
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N66-16170 


* 


repeatedly been detected photoelectricaliy by the "line-of- 
depth" method, as well as photographically by use of narrow- 
passband interference filters in different parts of the lunar 
surface. The present report gives a summarizing account of 
such observations. It is pointed out that luminescence is con¬ 
nected with the solar activity, and induced probably by the 
corpuscular output of solar flares. Author 

N66-16166*# Minnesota Univ.. Minneapolis. "TYCHO” 
Study Group. 

REPORT OF AUGUST 1965 “TYCHO" MEETING 
Aug. 1965 396 p refs Meeting held in Boulder, Colo. 

{Contract NSR-24-005-047) 

(N ASA-CR-69878; TG-1) CFSTI: HC $7.OO/MF $2.00 CSCL 
03 B 

CONTENTS: 

1. CONCLUSIONS AND RECOMMENDATIONS 7 p 

2. ASPECTS AND COMMENTS ON PRESENT KNOWL¬ 
EDGE OF THE LUNAR SURFACE 16 p 

3. SUMMARY OF RESEARCH CONTRIBUTIONS 8 p 

4. BACKGROUND OF THE "TYCHO" STUDY GROUP 

APPENDIXES 

5. INTERNAL TEMPERATURES OF THE MOON R. A. 
Phinney (Princeton Univ.) and D. L. Anderson (Calif. Inst, of 
Tech.) 71 p refs (See N66-16167 07-30) 

6. EROSION OF THE LUNAR SURFACE BY METEOR 
IMPACT R. J. Collins 16 p refs (See N66-16168 07-30) 

7. RADAR STUDIES OF THE MOON J. V. Evans (Lincoln 
Lab., Mass. Inst, of Tech.) 81 p refs (See N66-16169 07-30) 

8. PARTI. THE CASE AGAINST VOLCANISM. PART 
II. A RECOMMENDATION FOR PHOTOGRAPHY ON THE 
MOON'S SURFACE T. Gold (Cornell Univ.) 20 p refs (See 
N66-16170 07-30) 

9. LEVITATION OF DUST ON THE SURFACE OF THE 
MOON H. Heffner (Stanford Univ.) 18 p refs (See N66-16171 
07-30) 

10. THE POTENTIAL AND ELECTRIC FIELD AT THE 
SURFACE OF THE MOON H. Heffner (Stanford Univ.) 18 p 
refs (See N66-16172 07-30) 

11. INTERPRETATION OF THE BRIGHTNESS AND 
POLARIZATION CURVES OF THE MOON J. J. Hopfield 
(Princeton Univ.) 26 p refs (See N66-16173 07-30) 

12. ELECTROMAGNETIC AND THERMAL PROPER¬ 
TIES OF THE MOON'S SURFACE B. Lax (Mass. Inst, of Tech.) 
19 p refs (See N66-16174 07-30) 

13. THE EVIDENCE FOR A PARTICULATE MATTER 
IN SPACE AND ITS POTENTIAL ACCRETION RATE BY 
THE MOON AND THE EARTH E. P. Ney 26 p (See N66- 
16175 07-30) 

14. MECHANISMS FOR LUNAR LUMINESCENCE E. P. 
Ney. N. J. Woolf (Princeton Univ.) 16 p refs (See N66-16177 
07-30) 

15. STRUCTURE OF THE LUNAR DUST LAYER R. 
Smoluchowski (Princeton Univ.) 16 p refs (See N66-16177 
07-30) 

16. SOME CONSIDERATIONS CONCERNING RADAR 
RETURNS FROM THE LUNAR LIMB H. Suhl (Calif. Univ.) 
21 p refs (See N66-16178 07-30) 


N66-16167* Princeton Univ.. N. J. 

INTERNAL TEMPERATURES OF THE MOON 

Robert A. Phinney and Don Lynn Anderson (Calif. Inst, of 

Tech.) In Minn. Univ. Rept. of Aug. 1965 "TYCHO" Meeting 

Aug. 1965 71 p refs (See N66-16166 07-30) CFSTI: HC 

$7.00/MF $2.00 

(TG-2) 


Thermal history calculations are made to investigate melting 
in the interior of the Moon and volcanism. Various models are 
used to predict the start of melting, and it shown that differentia¬ 
tion and volcanism, accompanying this melting, will tend to re¬ 
distribute both heat and matter. After differentiation, the in¬ 
creased concentration of radioactivity makes the near surface 
of the Moon heat up very rapidly. Volcanism probably occurred 
two to three billion years ago. following the differentiation. 
The Moon is probably a differentiated body, but without a heavy 
core; and the internal layering is probably silicic. It is concluded 
that lava and/or ash flow is probably present on the lunar sur¬ 
face. Mars, on the other hand, is shown to be an undifferentiated 
body which will not melt. Evidence points to the possibility 
of considerable seismicity on the Moon, and specific first gen¬ 
eration experiments are suggested to determine if this condition 
will be a threat to manned space missions. M.W.R. 


N66-16168* Minnesota Univ., Minneapolis. 

EROSION OF THE LUNAR SURFACE BY METEOR IMPACT 
Robert J. Collins In its Rept. of Aug. 1965 "TYCHO" Meeting 
Aug. 1965 16 p refs (See N66-16166 07-30) CFSTI: HC 
S7.00/MF $2.00 
(TG-3) 

The bombardment of the lunar surface by meteorites will 
produce craters. The flux of these meteors on the Earth is re¬ 
ported for the range 10® to 10 -14 grams. Correlation of this 
flux with the experimental effects produced by the impact of 
hypervelocity particles with solid surfaces allows a prediction 
of the impact produced crater distribution on the lunar surface. 
The present report shows that in craters of small size (d < 300 
m) steady state has been reached in coverage. It is suggested 
that the observed crater distribution is primarily the result of 
meteor infall. Author 


N66-16169* Lincoln Lab.. Mass. Inst, of Tech., Lexington. 

RADAR STUDIES OF THE MOON 

John V. Evans In Minn. Univ. Rept. of Aug. 1965 "TYCHO" 
Meeting Aug. 1965 81 p refs (See N66-16166 07-30) 

CFSTI: HC S7.00/MF $2.00 
(TG-4) 

Radar experiments are described which shed light on the 
composition of the moon. Based on a two-layer model, it appears 
that at normal incidence some 60% of the echo energy is re¬ 
flected from within the surface, presumably at points where the 
density increases rapidly with depth. The dielectric constant of 
the upper layer is considered to be not less than 1.8, which im¬ 
plies a porosity range between 70 and 90% depending upon the 
nature of the material. It is concluded that the depth of the 
upper layer must be greater than 23 cm, but also irregular. 
Under the assumption that there is only a single reflecting 
layer within the surface, the base layer must be highly com¬ 
pacted if not solid; and dielectric constant of this layer is 
estimated to be between 4.5 and 5.0. Range doppler mapping 
with controlled polarization at a number of wavelengths is 
considered to be the only ground-based technique for further 
exploring the base layer of the moon. M.W.R. 


N66-16170* Cornell Univ., Ithaca, N. Y. 

PART t: THE CASE AGAINST VOLCANISM. PART 11: 
A RECOMMENDATION FOR PHOTOGRAPHY ON THE 
MOON’S SURFACE 

Thomas Gold In Minn, Univ. Rept. of Aug. 1965 TYCHO 
Meeting Aug. 1965 20 p refs (See N66-16166 07-30) 

CFSTI: HC $7.00/MF $2.00 
(TG-5) 
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N66-16171 


* 


The presence of ice below and the depth of the dust layer 
above the lunar surface is discussed in a paper which pre- 
sents the case against volcanism on the Moon. Since the 
mean density of the Moon is estimated to be slightly less 
than the uncompressed density of the Earth, it is speculated 
that the Moon was formed at a lower temperature and from a 
greater proportion of more volatile light elements, with water 
among the most plausible constituents. The water does not 
reach the lunar surface, which is usually well below freezing, 
because any water going upward is frozen in surface cracks. 
It is considered well worth investigating, however, whether 
the small quantities of water vapor escaping from the Moon 
might correspond to the slight evaporation from the top of 
the underlaying ice. There are numerous convex structures 
on the Moon's surface, both inside craters and around edges 
of maria; these resemble terrestrial pingos. perma-frost ice 
lenses in the ground which heave up the underlying mate¬ 
rial. It is speculated that deposits of dust layers in some parts 
of the lunar surface must be very deep due to erosion of ma¬ 
terial on the highlands. A recommendation is offered for photog¬ 
raphy, including design of a camera, of the Moon's surface. 

M.W.R. 


N66-16171* Stanford Univ., Calif. 

LEVITATION OF DUST ON THE SURFACE OF THE MOON 

Hubert Heffner In Minn. Univ. Rept. of Aug. 1965 "TYCHO" 
Meeting Aug. 1965 18 p refs (See N66-16166 07-30) 

CFSTI: S7.00/MF $2.00 
(TG-6) 

Dust particles cannot be raised from the surface of the moon 
by photoelectric space charges, but submicron dust particles 
can be suspended if they are raised to a sufficient height by 
micrometeorite impact. An appreciable proportion of these 
particles will remain suspended as long as the angle to incidence 
of solar radiation is not too low. It is shown that particles tend 
to migrate toward the shadow region due to the horizontal com¬ 
ponent of radiation pressure. Charged dust particles may be 
a nuisance as well as a danger to an astronaut, particularly if he 
falls. During the daylight hours, the astronaut's suit will charge 
positively due to the photoelectric effect, and thereby repel 
the suspended particles which are also positively charged. 
If he should fall, however, he would encounter a layer of par¬ 
ticles approximately half of which are negatively charged. At¬ 
tempts to wipe off these dust coatings will be largely ineffective 
and will increase electrostatic charge. Experiments under vac¬ 
uum conditions are recommended to obtain data about electro¬ 
static attraction of dust. M.W.R. 


N66-16172* Stanford Univ.. Calif. 

THE POTENTIAL AND ELECTRIC FIELD AT THE SURFACE 
OF THE MOON 

Hubert Heffner In Minn. Univ. Rept. of Aug. 1965 "Tycho" 
Meeting Aug. 1965 18p refs (See N66-16166 07-30) CFSTI; 
HC S7.00/MF $2.00 
(TG-7) 

During the lunar day. the surface of the Moon charges to a 
positive potential due to the photoelectric emission of electrons 
from its surface. Usinq the assumptions for solar photon flux 
below 4000 A 

N = 2 * 10 16 P ho -, t ^ >ns 
- z X 1U cm2 8 ec 

for quantum efficiency (tj = 10~ 3 ) and for the temperature of 
the photoelectrons 

^ = 3 volts 


employed here, we find the potential of the Moon to be ap¬ 
proximately 30 volts when the Sun's radiation has normal 
incidence. The Moon is surrounded by a space charge layer 
extending outward some eight meters. The electric field at the 
Moon's surface, under conditions of normal incidence of solar 
radiation, is approximately 1.6 volts/cm. Somewhat more real¬ 
istic values for the photoelectron flux (tjN,, - 2 X 10 11 ). two 
orders of magnitude less than the value first assumed, yield a 
surface field of 0.16 volts/cm, a potential of 18 volts, and virtu¬ 
ally the same value for the extent of the space charge layer. 

Author 


N66-16173* Princeton Univ.. N. J. 

INTERPRETATION OF THE BRIGHTNESS AND POLARIZA¬ 
TION CURVES OF THE MOON 

John J. Hopfield In Minn. Univ. Rept. of Aug. 1965 "TYCHO" 
Meeting Aug. 1965 26 p refs (See N66-16166 07-30) 

CFSTI: HC $7.00/MF $2.00 
(TG-8) 

Theoretical models are presented for lunar brightness at 
small phase angles for an underdense surface and the polariza¬ 
tion of moonlight. Brightness versus phase angle is discussed; 
as is the problem of comparing lunar observations, theory, 
and experiments made on simulated lunar surfaces. Shadow is 
considered in terms of the lunation cusp and negative polariza¬ 
tion. M.W.R. 


N66-16174* Massachusetts Inst, of Tech., Cambridge. 

ELECTROMAGNETIC AND THERMAL PROPERTIES OF 
THE MOON'S SURFACE 

Benjamin Lax In Minn. Univ. Rept. of Aug. 1965 "TYCHO" 
Meeting Aug. 1965 19 p refs (See N66-16166 07-30) 

CFSTI; HC $7.00/MF $2.00 
(TG-9) 

Radar reflection has provided an estimate of the dielectric 
constant k of the Moon's surface to depths of meters. The 
value of k = 2.6 corresponds to a porosity of = 70% and a density 
p =1.0 gm/cm 3 . Thermal measurements at infrared of the 
lunation and eclipses yield values of the thermal inertia 
(KpC) -1 / 2 =750. Since C = 0.2 cal/cm sec deg. the thermal 
conductivity is estimated to be K =8.5 X 10~ 6 cal/cm secdegC. 
From radiometric measurements at microwave and millimeter 
frequencies the ratio of the thermal and electrical conductivities 
are determined. This yields an electrical conductivity a = 4.3 X 
10~ 5 mho-cm' 1 corresponding to a loss tangent of a/a} 
= 3 X 10 -3 . Bearing strength can be estimated from the density 
and the thermal inertia when correlated with laboratory meas¬ 
urements of porous and powdered rocks of many varieties. If 
the estimate is made conservatively to correspond to pow¬ 
dered rock, then the bearing strength is approximately 75 lbs/ 
sq ft. Author 


N66-16176* Minnesota Univ.. Minneapolis. Dept, of Physics. 

THE EVIDENCE FOR A PARTICULATE MATTER IN SPACE 
AND ITS POTENTIAL ACCRETION RATE BY THE MOON 
AND THE EARTH 

Edward P. Ney In its Rept. of Aug. 1965 "Tycho" Meeting 
Aug. 1965 26 p (See N66-16166 07-30) HC $7.00/MF 

$ 2.00 
(TG-10) 

Sources of information about the interplanetary dust are 
examined. It is shown that the observations on the zodiacal 
light and the direct observation of particles near the Earth 
may be made compatible with the Earth collecting dust about 
104 the volume traced out by the Earth. The infall of dust to 
the Earth corresponds to an increase in the Earth's radius of 
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about three centimeters per million years, it is estimated that 
the corresponding figure for the Moon will not exceed about 
30 A per year. To account for lunar erosion, the incoming ma¬ 
terial would have to stir up more than 100 times its own mass 
of lunar surface. Author 

N66-16176* Minnesota Univ.. Minneapolis. 

MECHANISMS FOR LUNAR LUMINESCENCE 

Edward P. Ney. N. J. Woolf (Princeton Univ). and Robert 
J. Collins In its Rept. of Aug. 1965 "TYCHO'' Meeting 
Aug. 1965 26 p refs (See N66-16166 07-30) CFSTI: HC 
$7.00/MF $2.00 
(TG-11) 

The visibility of luminescence on the Moon depends on the 
competing processes that illuminate the Moon and that provide 
energy for luminescence. It is shown that the most favorable 
times for seeming luminescence are at new Moon on the far 
side and during rare dark eclipses. The luminosity and color 
of these rare eclipses is explained. Observations supposedly of 
luminescence during lunar day are criticized, and only the 
spectroscopic evidence is taken to support the reality of 
luminescence. Both direct and storage processes have been 
considered for converting energy to luminescence. Direct 
processes in lunar day cannot be energized by presently known 
sources of particles. If indirect processes occur they may give 
information about the dust particles at the extreme lunar sur¬ 
face. Author 


N66-16177* Princeton Univ.. N. J. 

STRUCTURE OF THE LUNAR OUST LAYER 

Roman Smoluchowski In Minn. Univ. Rept. of Aug. 1965 
"TYCHO” Meeting Aug. 1965 16 p refs (See N66- 

16166 07-30) CFSTI: HC $7.00/MF $2.00 
(TG-12) 

Experiments show that corpuscular radiation such as solar 
wind can sinter fine dust by producing displaced atoms which 
diffuse towards the surface of the grain. The estimated rate of 
churning of the topmost layer of lunar dust excludes sintering 
through sputtering. It follows that the dust is probably not loose 
but is partly coherent (0.5 dyne per particle), which increases 
its mechanical strength arid decreases its mobility. Lower lay¬ 
ers of dust are compacted by meteoritic bombardment and a 
close packed density may be reached at a depth of about a 
meter. Loads which will not sink in loose and in sintered dust 
are calculated. Author 


N66-16319# Joint Publications Research Service, Washing¬ 
ton. D. C. 

ON THE INAPPLICABILITY OF BALDWIN'S CORRELATION 
TO THE DETERMINATION OF THE CAUSES OF THE FOR¬ 
MATION OF LUNAR CRATERS 

G. S. Shteynberg 26 Jan. 1966 10 p refs Transl. into ENG¬ 
LISH from Dokl. Akad. Nauk (Moscow), v. 165, no. 1 p 55-57 
(JPRS-33897; TT-66-30340) CFSTI: $1.00 

Relationships established by R. B. Baldwin which support 
the meteorite hypothesis for the formation of lunar craters are 
discussed. The Baldwin theory states that for craters caused by 
bombs or by shells, terrestrial meteorite craters, and lunar 
craters the relationship between the diameter of the crater 
and. respectively, the depth of the bottom, height of the ridge, 
and energy of the explosion constitute a single sequence. 
Baldwin's conclusions were accepted by the advocates of the 
meteorite hypothesis, in spite of the fact that they indicate 
only the explosive nature of the formation of craters. In this 
report the author attempts to show the inapplicability of Bald¬ 
win's correlation by explaining that even though lunar crat¬ 
ers satisfy the relationships established for explosion craters 


it does not follow that their origin was derived from meteorites, 
since for volcanic objects these relationships are also valid. 
It is concluded that different criteria are needed to refer lunar 
craters to meteorites or volcanic types. M.R.W. 


N66-16389*# Bendix Corp., Ann Arbor, Mich. Bendix Systems 
Div. 

LUNAR NAVIGATION STUDY, SECTIONS 8 THROUGH 10 
AND APPENDICES Final Report. Jun. 1964-May 1966 

L. J. Abbeduto, M. E. Amdursky. D. K. Breseke, J. T. Broad- 
bent, R. A. Gill et al Jun. 1965 414 p refs 
(Contract NAS8-11292) 

(N AS A- C R -68285: BSR-1134, Sec. 8-10. Append.) CFSTI. 
HC $7.00/MF $2.00 CSCL 22C 

Summarized are the results on lunar navigation concept 
studies, their component capabilities, and component require¬ 
ments. The objective of the analysis was the accumulation of 
data such that application of the resultant curves will lead to a 
design point system dependent upon the set of traverse ranges, 
mission duration, and terminal requirements. The navigation 
error of each investigated concept is listed in a table. Distance 
sensing devices, comprised of odometers, accelerometers, and 
Doppler radar subconcepts evolved as principle component 
error sources. G.G. 


N66-17387 National Aeronautics and Space Administration. 
Manned Spacecraft Center, Houston. Tex. 

LUNAR SURFACE AND FREE SPACE HAZARDS RELATING 
TO SPACE SUIT DESIGN 

Jerry R. Goodman and Matthew I. Radnofsky In Chrysler Corp. 
A Collection of Papers on Spacesuits and Human Performance 
16 Aug. 1965 25 p Presented at Human Factors Session. Ann. 
Inst, of Environ. Sci. Tech. Meeting, 22 Apr. 1965 (See N66- 
17386 08-05) 

Anticipated lunar environmental conditions and effects on 
man are discussed along with how the Apollo Extravehicular 
Mobility Unit (EMU) allows man to perform under these condi¬ 
tions. The EMU provides protection by encapsulating the as¬ 
tronaut in a liquid-cooling anthropomorphous pressure vessel, 
the Pressure Garment Assembly (PGA), with 3.7 psia oxygen. 
A Portable Life Support System (PLSS) is carried on the as¬ 
tronaut's back and provides for PGA pressurization and oxygen 
supply. C0 2 removal, liquid and oxygen temperature control, 
telemetry of critical medical parameters, suit pressure and high 
oxygen flow sensing, and extravehicular communications. There 
is an auxiliary oxygen supply which is separated from the PLSS. 
A thermal-meteoroid garment will protect the PGA from the 
high velocity primary and secondary meteoroid particle environ¬ 
ment. limit heat flux in and out of the EMU. and prevent local 
hot or cold spots during the short term contact with the lunar 
surface. M.W.R. 


N66-17399# Boeing Scientific Research Labs., Seattle, Wash. 
Geo-Astrophysics Lab. 

GEO-ASTROPHYSICS LABORATORY REVIEW, JAN- 
UARY-JUNE 1965 

John C. Noyes et al [1965] 35 p refs 

Reviews are presented for research projects related to the 
physical environment of the atmosphere of the Earth and 
other parts of the solar system. Analysis of data obtained dur¬ 
ing a lunar eclipse indicates many hundreds of localized re¬ 
gions on the Moon's surface which cool less rapidly than 
their surroundings. Thermal enhancements were found in ex¬ 
tended areas of some maria. Another study sheds light on 
the anomalous cooling characteristics of certain lunar features. 
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The transport of charged particles in disordered magnetic fields 
was studied, as was the decay of postulated solar neutrons 
and the subsequent transport of the decay protons. Experi¬ 
mental work is reported in the fields of radio star scintillations, 
geomagnetic micropulsations, microwave scattering by ran¬ 
dom media, very low frequency whistler mode echoes, and 
cosmic ray neutrons. M.W.R. 


N66-17461# Library of Congress, Washington. D. C. Aero¬ 
space Technology Div. 

FOREIGN SCIENCE BULLETIN, VOLUME 2, NUMBER 1 

Jan. 1966 97 p refs Sponosored in part by DOD 
CONTENTS: 

1. THE CASE OF THE ILLEGITIMATE VOLTAGE Z. 
Litnyski p 1-34 refs (See N 66-17462 08-26) 

2. TE TO TM MODE CONVERSION S. G. Hibbin p 37- 
43 refs (See N66-17463 08-09) 

3. HOMOGENEOUS MICROELECTRONIC STRUC¬ 
TURES FOR COMPUTER CIRCUITRY B. Doncov p 44-49 
refs (See N66-17464 08-10) 

4. THE LUNAR SURFACE V. Mutschall p 50-55 refs 
(See N66-17465 08-30) 

SCIENCE & TECHNOLOGY NOTES 

5. AN INVESTIGATION OF HIGH- AND ULTRAHIGH- 
ENERGY PRIMARY COSMIC RAYS BY MEANS OF THE 
PROTON 1 AND 2 SCIENTIFIC SPACE STATIONS p 56-64 
refs 

6. DEFICIENCIES IN SOVIET RESEARCH IN OPTICS 
AND SPECTROSCOPY p 64-65 refs 

7. ELECTRON MOTION IN THE DOUBLE-ROW NIGO- 
TRON p 65-66 refs 

8. ROCKET ENGINE DESIGN BUREAU p 67-71 refs 
SCIENCE PERSONALITIES 

9. SERGEY PAVLOVICH KOROLEV p 72-75 refs 

10. V. P. Glushko p 75-80 refs 

BOOK REVIEWS 

11. NEW METHODS OF THE SYNTHESIS OF LINEAR 
AND SOME NONLINEAR DYNAMIC SYSTEMS p 81-83 

12. SEISMIC PROPERTIES OF SOILS p 83-84 

13. INVESTIGATION OF THE ELASTIC PROPERTIES 
OF POROUS GEOLOGIC MEDIA CONTAINING LIQUIDS 
p84-85 

14. THE OPTICS OF PHOTOGRAPHIC AND PHOTO- 
GRAMMETRIC INSTRUMENTS p 85 

15. AERIAL CAMERA SHUTTERS p 86 

16. TILTMETER OBSERVATIONS ON THE KOLA PENIN¬ 
SULA p86-87 


N66-17465 Library of Congress, Washington, D. C. Aero¬ 
space Technology Div. 

THE LUNAR SURFACE 

V. Mutschall In its Foreign Sci. Bull., Vol. 2. No. 1 Jan. 1966 
p 50-55 refs (See N66-17461 08-34) 

Soviet papers are reviewed in which various ideas concern¬ 
ing the nature of the lunar surface and subsurface, i.e., fea¬ 
tures, materials, properties, and characteristics, are set forth. 
Much of the work has been directed toward problems upon 
whose solution will depend the safety of the astronauts who 
land there. It is pointed out that, while some of the ideas ex¬ 
pressed are contradictory and some are not directly related 
to the question at hand, they are included here because of 
their broad implications for future research. D.T. 


N66-17476*# Minnesota Univ.. Minneapolis. Dept, of Elec¬ 
trical Engineering. 

'TYCHO" STUDY GROUP Final Report 
15 Dec. 1965 45 p 
(Contract NSR-24-005-047) 

(NASA-CR-70458) CFSTI: HC $2.00/MF $0.50 CSCL 22A 
Conclusions and recommendations are presented for a 
study of the lunar surface. Also presented are aspects and 
comments on present knowledge in this area. A major con¬ 
clusion is that remote sensing of the unfamiliar terrain will 
not enable an accurate prediction of bearing strength to be 
made. This difficulty is a direct result of the fact that the inter¬ 
action of electromagnetic radiation with the lunar surface does 
not sense those collective effects that play a role in mechan¬ 
ical bonding of structures. Recommendations are for additional 
earth space laboratory experiments, additional examination 
of data already on file, and possible experiments which would 
further aid in describing the nature of the surface of the moon. 

C.T.C. 


N66-18388*# National Aeronautics and Space Administration. 
Goddard Space Flight Center. Greenbelt. Md. 

AN EXPLANATION OF TEKTITE CHEMI8TRY IN TERMS 
OF LUNAR ASH FLOWS 

John A. O'Keefe and Ernst W. Adams (1964] 38 p refs Sub¬ 
mitted for Publication 

(NASA-TM-X-56128) CFSTI: HC $2.00/MF $0.50 CSCL 03B 
Theoretical calculations of pressure, temperature, and 
voidage (fraction of the volume not occupied by solid matter) 
are made for the dense phase (bulk density 0.5 to 1.0 gm/cm3) 
of an ash flow, assuming a steady state, uniform temperature, 
and steady emission of gas from the solid matter. The prob¬ 
lem reduces to an ordinary non-linear differential equation of 
the first order: the solution is presented in non-dimensional 
variables, together with homology relationships for the phys¬ 
ical parameters. For a constant model, the required gas emis- 
sivity is found to vary inversely with the square of the gravity. 

Author 


N66-18441*# Yale Univ.. New Haven, Conn. School of Medi¬ 
cine. 

{CONDUCT RESEARCH ON GAS CHROMATOGRAPHIC 
SYSTEMS TO ANALYZE CERTAIN CHEMICAL CONSTI¬ 
TUENTS OF THE SURFACE OF THE MOON] Progress 
Report, 1 Jul-31 Dec. 1966 

S. R. Lipsky 25 Feb. 1966 4 p 
(Grant NsG-192) 

(NASA-CR-70849) CFSTI: HC S1.00/MF $0.50 CSCL 14B 
A fast scan high resolution mass spectrometer system was 
developed for use in conjunction with gas chromatography in¬ 
strumentation. Preliminary results indicate that the system has 
the capability of rapid high resolution scanning, permitting a 
chromatographic peak to be scanned in 6 to 10 seconds with 
a resolving power of at least 1 in 10,000, covering a decade in 
mass. Other advantages include rapid retrieval of data, auto¬ 
matic switching from high to low resolution mode during a 
chromatographic analysis, and rapid high resolution scans on 
relatively nonvolatile samples introduced into the ion source 
by a direct insertion probe. The interfacing with a molecular 
separator is identified as another important facet of the mass 
spectrometer-gas chromatograph tandem operation. M.G.J. 


N66-18666*# National Aeronautics and Space Administration, 
Washington, D. C. 

APOLLO LUNAR SCIENCE PROGRAM, REPORT OF 
PLANNING TEAMS. PART II: APPENDIX 
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Dec. 1964 210 p refs 

(NASA-TM-X-57274) CFSTl: HC $6.00/MF $1.25 CSCL22A 
CONTENTS: 

1. PROJECT APOLLO GEOLOGICAL FIELD INVESTI¬ 
GATIONS E. N. Goddard, J. H. Mackin, E. M. Shoemaker, and 
A, C. Waters 28 p {See N66-18667 09-30) 

2. SAMPLING AND EXAMINATION OF LUNAR SUR¬ 
FACE MATERIALS. PRELIMINARY REPORT E. N. Cameron, 
E. C. T. Chao, C. Fronde!, and H. H. Hess 12 p {See N66- 
18668 09-30) 

3. GEOCHEMISTRY PLANNING TEAM. FIRST REPORT 
30 p (See N66-18669 09-30) 

4. PASSIVE LUNAR SEISMIC EXPERIMENT F. Press, 
M. Ewing, G. H. Sutton, and R. Kovach 9 p (See N66-18670 
09-30) 

5. ACTIVE LUNAR SEISMIC EXPERIMENT J. M. De 
NoyerandG. Simmons 8 p {See N66-18671 09-30) 

6. LUNAR GRAVITY MEASUREMENTS J. Weber and 
G.J. F. Mac Donald 10 p refs (See N66-18672 09-30) 

7. MAGNETIC MEASUREMENTS IN THE APOLLO 
PROGRAM N. F. Ness, J. Balsley, R. R. Doell, and V. Vacquier 
15 p refs (See N66-18673 09-30) 

8. LUNAR HEAT FLOW MEASUREMENT. PRELIM¬ 
INARY REPORT S. P. Clark, A. H. Lachenbruch, R. Von Her¬ 
zen, and M. G. Langseth 17 p (See N66-18674 09-30) 

9. REPORT OF THE BIOSCIENCES PLANNING TEAM 
18 p (See N66-18675 09-30) 

10. MISSION PROFILES 12 p (See N66-18676 09-30) 

11. 4 HOUR LUNAR NORMAL AND ALTERNATE 
MISSIONS. PRELIMINARY STUDY D. Beattie, E. Davin, and 
P. Lowman 17 p (See N66-18677 09-30) 

12. NEED FOR LUNAR ATMOSPHERE MEASUREMENTS 
IN THE APOLLO PROGRAM 13 p (See N66-18678 09-30) 


N66-18667* National Aeronautics and Space Administration, 
Washington. D C. 

PROJECT APOLLO GEOLOGICAL FIELD INVESTIGA¬ 
TIONS 

Edward N. Goddard. J. Hoover Mackin, E. M. Shoemaker, and 
Aaron C. Waters In its Apollo Lunar Sci. Program, Rept. of 
Planning Teams. Part II: Appendix Dec. 1964 28 p (See 
N66-18666 09-30) CFSTl: HC $6.00/MF $1.25 

Objectives of geological field investigations in the Apollo 
scientific program are to obtain complete and accurate knowl¬ 
edge of the nature and structure of the lunar surface and to 
determine the regional stratigraphic and petrologic character 
of the Moon at various landing sites. It appears highly likely 
that the Moon's surface is covered with a layer of finely-broken 
rock fragments; thickness of the layer, size distribution of the 
rock fragments, and size and spacing of the superimposed 
craters have to be determined. Both sampling and in situ meas¬ 
urements of physical and engineering properties of lunar sur¬ 
face materials are advocated. Astronauts should be familiar 
with geological methods and able to handle the following 
equipment: (1) Jacob's staff sampling devices; (2) audio sys¬ 
tem and recorder; (3) lightweight geologist's pick, magnify¬ 
ing lens, and marking tool; and (4) sample collecting equip¬ 
ment. G.G. 


N66-18668* National Aeronautics and Space Administration, 
Washington, D. C. 

SAMPLING AND EXAMINATION OF LUNAR SURFACE 
MATERIALS Preliminary Report 

Eugene N. Cameron (Wisconsin Univ.), Edward C. T. Chao (Geo¬ 
logical Survey). Clifford Frondel (Harvard Univ ), and Harry H. 
Hess (Princeton Univ.) In its Apollo Lunar Sci. Program. Rept. 
of Planning Teams. Part II: Appendix Dec. 1964 12 p (See 
N66-18666 09-30) CFSTl: HC S6.00/MF $1.25 


A guideline for sampling, packaging, transportation, and 
preparation of lunar rock surface materials is presented. Pre¬ 
liminary examination of the samples will consist of bacterio¬ 
logical evaluation, possible interactions of the sample consti¬ 
tuents with the terrestrial environment, measurements of its 
physical properties, and a description of their minerology, 
petrography, and physical nature. Detailed geological exami¬ 
nations will include quantitative chemical analyses: X-ray and 
morphological crystallographies! descriptions; physical eval¬ 
uation of crystal phases; petrographic descriptions of solid 
aggregates; studies of phase transformations and equilibrium; 
and exposure to terrestrial environmental conditions. G.G. 

N66-18669* National Aeronautics and Space Administration, 
Washington, D. C. 

GEOCHEMISTRY PLANNING TEAM First Report 

In its Apollo Lunar Sci. Program, Rept. of Planning Teams. Part 
II: Appendix Dec. 1964 30 p (See N66-18666 09-30) CFSTl: 
HC $6.00/M F $1.25 

The geochemical portion of the Apollo science program 
is discussed and a proposed schedule of experiments for lunar 
samples is outlined. Early experiments should be confined 
to those (1) where information will be lost by waiting, or (2) 
which can yield preliminary data useful for planning later 
experiments. A part of the sample should be set aside as re¬ 
serve for the distant future. First stage experiments include 
gamma ray spectra, sensitive structural studies, and gas de¬ 
terminations. Later experiments will be micro- and semi¬ 
microanalyses. X-ray fluorescence for major constituents, 
electron microprobes, quantitative spectrographic analyses, 
and neutron activation analyses. G.G. 

N66-18672* National Aeronautics and Space Administration. 
Washington. D. C. 

LUNAR GRAVITY MEASUREMENTS 

J. Weber and G. J. F. Mac Donald In its Apollo Lunar Sci. Pro¬ 
gram, Rept. of Planning Teams. Part II: Appendix Dec. 1964 
10 p refs (See N66-18666 09-30) CFSTl: HC S6.00/MF 
$1.25 

Precise measurements of the acceleration due to gravity 
on the lunar surface over a period of months may yield valuable 
information concerning the internal constitution of the moon. 
The moon will interact with gravitational radiation. The lunar 
free oscillations may be observed to be excited by such radia¬ 
tion if the power spectrum is sufficiently intense over the fre¬ 
quencies of certain of the moon's normal modes. Simultaneous 
observation of the earth's normal mode excitation will make 
it very likely that the effects are due to gravitational waves. Ob¬ 
servations are planned using a lunar gravimeter having a weight 
less than 30 pounds, a volume less than one cubic foot, power 
consumption less than 5 watts continuously, and less than 15 
watts with 30% duty cycle. This device will continuously mon¬ 
itor the lunar gravitational field, recording changes greater 
than about one part in 10® . Author 

N66-19182# Joint Publications Research Service, Washing¬ 
ton, D. C. 

PROBLEMS OF SEISMIC STUDIES ON THE MOON 

V. N. Zharkov 16 Feb. 1966 21 p Transl. into ENGLISH from 
Zemlya i Vselennaya (Moscow), no. 6, Nov.-Dee. 1965 p 16- 
23 

(JPRS-34142; TT-66-30584) CFSTl: $1.00 

Selenological characteristics of the moon are reviewed, 
and a moon model is discussed. Theoretical data are given for 
pressure and density distributions, gravitational acceleration, 
and heat flux in the interior. Possible modes of seismic wave 
propagation and possible results are considered. The complex¬ 
ity of lunar seismic study is indicated to lie in delivering the 
instrument to the moon, placing it. and transmitting the data 
to the earth. N.E.N. 
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N66-19648*# Bellcomm, Inc., Washington, D. C. 
PHOTOMETRY AND POLARIMETRY OF THE MOON AND 
THEIR RELATIONSHIP TO PHYSICAL PROPERTIES OF 
THE LUNAR SURFACE 

C. A. Pearse 23 Aug. 1963 91 p refs 

(NASA-CR-7071 3) CFSTI: HC $3.00/MF $0.75 CSCL03B 
A review is given of experimental and theoretical informa¬ 
tion relating to the photometry of the moon. An attempt is 
made to display the salient lunar light reflecting properties 
which are controlled by the exact nature of the lunar surface 
microrelief. A brief discussion is presented of a model of the 
lunar surface covering layer, and this model is compared with 
the conclusions necessitated by photometric data. A listing is 
made of factors excluded from the study, and conclusions and 
recommendations are given. C.T.C. 


N66-19836 Radio Corp. of America, Princeton. N. J. De¬ 
velopmental Cameras. 

A PROPOSED STEREOSCOPIC TV OBSERVATION SYS¬ 
TEM FOR A LUNAR ORBITER 

F. J. Bingley In its Space Electron. [1965] p 40-45 Presented 
at the SMPTE Tech. Conf.. New York, 28 Sep. 1964 (See 
N66-19827 10-31) 

This camera system has been proposed for use on the 
Surveyor orbiter spacecraft. To provide information concern¬ 
ing the topography of the lunar surface, the camera system 
provides stereoscopic pairs of images. Methods of achieving 
stereoscopy at the desired resolution of 10 meters of lunar 
surface are discussed The relation between orbital parame¬ 
ters, and the extent of lunar surface surveyed is considered in 
relation to available sensor resolution. The optical system 
requirements are described in terms of aperture and focal 
length necessary to perform the mission under the conditions 
of illumination, lunar albedo, resolution, and signal-to-noise 
ratio. Author 


N66-20584# Lockheed-California Co., Burbank. 

SELENODETIC MEASUREMENTS AND ERROR ANALY¬ 
SES OF TWO LOCKHEED ANNULAR ECLIPSE EXPEDITIONS 
TO AFRICA Final Report. 1 Jun. 1964-31 May 1965 

Laurence G. Stoddard, Donald G. Carson, and John S. Fritzen 
Jan. 1966 107 p refs 

(Contract AF 19(628)-4162) 

(LR-t 8858; AFCRL-65-532; AD-627064) CFSTI: HC 

$4.00/M F $0.75 

The methods used to obtain and analyze the results of two 
annular eclipses in Africa by Lockheed USAF expeditions 
are described. Comparison is made with University of Man¬ 
chester results and Watts Atlas of the Marginal Zone of the 
moon. The 1962 July 31 eclipse agrees well with Watts for 
local irregularities but does contain a discrepancy. The 1963 
January 25 shows good correlation with the same discrepancy. 
A description of the expeditions and recommendations for 
future work is also made in this report. Author (TAB) 


N66-20989*# Grumman Aircraft Engineering Corp., Bethpage, 
N. Y. Research Dept. 

PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES Quarterly Progress Report No. 2, 1 Oct.-31 
Dec. 1965 

J. D. Halajian and F. A. Spagnolo Jan. 1966 104 p refs 

(Contract NAS9-3182) 

(NASA-CR-65263; RM-308) CFSTI: HC $4.00/MF $0.75 
CSCL 07D 


Consideration is given to spectral photometry, pho¬ 
tometry, of suspended particles, and the geometry of back- 
scattering surfaces in a study on photometric measurements 
of simulated lunar surfaces. In the spectral photometry area 
it is reported that albedo and photometric measurements of 
all natural specimens at specified viewing angles and wave¬ 
lengths were completed. Spectral responses of the photo¬ 
metric system and the sun-sensor systems used in lunar ob¬ 
servations are discussed. A preliminary comparison of test 
results with available lunar data reveals certain similarities 
in albedo versus color behavior, and in the "opposition" re¬ 
gion of the brightness-phase angle curve. In the second area, 
photometric properties of suspended particles were meas¬ 
ured at various particle spacing to diameter ratios. Relative 
to the geometry of backscattering surfaces, a computer pro¬ 
gram designed to determine the closest photometric match of 
the lunar surface with four contrived geometries under a wide 
range of boundary conditions was completed. Results confirm 
previous qualitative analyses, and imply that good quantitative 
estimates may be obtained of the porosity of the uppermost 
optical layer of the lunar surface. C.T.C. 


N66-20995*# Texas Instruments, Inc., Dallas. Science Serv¬ 
ices Div. 

STUDY OF QUANTITATIVE METHODS FOR LEM LANDING- 
SITE SELECTION Final Report 

15 Mar. 1966 ' 242 p refs 
(Contract NAS9-3418) 

(NASA-CR-65272) CFSTI: HC $6 00/MF $1.50 CSCL 14E 
Mathematical, statistical, and optical-Fourier methods 
were developed for prediction of LEM landing safety against 
excessive slope and protuberance hazards. Systems utilizing 
data in elevation matrix, contour map. and photographic 
formats were considered. Detailed treatments based on ele¬ 
vation matrix data offer more promise than those involving 
contour maps because of physical handling problems and 
mechanization difficulties associated with the latter. Optical- 
Fourier techniques appear feasible for rapid comparison of 
gross regional features, but further development is required 
to attain operational status. In order to make certification 
measurements with 90 percent confidence in required accuracy, 
it was determined that improvements in the contemplated Or¬ 
biter camera system resolution and viewing geometry are re¬ 
quired. Alternately, increased reliance must be placed on 
slope and protuberance measurements derived from Ranger 
and Surveyor photographs in conjunction with statistical esti¬ 
mates. Author 


N66-21161# Centre National de Recherches de I'Espace, 
Brussels (Belgium). 

BIBLIOGRAPHY. II: INTERPLANETARY SPACE [BIBLIOG- 
RAPHIE. II: ESPACE INTER PLAN ETAI RE] 

[1964] 128 p refs Its Publ. no. 3a 
CFSTI: HC $4.00/MF $1.00 

An interplanetary space bibliography is presented that 
contains numerous publications on Moon and Venus, as well 
as some studies on space plasmas, galaxies, stellar X-ray 
emission, etc. G.G. 


N66-21180# Brown Engineering Co., Inc., Huntsville. Ala. 
^0^001*0^ Lsbs 

LOW FREQUENCY RADIO ASTRONOMY EXPERIMENTS 
IN SPACE 

N. Frank Six. Jr. Feb. 1966 39 p refs 

(R-180) 
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Radio astronomical observations made from the surface 
of the Earth are restricted at the high frequency end of the 
RF spectrum by the troposphere and at the low frequency 
end by the ionosphere. Artificial Earth satellites provide the 
means for eliminating these restrictions, but low frequency 
studies require large antennas, so a large stable platform is 
desirable The surface of the Moon meets this requirement. 
In order to study the sources (Sun. Jupiter, radio stars, 
cosmic background, and perhaps Earth and Saturn) over 
the frequency range from 30 kHz to 10MHz, the radiometer 
should be able to measure intensity, apparent position, ap¬ 
parent size, temporal variation, and polarization. The order 
of experiments will most likely be determined by the antenna 
system complexity and size. Early experiments on the lunar 
surface probably will employ simple broadband 'pencil- 
beam'' antennas. Man will be necessary for antenna installa¬ 
tion and initial calibration. Author 

N66-21350*# Geological Survey, Washington, D. C. 

A8TROGEOLOQIC STUDIES. PART A: LUNAR AND 
PLANETARY INVESTIGATIONS Annual Progress Report 
No. 6, 1 Jul. 1964-1 Jul. 1966 

Nov. 1965 131 p refs 

(NASA Order R-66) 

(NASA-CR-71414) CFSTI: HC $4.00/MF $1.00 CSCL03B 
Astrogeologic studies are being conducted to determine 
and map the stratigraphy and structure of the lunar crust, to 
determine the sequence of events that led to the present con¬ 
dition of the lunar surface, and to determine the processes 
by which these events took place. This report contains the 
preliminary results of detailed geologic mapping of 15 new 
quadrangles on a scale of 1:1,000,000. The equatorial belt 
of the moon (32° N-32° S, 70° E -70° W) has now been completely 
mapped. Results of new mapping and of detailed studies of 
previously defined stratigraphic units are included. Photo¬ 
metric and polarimetric studies to supplement the mapping 
program are also presented. R.N.A. 

N66-21352*# Boston Univ.. Mass. 

AN INVESTIGATION OF SCHROTER'S RULE Research 
Report No. 17 

William J. Abrams Jan. 1966 20 p refs 
(Grant NsG-246-62) 

(NASA-CR-71416) CFSTI: HC $1 00/MF $0.50 CSCL 03B 
The validity of using Schroter's Rule to evaluate theories 
of lunar crater formation is investigated. This rule states that 
the volume of material in the rim of a lunar crater is roughly 
equal to the volume of the depression formed below the 
surrounding ground level. A criterion was established to dis¬ 
tinguish crater volume from rim volume, and to define the 
outer limits of the rim extension from the crater center. Val¬ 
ues of rim volume, crater volume, ratio of rim volume to 
crater volume, and the probable error in the ratio were ob¬ 
tained for 39 lunar craters. Results show huge uncertainties 
in volume ratios generated by a seemingly small probable 
altitude error of 100 meters. This indicates that any state¬ 
ments concerning the ratio of rim volume to crater volume 
using less accurate means than those used in this study to 
obtain data are likely to be invalid, and that Schroter's Rule 
does not hold for the craters tested in this study. R.N.A. 


N66-21584*# Geological Survey, Washington, D. C. 

ASTROGEOLOGIC STUDIES. PART B: CRATER INVESTI¬ 
GATIONS Annual Progress Report, 1 Jul. 1964-1 Jul. 1965 

H. G. Wilshire et al Oct. 1965 184 p refs 

(NASA Order R-66) 

(NASA-CR-71420) CFSTI: HC $5.00/MF $1.00 CSCL 08G 


Results of field investigations and laboratory studies of 
volcanic, explosive, and impact events and other aspects of 
crater phenomenology are summarized in connection with a 
long-term astrogeological program to determine the structure 
and origin of the Moon's crust. Structures and other aspects 
of three naturally formed terrestrial craters, in Australia, Ten¬ 
nessee, and Texas, are discussed Mercury distribution in 
shocked and unshocked rocks at the Odessa meteorite craters 
in Texas is detailed, along with (1) the possible origin of 
pseudotachylite from Archean granite of the Vredefort dome 
in Africa and (2) the geology of a large body of granite in Colo¬ 
rado that is being considered as a site for conducting high- 
explosive cratering experiments in hard, polymineralic rocks. 
The Moses Rock diatreme in Utah and its similarity to rilles 
on the lunar surface is reported. Two experimental impact 
studies deal with (1) impact of craters formed in water-satu¬ 
rated sediments by impacting missiles, and (2) fragmented 
material produced by two colliding spheres of basalt. M.W.R. 


N66-21635*# Geological Survey. Washington. D. C. 

ASTROGEOLOGIC STUDIES—SUMMARY Annual Prog¬ 

ress Report, 1 Jul. 1964-1 Jul. 1965 

Nov. 1965 34 p refs 
(NASA Order R-66) 

(NASA-CR-71419) CFSTI: HC $2.00/MF $0 50 CSCL 03B 
This report summarizes the results of lunar and plane¬ 
tary studies, crater and solid state investigations, and cosmic 
chemistry and petrology research which were conducted to 
determine and map the stratigraphy and structure of the lunar 
crust, to determine the sequence of events that led to the 
present condition of the lunar surface, and to determine the 
processes by which these events took place. Part A contains 
results of detailed geologic mapping of 15 new lunar quad¬ 
rangles at a scale of 1:1,000,000. Results of new mapping 
of both volcanic and impact features and detailed studies of 
previously defined stratigraphic units are included. System¬ 
atic photometric, polarimetric. and infrared studies designed to 
asssist in the geologic mapping are discussed and a proposed 
method of improving selenodetic control by laser radar 
ranging is described. Part B contains the results of field and 
laboratory studies of crater phenomenology, including vol¬ 
canic, explosive, and impact events. Part C includes reports 
dealing with the techniques of study, the analysis, and the 
interpretation of data on materials of known or suspected 
extraterrestrial origin. R.N.A. 


N66-21679*# Harvard Coll. Observatory. Cambridge. Mass. 

MODELS OF THE LUNAR SURFACE INCLUDING TEM¬ 
PERATURE-DEPENDENT THERMAL PROPERTIES Scientific 
Report No. 8 

Jeffrey L. Linsky 15 Jan. 1966 90 p refs 
(Grant NsG-64-60) 

(NASA-CR-71554) CFSTI: HC $3 00/MF $0.75 CSCL 03B 
The thermal conditions in the lunar surface are con¬ 
sidered on a gross scale in terms of models with tempera¬ 
ture-dependent thermal properties, including radiative energy 
transport. Agreement is obtained with infrared measurements 
of cold terminator temperatures and radio lunation data at 
millimeter wavelengths for a range of postulated parameters 
of the surface material.’ The observed increase of mean radio 
brightness temperature with wavelength is interpreted as 
due to radiative energy transport and the resultant non¬ 
linearity of the heat-conduction equation, rather than to a large 
radioactive heat flux. The postulated existence of radiative 
energy transport is consistent with a porous or frothy medium, 
in agreement with photometric and laboratory simulation 
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experiments, as well as with recent radar depolarization 
measurements. A distance scale of 0.1 -0.3 mm for the ef¬ 
fective mean separation of radiating surfaces is suggested 
by this interpretation of the data. Author 

N66-21782*# Boston Univ.. Mass. 

CATALOGUE OF LUNAR CRATERS CROSS SECTIONS. 
I: CRATERS WITH PEAKS Research Report No. 16 

Gerald S. Hawkins, William H. Zack, and StephenM. Saslow 
Sep. 1965 115 p Its Astron. Contrib., Ser. II, no. 41 

(Grant NsG-246-62) 

(NASA-CR-71543) CFSTI. HC $4.00/MF $0.75 CSCL 03B 
Graphical and digital representations of lunar craters 
possessing centrally located peaks are presented. Two to 
eight profiles were drawn for each peaked crater and digital 
tables compiled by interpolating data from the profiles. N.E.N. 


N66-22176*# National Aeronautics and Space Administration. 
Goddard Space Flight Center. Greenbelt, Md. 

THE POSSIBILITY OF RADIO NOISE FROM THE LUNAR 
RED SPOTS ' 

John A. O'Keefe [1965] 4 p refs Submitted for Publication 
(NASA-TM-X-56088) CFSTI: HC $1.00/MF $0.50 CSCL 
03 A 

The explanation of small red spots near Aristarchus and 
other lunar craters is discussed. Based on observations of 
molecular hydrogen lines in the spectrogram of the spot 
near Aristarchus, it is suggested that the red spots are pro¬ 
duced by static electric discharges through the H 2 which 
emerges above small lunar ash flows. It is concluded that 
the static electrical discharges, or lunar lightning, could 
produce radio noise of an order of magnitude within the capa¬ 
bility of radio telescopes. N.E.N. 


N66-22235*# National Aeronautics and Space Administration. 
Goddard Space Flight Center, Greenbelt, Md. 

TEKTITES AS A GUIDE TO THE STRUCTURE OF THE 
MOON 

John A. O'Keefe and Paul D. Lowman, Jr. [1965] 20 p refs 
Submitted for Publication 

(NASA-TM-X-56663) CFSTI: HC $1.00/MF $0.50 CSCL03B 
This paper attempts to prove the lunar origin of tektites 
which then can be used to analyze the lunar surface. Evidence 
and arguments are presented which support the view that 
tektites are the products of meteorite impact on the moon 
which have been captured by the earth. Several large tektite 
strewfields are described and theories for both earth and 
lunar impact origins are discussed. Comparisons are made 
between Ranger photographs and similar earth features to 
lend support to the lunar origin of tektites. The speculations 
offered, though plausible, are concluded to be no more 
than speculations as there is no way of confirming that 
the lunar surface is genuinely like tektites in its chemical 
composition, short of obtaining an actual lunar sample. 

R.N.A. 


N66-22256*# National Aeronautics and Space Administration. 
Lewis Research Center. Cleveland, Ohio. 

THE DIRECTIONAL RADIATIVE CHARACTERISTICS 
OF CONICAL CAVITIES AND THEIR RELATION TO 
LUNAR PHENOMENA 

Leslie G. Polgar and John R. Howell Washington, NASA, 
1965 15 p refs Presented at the AIAA/ION Astrodyn. 

Specialists Conf., Monterey. Calif., 16-17 Sep., 1965 
(NASA-TM-X-52090) CFSTI: HC $1.00/MF $0.50 CSCL20M 


An analytical study of the directional absorptivity char¬ 
acteristics of conical cavities is presented in an attempt to 
model the reflectivity characteristics of the lunar surface. A 
beam of parallel radiation is taken as striking a right circular 
conical cavity at a given angle of incidence to the cone axis. 
The cone is assumed to have a diffusely reflecting surface 
and has a given cone angle. A Monte Carlo analysis is used 
to determine the directional reflectivity of the cone. Param¬ 
eters varied are the cone angle, surface absorptivity, and 
angle of incidence of the solar radiation . A comparison is 
then made to the lunar characteristics. The directional re¬ 
flectivity of a right circular cone with a 30° cone angle and a 
0.5 surface absorptivity compared well with experimental 
photometric results for the lunar surface. This infers that 
the lunar surface could have steep waited cavities larger than 
visual wavelengths. Results for conical cavities with cone 
angles near those for observed lunar craters do not correlate 
with observed lunar photometric results, implying that 
they contribute little to the lunar reflectivity characteristics. 

R.N.A. 


N66-22367*# Aero Vac Corp., Troy. N. Y. 

INVESTIGATION OF VACUUM PUMPING ON BEDS OF 
SOIL MATERIALS Final Report 

16 Feb. 1966 20 p 
(Contract NASI -5434) 

(NASA-CR-66079) CFSTI: HC $1.00/MF $0.50 CSCL 14B 
The purpose of the investigation was to determine the 
pumping load and time required if beds of soil materials are 
placed in a vacuum chamber. The vacuum chamber used had 
a volume of approximately four cubic feet and could be 
pumped down to 10~® torr when empty. Various sizes of soil 
beds were placed in the chamber. The beds were composed 
of either 500 micron or 5 micron particles of aluminum oxide. 
No particular difficulty was encountered in pumping beds of 
dry material (less than 0.1 percent moisture). A bed of fine 
material with 0.5 percent moisture erupted violently, due to 
sudden release of the moisture from the bed. Author 


N66-22781# Manchester Univ. (England). Dept, of As¬ 
tronomy. 

THREE COLOUR PHOTOELECTRIC PHOTOMETRY OF THE 
MOON Interim Scientific Report No. 1 

G. L. Roberts Jul. 1965 82 p refs 
(Contract AF 61(052)-882) 

(AFCRL-66-14; AD-628557) CFSTI: HC S8.60/MF $0.75 

This report describes experiments attempting to measure 
the time variation of the luminescence of the lunar surface 
material, assuming a luminescence band for the surface ma¬ 
terial similar to that stimulated in certain meteorite samples 
in the laboratory. The two instruments used are described 
briefly and a discussion of the results obtained, both in the 
laboratory and at the telescope, is given. Author (TAB) 


N66-22886*# Geological Survey, Flagstaff, Ariz. 
INVESTIGATION OF IN SITU PHYSICAL PROPERTIES 
OF SURFACE AND SUBSURFACE SITE MATERIALS BY 
ENGINEERING GEOPHYSICAL TECHNIQUES Project Quar¬ 
terly Report, 1 Oct.-31 Dec. 1965 
Joel S. Watkins, ed. Feb. 1966 119 p refs 
(NASA ORDER T-25091-G) 

(NASA-CR-65320) CFSTI: HC $4.00/MF $0.75 CSCL08K 
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* 


CONTENTS: 

1. HIGHLIGHTS AND SUMMARY J. S. Watkins p 1-7 ref 
(See N66-22887 12-13) 

2. FIELD VERIFICATION OF IN SITU PHYSICAL PROP¬ 
ERTIES C. H. Roach and G. R. Johnson p 9-46 (See N66- 
22888 12-13) 

3. SEISMIC SURVEY OF METEOR CRATER, ARIZONA, 
R. H. Godson, H. D. Ackermann, and J. S. Watkins p 47-53 
ref (See N66-22889 12-13) 

4. SOUTHERN COULEE REFRACTION STUDIES J. H. 
Hassemer, J. S. Watkins. R. H. Godson, and H. D. Ackermann 
p 55-66 refs (See N66-22890 12-13) 

5. SH-WAVE INVESTIGATIONS OF SHALLOW IN SITU 
MATERIALS J. H. Whitcomb p 67-85 refs (See N66-22891 
12-13) 

6. IN SITU BULK DENSITY MEASUREMENT AT S P 
FLOW. ARIZONA L. A. Walters p 87-92 refs (See N66-22893 
12-13) 

/. AUTOMATIC DATA PROCESSING J. C. De Brem- 
aecker and J. H. Whitcomb p 93-96 refs (See N66-22893 
12-13) 

8. PLANS FOR THIRD QUARTER, FISCAL YEAR 1966 
J. S. Watkins p 97 


N66-22888 Geological Survey. Flagstaff. Ariz. 

FIELD VERIFICATION OF IN SITU PHYSICAL PROPERTIES 
Carl H. Roach and Gordon R. Johnson In its Invest, of In Situ 
Phys. Properties of Surface and Subsurface Site Mater, by 
Eng. Geophys. Tech. Feb. 1966 p 9-46 (See N66-22886 
12-13) CFSTI: HC $4.00/MF $0.75 

Bulk densities, grain densities, porosities, effective poros¬ 
ities, and permeabilities have been determined for core sam¬ 
ples obtained from basaltic lava near Amboy. California, rhyo¬ 
litic tuff north of Bishop. California, granite from Sonora Pass 
in the Sierra Nevada of eastern California, pumice from South¬ 
ern Coulee of Mono Craters. California, and andesitic basalt 
from S P flow north of Flagstaff, Arizona. These parameters 
have been related to local variations in geologic structure and 
constitute an initial effort in the compilation of physical prop¬ 
erties of a suite of probable lunar analog rock types and struc¬ 
tures. A brief description of techniques is presented. Author 

N66-23051 Arizona Univ., Tucson. Lunar and Planetary Lab. 
RANGER EXPLORATION OF THE MOON 
Ewen A. Whitaker In Southwest Res. Inst. Bioastronautics 
and the Exploration of Space Dec. 1965 p 39-58 (See 
N66-23048 12-04) CFSTI: HC $9.40/MF $2.50 

A discussion is presented of various Ranger VII photo¬ 
graphs of the moon relative to determining a site for the land¬ 
ing phase of the Apollo project. Consideration is given to 
earth based observations, the impact site for Ranger VII, and 
features of the photographs. Emphasis is placed on tentative 
conclusions which are explained with reference to the various 
photographs. C.T.C 


N66-23175 Ewen Knight Corp., East Natick, Mass. 
REFRACTION MEASUREMENTS BY LUNAR TRACKING 

H. I. Ewen and P. M. Kalaghan In Mitre Corp. Proc. of the 
3d Tropospheric Refraction Effects Meeting, Vol. II Jan. 1966 
p 405-429 refs (See N66-23166 12-07) CFSTI: HC $6.00/ 
MF $1.50 

A systems analysis on the overall utility of the moon in 
measuring pointing errors of current radar systems was per¬ 
formed and established the feasibility of enhancing radio bright¬ 
ness of the lunar surface by means of active illumination from 


an earth-based C-band transmitter. This method makes highly 
accurate tracking of a subterrestrial point for an earth-based 
receiver system possible; it can also be used to calibrate the 
quality of tracking data by comparing the predicted position 
of the moon to the known position given by an ephemeris. 

G.G. 


N66-23475*# National Aeronautics and Space Administration, 
Washington. D. C. 

SIGNIFICANT ACHIEVEMENTS IN PLANETOLOGY. 1958- 
1964 

[1964] 81 p refs 

(NASA-SP-99) GPO: HC $0.45; CFSTI: MF $0.75 CSCL 
03 B 

Studies of the earth relating to extraterrestrial bodies are 
discussed, and the results obtained from the Mariner II and 
Ranger VII spacecraft probes are described. Data are grouped 
according to the type of observation: earth-based measure¬ 
ments of electromagnetic radiation from the moon and plan¬ 
ets; simulations and terrestrial-counterpart studies; investi¬ 
gations of chemical-mineralogical composition and genesis; 
and spacecraft observations. Instrumentation developed for 
space research is also discussed, in relation to the advantages 
obtained by making measurements close to lunar or planetary 
objects. The problems facing the planetologist are assessed, 
and applications of planetology research results are outlined. 

M.G.J. 


N66-23653*# Texaco, Inc., Bellaire. Tex. Research and Tech¬ 
nical Dept. 

PHYSICAL PARAMETERS INSTRUMENTATION FOR 
SURVEYOR INTERFACE AND DESCRIPTIVE INFORMA¬ 
TION 

21 Apr. 1961 65 p Prepared for J PL 
(Contract NASw-6) 

(NASA-CR-74296) CFSTI: HC $3.00/MF $0.75 CSCL 14B 
Presented is descriptive and interface information for the 
Surveyor instrumentation to measure physical parameters on 
and beneath the lunar surface. Each instrument is treated as a 
separate unit that evaluates either temperature, thermal dif- 
fusivity, magnetic susceptibility, resistivity, density, hardness, 
or acoustic velocity. Instrumentation subsystems for operating 
beneath the lunar surface constitute acoustic detectors in 
downhole sonde. G.G. 


N66-23761*# Texaco Experiment, Inc., Richmond, Va. 
PENETROMETER Final Acceptance Test Report 
26 Feb. 1962 95 p Prepared for J PL 
(Contracts NASw-6; JPL-950155) 

(NASA-CR-74242; JPL-TM-1330; EXP-387) CFSTI: HC 
$3.00/MF $0.75 CSCL14B 

This report presents the results of acceptance tests on 
penetrometers designed to determine the penetration resist¬ 
ance of the lunar surface material. The test equipment and 
procedures are described. The results, presented in graphi¬ 
cal and tabular form, are given for man-made and natural 
materials, variable drop height tests, vacuum chamber tests, 
variable temperature tests, and comparison tests of different 
accelerometers. R.N.A. 


N66-23763*# Texaco, Inc., Bellaire. Tex. 

LUNAR DRILL FEASIBILITY STUDY Final Report 
13Jan. 1961 43 p refs Prepared for JPL 
(Contracts NASw-6; JPL-N-33552) 

(NASA-CR-74239) CFSTI: HC $2.00/MF $0.50 CSCL 081 
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A study was conducted to determine the feasibility of a 
device for producing a hole in the lunar surface. The study 
includes both a literature survey and an experiment pro¬ 
gram. The experimental program investigated both rotary 
and percussive drilling with low thrust and no flushing fluid. 
Rotary drilling does not appear feasible due to the lack of 
sufficient thrust for effective cutting. Percussive drilling, on 
the other hand, appears to be quite acceptable for producing 
the required hole and is capable of reasonable drilling rates 
when the cuttings are removed from the hole mechanically. 

Author 


N66-23947# Illinois Univ., Urbana. Electrical Engineering 
Research Lab. 

IONOSPHERIC RESEARCH Ninth Quarterly Progress 
Report. 1 Oct-31 Dec. 1965 
Harold D. Webb (1966] 18 p 

(Contract DA-36-039-AMC-03703(E)) 

(Rept.-9; AD-629449) CFSTI: HC $1.60/MF $0.50 

Moon-reflected signals at 150.6 mcps were received on 
34 days for a total of approximately 252 hours. Moon-re¬ 
flected signals at 413.25 mcps were received on all of these 
days. The Faraday rotation angles have been read from the 
strip charts obtained at the two frequencies. The data at 
413.25 mcps are used to resolve the NX180 0 ambiguity in 
the 150.6 mcps data. Calculations of electron content have 
been completed for the observations through November 3. 
1965. The California Computer Products plotter has been 
used to plot the Faraday rotation and electron content values 
for all of the data from July 1961 through 1964 and for some 
of the 1965 data An atlas of Faraday rotation and electron 
content data for July 1961 through 1964 is being prepared 
under contract AMC 01710(E). The data has been machine 
plotted and the graph sheets are being prepared. A phase 
lock receiver has been designed and built for use in keeping 
the 150.6 mcps receiver on signal. Two bioconicai, spiral, 
circularly polarized antennas have been designed, built 
and tested. These antennas were designed for use in meas¬ 
uring the depolarization at the surface of the moon. Author 


N66-24202# Extraterrestrial Research Center, Ann Arbor, 
Mich. 

APOLLO APPLICATIONS PROGRAM Bibliography 

Apr. 1966 618 p Prepared for Gen. Dyn./Convair 

An annotated bibliography is presented for experiments 
related to the Apollo Applications Program. The major portion 
of the reference material is devoted to earth orbit experi¬ 
ments, and includes reviews of studies dealing with the at¬ 
mosphere and astronomy, biomedicine and astronaut be¬ 
havior. communications and navigation, earth sciences and 
resources, subsystem development, and related physical 
sciences. Lunar orbit and surface experiments are reviewed; 
and cover such subjects as electromagnetic sensing, gravity 
and micrometeorite measurements, and the various scientific 
disciplines. Also included are a number of general references, 
relating to flights, problems in space, and unmanned probes. 

M.W.R. 


N66-24366# Joint Publications Research Service, Washing¬ 
ton, D. C. 

FIGURE AND MOTION OF THE MOON 

A. A. Yakovkin. ed. 28 Apr. 1966 157 p refs Transl. into 
ENGLISH of the book “Figura i Dvizheniye Luna'' Kiev. Nau- 
kova Publ. House. 1965 p 5-137 
(JPRS-35227; TT-66-31664) CFSTI: $4.00 


CONTENTS: 

1 STATUS OF THE PROBLEM OF LUNAR PHYSI¬ 
CAL LIBRATION AND FUTURE DEVELOPMENT IN THIS 
FIELD A. A. Yakovkin p 1-4 (See N66-24367 12-30) 

2. DETERMINATION OF THE CONSTANTS OF LUNAR 
PHYSICAL LIBRATION BY THE POSITION ANGLES 
METHOD FROM VISUAL OBSERVATIONS A. A. Gorynya 
p 5-22 refs (See N66-24368 13-30) 

3. ON DETERMINING THE CONSTANTS OF LUNAR 
PHYSICAL LIBRATION A. A. Gorynya p 23-27 refs 
(See N66-24369 13-30) 

4. LIBRATION EFFECT FROM MERIDIAN OBSER¬ 
VATIONS OF DIAMETERS OF THE MOON AT GREEN¬ 
WICH IN 1900-1954 I. M. Demenko p 28-35 refs (See 
N66-24370 13-30) 

5. SELENOCENTRIC COORDINATES OF 160 BASE 
POINTS ON THE LUNAR SERFACE I. V. Gavrilov. A. S. 
Duma. V. S. Kislyuk. and A. N. Kur'yanova p 36-55 refs 
(See N66-24371 13-30) 

6. A METHOD FOR LUNAR POLYGONOMETRY I. V. 
Gavrilov p 56-74 refs (See N66-24372 13-30) 

7. DETERMINING THE SELENOGRAPHIC COORDI¬ 
NATES OF POINTS ON THE LUNAR SURFACE AND DIS¬ 
TANCES BETWEEN THEM IN THE PHOTOMETRIC METHOD 
FOR INVESTIGATING SLOPES L. R. Lisina and V. V. 
Shevchenko p 75-86 refs (See N66-24373 13-30) 

8. COMMUNICATION ON COMPUTATION OF THE 
EPHEMERIS OF MOESTING A A. A. Yakovkin p 87-92 
(See N66-24374 13-30) 

9. DETERMINING EQUINOX CORRECTIONS FROM 
LUNAR OBSERVATIONS BY THE NEWCOMB METHOD 
D. P. Duma p 93-99 refs (See N66-24375 13-30) 

10. INFLUENCE OF THE ERRORS OF LUNAR ORBITAL 
ELEMENTS ON DETERMINATION OF THE ZERO POINTS 
OF FUNDAMENTAL CATALOGUES D. P. Duma p 100- 
107 refs (See N66-24376 13-30) 

11. DETERMINATION OF THE EQUINOX CORRECTION 
FROM OBSERVATIONS OF MOESTING A D. P. Duma 
p 108-113 refs (See N66-24377 13-30) 

12. PHOTOELECTRIC RECORDING OF LUNAR STAR 
OCCULTATIONS V. G. Buracheck p 114-116 refs (See 
N 66-24378 13-30) 

13. OBSERVATIONS OF THE TOTAL LUNAR ECLIPSE 
OF 24-25 JUNE 1964 AT THE ASTRONOMICAL OB¬ 
SERVATORY OF KIEV UNIVERSITY N. A. Chernega p 11T- 
121 (See N66-24379 13-30) 

14. REPORT ON THE SESSIONS OF THE SECOND ALL- 
UNION CONFERENCE OF THE SUBCOMMISSION OF THE 
ASTRONOMICAL COUNCIL ACADEMY OF SCIENCES 
USSR ON THE STUDY OF THE FIGURE ANO MOTION OF 
THE MOON p 122-133 (See N66-24380 13-30) 


N66-24367# Joint Publications Research Service. Washing¬ 
ton, D. C. 

STATUS OF THE PROBLEM OF LUNAR PHYSICAL LIBRA¬ 
TION AND FUTURE DEVELOPMENT IN THIS FIELD 

A. A. Yakovkin In its Figure and Motion of the Moon 28 
Apr. 1966 p 1-4 (See N66-24366 13-30) CFSTI: $4.00 
A theory to determine the lunar orbit without error is pre¬ 
sented. The coordinates of any point on the visible lunar sur¬ 
face are computed from their relationships to a conversion 
point obtained by occultation, meridian observation, and limb 
point photography. Thus, the relief of the limb zone is related 
to the center of the lunar mass by the physical libration param¬ 
eters of crater positions, and by recomputation of the conver¬ 
sion point system to a system of barycentric coordinates. 

G.G 
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N66-24368# Joint Publications Research Service, Washing¬ 
ton. D. C. 

DETERMINATION OF THE CONSTANTS OF LUNAR PHYS¬ 
ICAL LIBRATION BY THE POSITION ANGLES METHOD 
FROM VISUAL OBSERVATIONS 

A. A. Gorynya f n its Figure and Motion of the Moon 28 Apr. 
1966 p 5-22 refs (See N66-24366 13-30) CFSTI: $4.00 
A total of 50 refractory observations of position angles of 
pairs of moon craters were used to determine the parameters 
of the lunar physical libration. Computed coordinates values 
for the craters in oblique projection were expressed in frac¬ 
tions of the earth's equator and then used to obtain the theo¬ 
retical position angles of the crater Moesting A in relation to 
a limb crater in an eleiptic coordinate system. Measured 
angles were corrected for the setting of the instrument and for 
differential refraction. A list of observed craters with their 
computed observed and theoretical position angles was en¬ 
closed. G.G. 


N66-24369# Joint Publications Research Service, Washing¬ 
ton, D. C. 

ON DETERMINING THE CONSTANTS OF LUNAR PHYSICAL 
LIBRATION 

A. A. Gorynya in its Figure and Motion of the Moon 28 Apr. 

1966 p 23-27 refs (See N66-24366 13-30) CFSTI: $4.00 
Analyses of lunar photographs, based on the various po¬ 
sition angles of crater pairs, were used to determine the in¬ 
clination of the lunar equator to the ecliptic and the function 
of lunar moments of inertia. Computations with the initial 
value f=0.60 resulted in considerable deviations from the 
true value of f. The true value of f in any case was greater 
than the critical value f-0.662. G.G. 


N66-24371# Joint Publications Research Service. Washing¬ 
ton, D. C. 

SELENOCENTRIC COORDINATES OF 160 BASE POINTS 
ON THE LUNAR SURFACE 

I. V. Gavrilov, A. S. Duma. V. S. Kislyuk. and A. N. Kur'yanova 
in its Figure and Motion of the Moon 28 Apr. 1966 p 36- 
55 refs (See N66-24366 13-30) CFSTI: $4.00 

Sixteen lunar photographs, obtained close to midnight, 
were measured in order to construct a network of base points 
with known horizontal and vertical coordinates for a final 
list of reference craters. Results of these measurements, to¬ 
gether with data from the Schrutka-Rechtenstamm catalog, 
served as basis for a composite space coordinates catalog of 
160 base points presented in this study. G.G. 


N66-24372# Joint Publications Research Service. Washing¬ 
ton, D. C. 

A METHOD FOR LUNAR POLYGONOMETRY 

I. V. Gavrilov In its Figure and Motion of the Moon 28 Apr. 
1966 p 56-74 refs (See N66-24366 13-30) CFSTI: $4.00 
Point positions on the lunar surface were determined by 
a coordinate system related to the lunar center of mass. Con¬ 
sidered was a system of rectangular selenocentric coordinates 
whose plane coincided with the plane of the lunar equator, 
and whose coordinate axes were directed along the axis of 
rotation and the prime axis, respectively. The position of the 
coordinate planes of these systems in the body of the moon 
were then fixed by some number points with known space 
coordinates obtained from photographs of crater pairs. Com¬ 
pilation of the composite catalog was done by coordinate 
averaging without their reduction. G.G. 


N66-24373# Joint Publications Research Service. Washing¬ 
ton. D. C. 

DETERMINING THE SELENOGRAPHIC COORDINATES 
OF POINTS ON THE LUNAR SURFACE AND DISTANCES 
BETWEEN THEM IN THE PHOTOMETRIC METHOD FOR 
INVESTIGATING SLOPES 

L. R. Lisina and V. V. Shevchenko In its Figure and Motion 
of the Moon 28 Apr. 1966 p 75-86 refs (See N66-24366 
13-30) CFSTI: $4.00 

A solution to the orientation problem of a lunar negative, 
and the determination of selenographic coordinates of points 
and distances for establishing the slopes of lunar surfaces, 
was found by accurate measurements of rectangular point 
coordinates on the negative. The mathematical dependence 
between the true surface of the moon and its plane image as 
it appeared on the photograph was established by considering 
an external oblique projection in which the distance D from 
the center of the projected sphere to the eye point was equal 
to the topocentric distance from the earth to the moon. With 
conversion from a sphere to a plane in an orthographic pro¬ 
jection. all the circles passing through the center of the pro¬ 
jection were represented by straight lines and the angles be¬ 
tween them were not distorted. Thus, the distance was 
determined through the rectangular coordinates of the points 
with good accuracy. G.G. 


N66-24374# Joint Publications Research Service, Washing¬ 
ton, D. C. 

COMMUNICATION ON COMPUTATION OF THE EPHEMERIS 
OF MOESTING A 

A. A. Yakovkin fn its Figure and Motion of the Moon 28 Apr. 
1966 p 87-92 (See N66-24366 13-30) CFSTI: $4.00 
Optical and physical midnight libration data were used to 
compute the ephemerides of lunar craters in the center region 
of the moon. Triangulation techniques were used to reduce 
the entire computation of two formulas expressing the angle 
at which the arc between the earth and the crater Moesting 
was visible from the center of the moon, and the position 
angle of the lunar axis. The topocentric libration was then ob¬ 
tained from the known geocentric libration. G.G. 


N66-24375# Joint Publications Research Service, Washing¬ 
ton, D. C. 

DETERMINING EQUINOX CORRECTIONS FROM LUNAR 
OBSERVATIONS BY THE NEWCOMB METHOD 

D. P. Duma In its Figure and Motion of the Moon 28 Apr. 
1966 p 93-99 refs (See N66-24366 13-30) CFSTI: $4.00 
Equinox corrections from observations of the Sun, Mer¬ 
cury, Venus, and Moon were compared with those obtained 
from lunar observations by the Newcomb method. It was found 
that in general corrections based on lunar observations gave 
a better convergence of individual results than observations 
of other objects. Discrepancies in five equinox corrections ob¬ 
tained from lunar crater meridian observations were improved 
by using a uniform distribution of right ascension observa¬ 
tions in the Newcomb method of calculations. G.G. 


N66-24377# Joint Publications Research Service, Washington. 
D. C. 

DETERMINATION OF THE EQUINOX CORRECTION FROM 
OBSERVATIONS OF MOESTING A 

D. P. Duma In its Figure and Motion of the Moon 28 Apr. 
1966 p 108-113 refs (See N66-24366 13-30) CFSTI: 
$4.00 
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A series of meridian observations of the lunar crater Moest- 
ing A during 1923 to 1954 were analyzed to determine the 
elements of orientation for a fundamental catalogue. The 
series covered almost two full revolutions of the lunar nodes; 
alt observations were grouped in hours for right ascension in 
order to decrease the number of required condition equations. 
Corrections of Newcomb's equinox, obtained from observa¬ 
tions of Moesting A in the variants — 0?±0*006. 
— 0*098=t0 8 , and — 0 8 097±0?006 were found too large in 
absolute value and agreed poorly with existing value as com¬ 
puted from observations of the sun, or large and small planets. 

G.G. 


N66-24380# Joint Publications Research Service, Washing¬ 
ton, D. C. 

REPORT ON THE SESSIONS OF THE SECOND ALL-UNION 
CONFERENCE OF THE SUBCOMMISSION OF THE AS¬ 
TRONOMICAL COUNCIL ACADEMY OF SCIENCES USSR 
ON THE STUDY OF THE FIGURE AND MOTION OF THE 
MOON 

In its Figure and Motion of the Moon 28 Apr. 1966 p 122- 
133 |See N66-24366 13-30) CFSTI: $4.00 

The following brief reports were presented; (1) Determina¬ 
tion of the Parameters of Lunar Rotation from a Tie-in of a 
Crater to Stars —corrections for lunar declinations as caused 
by the libration effect in radius; (2) Problems of Se/enodesy 
and Absolute Lunar Hypsometry —review of principle studies; 
(3) Mapping of the Visible Parts of the Moon —creation of 
multisheet detailed map; (4) Optica! Probing of the Moon —re¬ 
cording of reflected signals; (5) Processing of Stereote/e- 
scopic Lunar Photographs —reliable construction of lunar 
relief; (6) Accuracy of the Profile of the Lunar Limb Zone 
Using Data from Photoelectric Observations —comparison 
with corresponding established profiles; and (7) Results of 
Several Position Observations of the Moon and Their Use in 
Astronomy. Geodesy, and Meteorology. .G.G, 


N66-24383*# Wheeler Labs.. Inc.. Great Neck, N. Y. 

STUDY OF SMALL OMNIDIRECTIONAL 250-Mc ANTENNA 
FOR PENETROMETER Final Report 

Robert E. Puttre et al 29 Jul. 1965 107 p refs Its Rept.- 
1291 

(Contract NASI-4470) 

(NASA-CR-66091) CFSTI: HC $4.00/MF $0.75 CSCL 09F 
A small rugged omnidirectional antenna is a component 
of a device called a penetrometer. This device can be em¬ 
ployed to investigate certain of the physical characteristics, 
including hardness, penetrability and load-support capability, 
of unknown surfaces such as that of our moon. The proposed 
antenna comprises a pair of orthogonal loops fed in quadrature 
for spherical-pattern radiation coverage. The loops are 
resonated by the series capacitors and are mounted outside of 
a shielded spherical core containing a telemetry transmitter, 
accelerometer, battery, and a directional coupler for power 
division with quadrature phase. Calculations indicate that the 
encapsulated antenna will remain intact during and after 
impact at 150 feet per second on a hard surface, but dynamic 
tests are needed for confirmation. For an antenna exactly 
tuned and operating at 250 Me, with a loop radius of 
1-21/32 inches, the power radiated into free space is —6 db 
from the power radiated from a lossless isotropic radiator. If 
the antenna is immersed in a dielectric medium of k—3. or im¬ 
pacted on a hard surface of k —7. the least power radiated to¬ 
ward a receiver directly overhead is computed to be — 11 db and 
— 10 db. respectively, from an isotrope. Increasing the operat¬ 
ing frequency or the size of the antenna increases the efficiency 
and reduces the sensitivity to environment. Author 


N66-24596*# Douglas Aircraft Co.. Inc., Santa Monica, Calif. 
Missile and Space Systems Div. 

EXPERIMENTAL INVESTIGATION OF ULTRA-HIGH VAC¬ 
UUM ADHESION AS RELATED TO THE LUNAR SURFACE 
Seventh Quarterly Progress Report, 1 Jan.-31 Mar. 1966 

J. A. Ryan 26 Jun. 1964 24 p 

(Contract NAS7-307) 

(NASA-CR-74625) CFSTI: HC $1.00/MF $0.50 CSCL 22A 
In studying the ultra high vacuum frictional-adhesional 
behavior of silicates, data reproducibility for various silicate 
pairs was determined. Runs were made for hypersthene con¬ 
tacting orthoclase, albite contacting orthoclase, and horn- 
bende contacting bytownite. Silicate-metal runs were also 
made for aluminum and magnesium alloys, and nickel con¬ 
tacting orthoclase. It was found that general adhesion be¬ 
havior was reproducible, although some differences in ad¬ 
hesion magnitude were recorded. This difference appears to 
be due to surface roughness effects. The vacuum system 
was modified to permit vacuum cleavage, and two runs in¬ 
volving vacuum cleavage were made. The adhesion forces 
were found to be large, and a strong long range attractive 
force was present, tt was concluded, tentatively, that the ad¬ 
hesion was caused by normal silicate bonding forces, and 
long range force was due to surface charging produced by 
a statistical charge separation during cleavage. A.O. 

N66-24606.*# Grumman Aircraft Engineering Corp.. Beth- 
page. N. Y. Geo-Astrophysics Section. 

CORRELATION OF MECHANICAL AND THERMAL PROP¬ 
ERTIES OF EXTRATERRESTRIAL MATERIALS Second 
Quarterly Progress Report 

J. D. Halajian and J. Reichman Feb. 1966 50 p refs 
(Contract NAS8-20084) 

(NASA-CR-71750; RM-309) CSCL 03 B 

In correlating the thermal and mechanical properties of 
lunar surface materials, mathematical models for surface 
temperature changes were developed. Two-layer models were 
analyzed in terms of the thermal intertia constant, and thick¬ 
ness of the layers. It was found that midnight temperatures 
define these parameters and that, for midnight temperatures 
above 110°K, the models converge to a homogeneous model 
for sufficiently large upper layer thicknesses. Using the par¬ 
ticulate model, analytical expressions for the solid and radia¬ 
tive components of powder thermal conductivity were devel¬ 
oped as a function of porosity, particle size, emissivity, and tem¬ 
perature. The mechanical properties of powders are also dis¬ 
cussed with emphasis on the underdense variety. In conclu¬ 
sion. it is stressed that the lunar thermal parameter is far more 
sensitive to changes of nighttime temperatures than noon 
temperatures, and that midnight temperature data suggest 
the lunar surface is not as homogeneous on a km-scate as 
it appears to be at larger scales. A.O. 


N66-24907*# National Aeronautics and Space Administration. 
Washington. D. C. 

A PHOTOMETRIC INVESTIGATION OF THE PRESENCE 
OF OUTER LAYERS OF VOLCANIC ORIGIN ON THE MOON 
[FOTOMETRICHESKOYE ISSLEDOVANIYE VOPROSA O 
NALICHIt NA LUNE POKROVOV VULKANICHESKOGO 
PROISKHOZHDENIYA] 

V. V. Sharonov May 1966 22 p refs Transl. into ENGLISH 
from Astron. Zh. (Moscow), v. 42, no. 1, 1965 p 136-144 
(NASA-TT-F-9322) CFSTI: HC $1 00/MF $0.50 CSCL 03B 
As the mean albedo of the moon is smaller than that of 
sedimentary and ordinary magma rocks, a photometric study 
was made of some of the outer layers in the neighborhood 
of active volcanoes, many of which have a dark color. It was 
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found that the volcanic sands, slags and lapilli. according to 
their small albedo and to their color characteristics are suf¬ 
ficiently similar to details of the lunar surface. A study of the 
reflection diagram shows that volcanic ash has a symmetrical 
diagram and cannot therefore be abundant on the moon. Areas 
of lapilli and especially flows of block lava, covered by a crust 
of reticulated slags, have the same type of diagram as the lunar 
surface. However the elongation is smaller than that for the 
moon and this indicates a jagged topography. Thus, according 
to photometric data, there is a similarity between the lunar 
surface and volcanic layers. The exceptional photometric 
uniformity of the lunar surface favors the hypothesis that 
cosmical factors are responsible for lunar surface layer forma¬ 
tion. Author 


N66-24927*# National Aeronautics and Space Administration. 
Goddard Space Flight Center. Greenbelt. Md. 
CHRONOLOGICAL LISTING OF LUNAR EVENTS 
B. M. Middlehurst (Arizona Univ.) and J. M. Burley Apr. 1966 
46 p refs 

(NASA-TM-X-55470; X-641 -66-178) CFSTI: HC $2.00/MF 
$0.50 CSCL 03A 

A complete catalog of observed and recorded lunar 
events over the past four centuries, i.e.. 5 March 1587 to 15 
November 1965, is presented, with references. A lunar event 
is defined as a temporary change in the appearance of a lunar 
feature, involving a limited area (in most cases, in terms of a 
few square kilometers) of the lunar surface. D.T. 


N66-24932*# National Aeronautics and Space Administration, 
Washington, D. C. 

LUNAR SURFACE STUDIES A Continuing Bibliography, 
With Indexes 

Apr. 1966 70 p 

(NASA-SP-7003(02)) CFSTI: HC $1 00/MF $0.75 CSCL 03B 
An annotated bibliography is presented with abstracts, and 
author and subject indexes. Specific topics include the theory 
of lunar origin, the lunar atmosphere, and the physical char¬ 
acteristics of the lunar surface, e.g., topography, geology, 
cartography, and stratigraphy. Techniques of lunar observa¬ 
tion, measurement, and analysis are covered, along with in¬ 
strumentation and equipment used in lunar investigations. 

D.T. 


N66-25046*# Jet Propulsion Lab.. Calif. Inst, of Tech.. Pasa¬ 
dena. 

RANGER VIII AND IX. PART II: EXPERIMENTERS' ANAL¬ 
YSES AND INTERPRETATIONS 

Raymond L. Heacock, Gerard P. Kuiper, Eugene M. Shoe¬ 
maker, Harold C. Urey, and Ewen A. Whitaker 15 Mar. 1966 
182 p refs 
(Contract NAS7-100) 

(NASA-CR-74894; JPL-TR-32-800) CFSTI: HC $5.00/MF 
$1.25 CSCL 22A 

CONTENTS: 

1. RANGER BLOCK III R. L. Heacock p 7-34 refs 
(See N66-25047 13-30) 

2. INTERPRETATION OF THE RANGER RECORDS 
G. P. Kuiper, R. G. Strom, and R. S. Le Poole (Arizona 
Univ.) p 35-248 refs (See N66-25048 13-30) 

3. SIZE AND SPATIAL DISTRIBUTION OF CRAT¬ 
ERS ESTIMATED FROM THE RANGER PHOTOGRAPHS 
N. J. Trask (Geological Survey) p 252-263 refs (See N66- 
25049 13-30) 


4. COHESION OF MATERIAL ON THE LUNAR SUR¬ 
FACE H. J. Moore (Geological Survey) p 263-270 refs 
(See N66-25050 13-30) 

5. THE STRUCTURE AND TEXTURE OF THE FLOOR 
OF ALPHONSUS M. H. Carr (Geological Survey) p 270- 
275 refs (See N66-25051 13-30) 

6. LUNAR PATTERNED GROUND E. M. Shoemaker 
p 275-284 refs (See N66-25052 13-30) 

7. INVESTIGATION OF THE PHOTOGRAMMETRIC 
REDUCTION OF THE RANGER IMAGES J. D. Alderman. 
W. T. Borgeson, and S. S. C. Wu (Geological Survey) p 285- 
294 refs (See N66-25053 13-30) 

8. EXPERIMENTAL TOPOGRAPHIC MAP OF A SMALL 
AREA OF THE LUNAR SURFACE FROM THE RANGER 
VIII PHOTOGRAPHS H. J. Moore and R. V. Lugn (Geo¬ 
logical Survey) p 295-302 refs (See N66-25054 13-30) 

9. GEOLOGY FROM A RELATIVELY DISTANT RANGER 
VIII PHOTOGRAPH D. J. Milton and D. E. Wilhelms (Geo¬ 
logical Survey) p 302-313 refs (See N66-25055 13-30) 

10. INTERMEDIATE-SCALE GEOLOGIC MAP OF 
A PART OF THE FLOOR OF ALPHONSUS J. F. Me Cauley 
(Geological Survey) p 313-319 ref (See N66-25056 13- 
30) 

11. PRELIMINARY GEOLOGIC MAP OF A SMALL 
AREA IN MARE TRANQUILLITAT1S N. J. Trask (Geo¬ 
logical Survey) p 319-326 refs (See N66-25057 13-30) 

12. GEOLOGY OF MARE TRANQUILLITATIS AS 
SHOWN IN THE HIGH-RESOLUTION RANGER VIII PHOTO¬ 
GRAPHS E. M. Shoemaker (Geological Survey) p 327- 
332 refs (See N66-25058 13-30) 

13. EARLY APOLLO EXPLORATIONS E. M. Shoe¬ 
maker (Geological Survey) p 332-335 refs (See N66- 
25059 13-30) 

14. OBSERVATIONS ON THE RANGER VIII AND IX 
PICTURES H. C. Urey (Calif. Univ.) p 339-362 refs (See 
N66-25060 13-30) 

15. PRODUCTION OF THE RANGER BLOCK III PHOTO¬ 
GRAPHIC RECORDS E. A. Whitaker (Arizona Univ.) p 363- 
382 (See N66-25061 13-14) 


N66-25047*# Jet Propulsion Lab., Calif. Inst, of Tech., 
Pasadena. 

RANGER BLOCK III 

Raymond L. Heacock in its Ranger VIII and IX. Pt. II: Ex¬ 
perimenters' Anal, and Interpretations 15 Mar. 1966 p 7- 
34 refs (See N66-25046 13-30) CFSTI: HC $5.00/MF 
$1.25 

The contribution of Rangers VII. VIII. and IX to selenog¬ 
raphy are discussed. Pre-Ranger lunar data obtained by direct 
and indirect observations and through supporting laboratory 
studies are reviewed. The three successful Ranger missions 
are considered to have adequately categorized the small scale 
topography of a red mare (Mare Cognitum), a blue mare 
(Mare Tranquillitatis), and highland crater-floor terrain (crater 
Alphonsus). The use of the digital computer in processing 
the photographs and also the photographs themselves are dis¬ 
cussed. It was concluded that the topography holds no serious 
hazards for unmanned or manned landings. It was further 
concluded that the observed topography is the result of pri¬ 
mary meteorite and secondary ejecta bombardments. It is ap¬ 
parent that the highland terrain has been extensively modified, 
and that the highland crater floors and basins are filled with 
debris possibly to depths of thousands of meters. Evidence 
for relatively recent or presently existing internal activity is 
mentioned. N.E.N. 
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N66-25048*# Arizona Univ., Tucson. Lunar and Planetary 
Lab. 

INTERPRETATION OF THE RANGER RECORDS 

Gerard P. Kuiper, Robert G. Strom, and Rudolf S. Le Poole 
In JPL Ranger VIM and IX Pt. II: Experimenters' Anal, and 
Interpretations 15 Mar. 1966 p 35-248 refs (See N66- 
25046 13-30) CFSTI: HC $5.00/MF $1.25 

The lunar collapse depression, structures of mares and 
craters, and lineaments are discussed. A study of terrestrial 
collapse depressions was made to help understand the unex¬ 
pected lunar collapse depressions. The circularity and the near¬ 
vertical orientation of the fracture plane in collapse depres¬ 
sion in terrestrial lava fields is mentioned. The structure of 
Mare Tranquillitatis is discussed with respect to primary and 
secondary impact craters and circular collapse depressions; 
square, linear-beaded, and irregular collapse depressions; 
mare ridges; lineaments; and fine structure. The tentative con¬ 
clusions on the structure of the crater Aiphonsus are reported, 
concerning the central peak, the dark halo craters and rilles. 
the crater walls, and the nature of the crater floor. The size- 
frequency distribution of different classes of lunar craters 
and their areal densities were investigated. The domical struc- 

N.E.N. 


N66-26049*# Geological Survey. Flagstaff, Ariz. 

SIZE AND SPATIAL DISTRIBUTION OF CRATERS ESTI¬ 
MATED FROM THE RANGER PHOTOGRAPHS 

Newell J. Trask In JPL Ranger VIII and IX. Pt. II: Experi¬ 
menters’ Anal, and Interpretations 15 Mar. 1966 p 252- 
263 refs {See N66-25046 13-30) CFSTI: HC $5.00/MF 
$1.25 

The size and spatial distribution of small craters on the 
moon are discussed, including ray areas on the maria, ray- 
free parts of the maria, and flat highland basin terrain on the 
crater floor. Crator distributions from Ranger VII, VIII, and 
IX photographs were observed to have a tendency for the total 
crater densities to converge at small crater diameters. A 
possible steady state size-frequency distribution function for 
craters of all sizes on the level parts of the moon was esti¬ 
mated. The occurrence of secondary impact craters in sig¬ 
nificant numbers was interpreted as the principle cause for 
the rapid increase in the density of crater with diameters be¬ 
tween 2 and 6 km. The local differences in crater density in the 
highlands east of Aiphonsus are discussed. Graphs for the 
cumulative size-frequency distribution of craters are presented. 

N.E.N. 


N66-26050*# Geological Survey, Flagstaff, Ariz. 

COHESION OF MATERIAL ON THE LUNAR SURFACE 

Henry J. Moore In JPL Ranger VIII and IX. Pt. II: Experi¬ 
menters' Anal, and Interpretations 15 Mar. 1966 p 263-270 
refs (See N66-25046 13-30) CFSTI: HC $5.00/MF $1.25 
Two lunar crater morphologies are compared, based on 
Ranger IX photographs. The important features associated 
with the two craters are: little evidence of blocks on the rims 
and around the craters; low, lumpy structures on the walls, 
the rims, and around the craters; asymmetrical rims which are 
higher and wider on one side than the other; slopes that are 
less than 45° and probably near 35° or less; and a scalloped rim 
on one crater. The craters are discussed, and compared with 
man-made craters on the earth. It was suggested that the 
lunar surface materials are weakly cohesive to noncohesive. 

N.E.N. 


N66-25051*# Geological Survey, Flagstaff, Ariz. 

THE STRUCTURE AND TEXTURE OF THE FLOOR OF AL- 
PHONSUS 

Michael H. Carr In JPL Ranger VIII and IX. Pt. II: Experi¬ 
menters' Anal, and Interpretations 15 Mar. 1966 p 270-275 
refs (See N66-25046 13-30) CFSTI: HC $5.00/MF $1.25 
The textural units, the lineaments and structurally con¬ 
trolled craters on the floor of Aiphonsus are discussed. The 
size-frequency distribution of craters is shown. The distribu¬ 
tion of craters larger than 0.3 km was found to differ over the 
floor, but the density of smaller craters is essentially uniform. 
Three sets of lineaments were observed to belong to the lunar 
grid system, and a fourth to be radial to the center of Mare 
Imbrium. The observable lineaments are reported to be un¬ 
deflected as they cross topographic features. It is suggested 
that the alignment of craters along lineaments is strong 
evidence that many craters were formed by mechanisms orig¬ 
inating within the moon. N.E.N. 


N66-25052*# Geological Survey, Flagstaff, Ariz. 

LUNAR PATTERNED GROUND 

Eugene M. Shoemaker In JPL Ranger VIII and IX. Pt. II: 
Experimenters' Anal, and Interpretations 15 Mar. 1966 
p 275-284 refs (See N66-25046 13-30) CFSTI: HC $5.00/ 
MF $1.25 

The pattern of low ridges and troughs on the lunar surface 
observed in Ranger photographs is discussed. A tendency was 
found for the predominant orientations of the linear elements 
of the lunar patterned ground to be parallel with the larger 
lineaments. It is suggested that this parallelism indicates that 
the patterned ground is controlled by underlying structures, 
which, in turn, are controlled by the regional structural pat¬ 
tern. The patterns are observable in the photographs of Mare 
Cognitum, Mare Tranquillitatis. and the crater Aiphonsus 
floor. The probable relation of the lunar patterned ground to 
joints (fractures) and fissures in the underlying surface is dis¬ 
cussed. N.E.N. 


N66-25053*# Geological Survey, Flagstaff. Ariz. 

INVESTIGATION OF THE PHOTOGRAMMETRIC REDUC¬ 
TION OF THE RANGER IMAGES 

James D. Alderman, Warren T. Borgeson, and Sherman S. 
C. Wu In JPL Ranger VIII and IX. Pt. II: Experimenters' 
Anal, and Interpretations 15 Mar. 1966 p 285-294 refs 
(See N66-25046 13-30) CFSTI: HC $5.00/MF $1.25 

The feasibility of systematic data reduction from Ranger 
stereoscopic coverage is discussed. The major problems, due 
to systems limitations, are cited as: the narrow angle lens sys¬ 
tems; camera tilt; camera calibration; small base-to-height 
ratios; image motion and image blur; and video scan lines, 
image size, scale differences, low sun angle, and lunar photo¬ 
metric effects. These are considered in detail. The advantages 
of first-order plotters for data reduction are described, but it 
was felt that time and cost limitations prohibit their modifica¬ 
tion. Anaglyphic-type plotters were also considered, and the 
major problems associated with their use are listed. From 
preliminary test using an anaglyphic projection system, it 
was concluded that (1) the conditions are environmentally 
extrinsic to a photogrammetrist. and that (2) the quality of the 
Ranger images permits considerably more latitude in the model 
setup than is possible with conventional photographs. An 
image-blur analysis is included. N.E.N. 


16 



I 


N66-25371 


N66-25054*# Geological Survey, Flagstaff, Ariz. 

EXPERIMENTAL TOPOGRAPHIC MAP OF A SMALL AREA 
OF THE LUNAR SURFACE FROM THE RANGER VIII PHOTO¬ 
GRAPHS 

Henry J. Moore and Richard V. Lugn In JPL Ranger VIII 
and IX. Pt. II: Experimenters' Anal, and Interpretations 15 
Mar. 1966 p 295-302 refs {See N66-25046 13-30) CFSTl: 
HC $5.00/MF $1.25 

The preliminary topographic results from experiments un¬ 
dertaken to study the problems of design of an appropriate 
anaglyphic projection instrument are presented. The projector 
system is described, and the problems due to the Ranger VIII 
stereoscopic camera systems are discussed. It was concluded 
that the lunar photographs and experimental topographic maps 
do not conform to terrestrial mapping standards, but that im¬ 
portant topographic data are obtainable with the use of photo- 
grammetric techniques. N.E.N. 


N66-25055*# Geological Survey, Flagstaff, Ariz. 

GEOLOGY FROM A RELATIVELY DISTANT RANGER VIII 
PHOTOGRAPH 

Daniel J. Milton and Don E. Wilhelms In JPL Ranger VIII 
and IX. Pt. II: Experimenters' Anal, and Interpretations 15 
Mar. 1966 p 302-313 refs (See N66-25046 13-30) CFSTl: 
HC $5.00/MF $1.25 

Geologic mapping of Mare Tranquiliitatis from distant 
Ranger VIII lunar photographs for classification of mappable 
units according to relative age, is described. The age and 
origin of structures and units for each age are discussed. 
Among the activities in geologic history inferred are: forma¬ 
tion of a multiwalled ring structure and smaller craters in 
pre-lmbrian time; secondary impact cratering by ejections, 
intermittent volcanism forming plains and dome units, and 
faulting and filling in the Imbrian Period, formation of small 
craters, deformation of mare material by faulting, and forma¬ 
tion of mare ridges in the Eratosthenian period; and formation 
of smaller craters, rays, and secondary impact craters, and 
sliding on steep slopes in the Copernican Period. N.E.N. 


N66-25056*# Geological Survey. Flagstaff, Ariz. 

INTERMEDIATE-SCALE GEOLOGIC MAP OF A PART OF 
THE FLOOR OF ALPHONSUS 

John F. Me Cauley In JPL Ranger VIII and IX. Pt. II: Ex¬ 
perimenters' Anal, and Interpretations 15 Mar. 1966 p 313- 
319 refs (See N66-25046 13-30) CFSTl: HC S5.00/MF 
$1.25 

The mapping from Ranger IX photographs of Alphonsus, 
showing the distribution of complex stratigraphic sequence 
of crater materials and smoother basin floor materials, is pre¬ 
sented. Distinctions between the individual geologic units 
were made on the basis of morphology, slope angles, surface 
texture, crater density, and relative albedo. The systems and 
materials for the Imbrian. Eratosthenian, and Copernican 
Periods are discussed. A reconstructed sequence of events is 
given, from the original pre-lmbrian crater to the Eratosthen¬ 
ian period. N.E.N. 


N66-25057*# Geological Survey. Flagstaff. Ariz. 

PRELIMINARY GEOLOGIC MAP OF A SMALL AREA IN 
MARE TRANQUILLITATIS 

Newell J. Trask in JPL Ranger VIII and IX. Pt. II: Experi¬ 
menters' Anal, and Interpretations 15 Mar. 1966 p 319- 
326 refs (See N66-25046 13-30) CFSTl: HC S5.00/MF 
$1.25 


A preliminary geologic map for a smalt area in Mare Tran- 
quiilitatis covered by Ranger VIII was prepared. Discrimina¬ 
tion of mappable units was based principally on albedo and 
topographic form. The Imbrian, Eratosthenian. and Coper¬ 
nican systems and materials are discussed. The stratigraphic 
succession in the map indicates that lunar surface materials 
darken with time. The mare ridges and scarps, and the line¬ 
aments are mentioned. The regularity of the lineaments is 
considered to indicate that they are of internal origin, reflect¬ 
ing a system of fractures or joints in the subsurface. N. E. N. 


N66-25058*# Geological Survey, Flagstaff. Ariz. 

GEOLOGY OF MARE TRANQUILLITATIS AS SHOWN IN 
THE HIGH-RESOLUTION RANGER VIII PHOTOGRAPHS 

Eugene M. Shoemaker In JPL Ranger VIII and IX. Pt. II: 
Experimenters' Anal, and Interpretations 15 Mar. 1966 
p327-332 refs (See N66-25046 13-30) CFSTl; HC $5.00/ 
MF $1.25 

A preliminary morphological classification of Mare Tran¬ 
quiliitatis from the last frames of Ranger VIII is discussed. 
The high resolution photographs permit a classification of 
mare craters and depressions and determination of strati¬ 
graphic relationships of materials. The morphological cate¬ 
gories are: sharp rimmed craters; convex rim craters; funnel 
craters; dimple craters; low rim craters; and indefinite rim 
craters. The mare surface material was assigned to the Imbrian 
system. The materials of the Eratosthenian and Copernican 
ages from the various craters and depressions are described. 
Two types of structural features recognized are (1) a general 
northwest-tending alignment of indefinite rim craters and de¬ 
pressions. and (2) lineaments in and on the rim of the large 
low rim crater. N.E.N. 


N66-25059*# Geological Survey, Flagstaff, Ariz. 

EARLY APOLLO EXPLORATIONS 

Eugene M. Shoemaker In JPL Ranger VIII and IX. Pt. II: 
Experimenters' Anal, and Interpretations 15 Mar. 1966 
p 332-335 refs (See N66-25046 13-30) CFSTl: HC $5.00/ 
MF $1.25 

The scientific mission profiles for an early Apollo explora¬ 
tion on the moon are described. The major goals and funda¬ 
mental constraints are given. The exploration time, astronaut 
mobility, and equipment are mentioned. The scientific activi¬ 
ties for the three excursions are delineated. N.E.N. 


N66-25371*# National Aeronautics and Space Administration. 
Goddard Space Right Center. Greenbelt, Md. 

APPARENT LUNAR ACTIVITY: HISTORICAL REVIEW 
Jaylee Burley and 8arbara M. Middlehurst (Arizona Univ.) 
Apr. 1966 13 p refs Presented at the NAS Symp. on Sur¬ 
face Features of the Moon, Seattle, 13 Oct. 1965 Submitted 
for Publication See N66-24927 

(NASA-TM-X-55468) CFSTl: HC $1.00/Mf-$0.50 CSCL03B 
A historical review is presented on more than 200 lunar 
surface events observed and recorded over the past four cen¬ 
turies,-i.e., 5 March 1587 to 15 November 1965. The material 
was analyzed with respect to (1) solar activity as measured by 
monthly sunspot numbers, and (2) tidal action by the earth. 
Based on the frequency distribution, which shows well de¬ 
fined peaks at perigee and apogee, of the sightings around the 
lunar orbit; it is concluded that the events are due to internal 
causes which are accelerated near perigee and apogee through 
tidal disruption. D.T. 
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N66-25575*# Grumman Aircraft Engineering Corp.. Bethpage, 
N. Y. Research Dept. 

INVESTIGATION OF LUNAR SURFACE CHEMICAL CON¬ 
TAMINATION BY LEM DESCENT ENGINE AND ASSOCI¬ 
ATED EQUIPMENT 

A. Buchler, A. Wechsler (Little (Arthur D.). Inc., Cambridge. 
Mass.), L. Aronowitz, C. Baulknight. F. Koch et al Jan. 1966 
64 p refs 

(Contract NAS9-4860) 

(NASA-CR-65342; RE-237) CFSTI: HC $3.00/MF $0.75 
CSCL 22A 

An investigation of lunar surface and atmosphere con¬ 
tamination is summarized. Areas of investigation include: 
composition of inorganic, organic, and bacteriological con¬ 
taminants; distribution of contamination on the lunar surface 

contamination of the lunar atmosphere; transient temperature 
distributions produced by rocket exhaust plume; possible 
chemical reactions between exhaust products and surface ma¬ 
terials; and possible interactions between contaminant mole¬ 
cules and the surface. A set of proposed lunar models which 
are flexible enough to incorporate many hypothetical details 
of the lunar surface structure are described, along with methods 
and devices for minimizing and compensating for contamina¬ 
tion. Finally, the Apollo scientific program and the conse¬ 
quences of cumulative contamination are discussed. D.T. 

N66-25576*# Grumman Aircraft Engineering Corp.. Beth¬ 
page. N. Y. Research Dept. 

INVESTIGATION OF LUNAR SURFACE CHEMICAL CON¬ 
TAMINATION BY LEM DESCENT ENGINE AND ASSOCI¬ 
ATED EQUIPMENT Final Report 

L. Aronowitz. N. Milford. S. Penn. F. Pomilla, A. Wechsler 
(Little (Arthur D.). Inc., Cambridge. Mass), et al Mar. 1966 
215 p refs 
(Contract NAS9-4860) 

(NASA-CR-65341; RE-242) CFSTI: HC $6.00/MF $1.25 
CSCL 22A 

The composition was studied of inorganic and organic 
contaminants from the LEM descent engine exhaust and from 
gas vented from the ascent stage. Means for minimizing and 
compensating for contamination in samples were surveyed. 
Contamination due to bacteria and biological debris was ex¬ 
amined; and it was concluded that unless specific measures 
are taken to prevent it, the probability of bacteriological sam¬ 
ple contamination approaches 100%. A possible method for 
minimizing contamination is to collect them from regions that 
are partially or totally shielded from rocket exhaust gas. The 
Luna 9 photographs suggest that such regions may exist under 
rocks or inside cavities that are distant from the LEM touch¬ 
down point. Several devices are also suggested for minimizing 
contamination in samples. These include a sampling probe to 
be dropped from the LEM before or immediately after touch¬ 
down; and an instrument to be used by the astronaut that will 
decontaminate a portion of the lunar surface, and then take a 
sample at a sufficient depth below the surface to avoid further 
contamination. D.T. 

N66-26083# Boeing Scientific Research Labs.. Seattle, Wash. 
Mathematics Research Lab. 

THE CURRENT STATUS OF SELENODETIC CONTROL SYS¬ 
TEMS 

C. L. Goudas Feb. 1966 16 p refs its Mathematical Note 

No. 453 

A brief discussion of the problems encountered in de¬ 
termining absolute coordinates of lunar formations as well 
as an evaluation of the current status of control systems is 
given. It is concluded that a control system with errors not 
exceeding 0.2" geocentric in each cordinate is possible. Author 


N66-26874*# Little (Arthur D.), Inc.. Cambridge. Mass. 

FAR INFRARED SPECTRA OF SILICATE MINERALS FOR 
USE IN REMOTE SENSING OF LUNAR AND PLANETARY " 
SURFACES Final Report, Apr. 1965-Apr. 1966 

James R. Aronson. Alfred G. Emslie, Ronald V. Allen, and 
Hugh G. Me Linden 15 Apr. 1966 76 p refs 
(Contract NAS8-20122) 

(NASA-CR-75289; C-67323) CFSTI: HC S3.00/MF $0.75 
CSCL 03B 

This report is concerned with the results of an experi¬ 
mental and theoretical investigation of the far infrared spectra 
of silicate minerals for use in remote sensing of the composi¬ 
tion of lunar or planetary surfaces. The subject matter con¬ 
sists of: (1) an examination of the spectral information that 
may be obtained from silicate minerals in the far infrared 
region; (2) a study of the effects of the state of surface aggrega¬ 
tion, especially for fine particulate surfaces, on the information 
content of such spectra; (3) considerations of the ways in which 
the spectra of composite samples may be understood in 
terms of the spectra of their components, and (4) a brief 
description of the instrumental considerations that would be 
involved in utilizing these results on a space mission. 

Author 


N66-26954# Grumman Aircraft Engineering Corp., Bethpage. 
N. Y. Research Dept. 

THE EXPLOITATION OF LUNAR NATURAL RESOURCES 

S. Penn Dec. 1965 31 p refs Submitted for Publication 

(RM-305J) 

The possibility of there existing resources or materials 
on the moon which are valuable to man. and the further pos¬ 
sibility of mining these resources are discussed. Included in 
this discussion are detailed hypothetical considerations of 
lunar surface texture and petrology, and lunar water resources. 
In addition, various electric power systems are examined for 
potential applicability in the exploration of the moon; and 
several methods are proposed for mining. D.T. 


N66-26955# Grumman Aircraft Engineering Corp., Bethpage, 
N. Y. Research Dept. 

EXPERIMENTAL ASPECTS OF COMMINUTION IN VACUUM 

G. Mohr Mar. 1966 32 p refs 
(RM-313) 

Past theoretical and experimental work in conventional 
crushing and grinding of particles is examined in order to de¬ 
termine its applicability to comminution experiments in ultra- 
high vacuum. Furthermore, in the absence of precedents for 
the suggested investigation, the experimental aspects of this 
investigation are discussed. Notwithstanding the initial dif¬ 
ficulties, the newly developed experimental techniques may 
open up new avenues to more comprehensive studies of sur¬ 
face formation and behavior at very low pressures. Or they may 
be used to complement existing experimental procedures that 
have been severely limited by the fact that the materials under 
study had to be produced under earth-ambient conditions 
prior to investigation. Author 


N66-27064*# Grumman Aircraft Engineering Corp., Bethpage, 
N. Y. 

PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES Final Report 

J. D. Halajian and F. A. Spagnolo Apr. 1966 166 p refs 

(Contract NAS9-3182) 

(NASA-CR-65365; RE-245) CFSTI: HC $5.00/MF $1.00 
CSCL 03 B 
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This study was conducted to determine engineering prop¬ 
erties of the optical lunar surface by means of physical and 
theoretical models that obey known photometric properties 
of that surface. The photometric analyzer was overhauled 
end recalibrated. Major instrumental modifications include 
added filters for spectrophotometric measurements, and an 
enlarged beam splitter to record brightness changes near 
zero phase angles with high fidelity. Albedo and brightness 
were measured as a function of wavelength on six specimens 
ranging from fine powders to massive slags. Most specimens 
exhibit the opposition effect which is tentatively attributed 
to color and roughness effects. Their albedo is wavelength 
dependent. Experimental and analytical studies are made of 
the photometry of dust clouds leading to negative results 
which indicate that dust clouds fail to exhibit the lunar back- 
scattering characteristics. Computer analyses are performed 
to correlate the photometric and geometric properties of various 
idealized patterns consisting of horizontal and/or vertical ele¬ 
ments. Shadowing, albedo, and scattering law effects on the 
photometric function are analyzed and evaluated. Vertical 
elements, horizontal overhanging members, and secondary 
pits are shown to be necessary building blocks for a model 
that simulates lunar light backscatter. R.N.A. 


N66-27192*# National Aeronautics and Space Administration, 
Washington, D. C. 

RADIO EMISSIONS AND THE NATURE OF THE MOON 
(RADIOIZLUCHENIYE I PRIRODA LUNY] 

V. D. Krotikov and V. $. Troitskiy Mar. 1964 73 p refs Transl. 
into ENGLISH from Usp. Fiz. Nauk (Moscow), v. 81, no. 4. 
Dec. 1963 p 584-639 

(NASA-TT-F-8837) CFSTI: HC $3.00/MF $0.75 CSCL 03B 
This article discusses the investigation of the physical con¬ 
ditions of the moon by means of its radio emission. Taken 
into consideration are the lunar-surface temperature, the 
structure of the lunar crust, the thermal properties of the lunar 
crust, density and dielectric constants of rocks in the lunar 
crust, and the thermal radiation and thermal state of the lunar 
interior. C.L.W. 


N66-27244*# I IT Research Inst., Chicago. III. Technology 
Center. 

STUDIES OF LUNAR SOIL MECHANICS Final Report, 
15 Dec. 1965-1 Mar. 1966 

E. Vey and John D. Nelson May 1966 163 p refs 
(Contract NASr-65{02); ITTRI Proj. M272) 

(NASA-CR-75323) CFSTI: HC $5.00/MF $1.00 CSCL 03B 
An investigation was conducted on the effect of ultra-high 
vacuum on the properties of simulated lunar soils. The ma¬ 
terials used consisted of fine grained powders of quartz, ob¬ 
sidian. enstatite and olivine. Fine grained enstatite sand was 
also used for a limited number of experiments. The results of 
direct shear tests and measurements of the resistance to dy¬ 
namic penetration showed an increase in the soil strength 
under vacuum due to increases in both the stiffness and shear 
strength parameters. The magnitude of the increase, however, 
was dependent upon mineralogical composition because of 
variations in the amounts of initially adsorbed and/or absorbed 
gas. Static penetrometer experiments were also performed 
and the results correlated with the amount of gas desorbed 
from the soil prior to measuring the penetration resistance. 
The strength of the soil was observed to vary exponentially 
with the relative cleanliness and extrapolation of the results 
to atomically clean surfaces yielded values of penetration 
resistance substantially less than that of the same material 
sintered at high temperatures. Author 


N66-27535*# Brown Engineering Co., Inc., Huntsville. Ala. 
Research Labs. 

A MISSION FOR SURVEYING AND MAPPING THE LUNAR 
SURFACE 

S. N. Heaps Apr. 1966 87 p refs 

(Contract NAS8-20166! 

(NASA-CR-75417; R-192) CFSTI: HC $3.00/MF $0.75 CSCL 
22A 

A three-man lunar mission has been planned in which 
eleven remote sensing instruments are operated for eight 
days in a polar orbit. From the elevation of 81.5 km (44 n mi), 
the high resolution stereoscopic photographs and celestial 
navigation sightings provide accurate location data for the 
Earth-science observations. The mission is one of a series 
proposed under the Apollo Applications Program. Author 


N66-27972# G rumman Aircraft Engineering Corp., Bethpage, 
N. Y. Research Dept. 

ESTIMATES ON THE NEUTRON FLUX ON THE SURFACE 
OF THE MOON INDUCED BY SOLAR FLARES 
Martin S. Spergel May 1966 24 p refs Presented at Ann. 
Meeting of Am. Geophys. Union, Washington. 19-22 Apr. 
1966 Submitted for Publication 
(RE-253 J) 

A theoretical calculation has been performed on the pro¬ 
duction, by solar flare protons, of neutrons within the lunaT 
surface and the resulting neutron albedo flux at the lunar 
surface. The transport of the neutrons is approximated by a 
single, energy independent, exponential attenuation function. 
Effective neutron attenuation length is taken as the sum of 
the inelastic neutron scattering length and a fraction of the 
elastic neutron scattering length. The resulting neutron en¬ 
ergy distribution will necessarily have the form of the produc¬ 
tion spectrum, which is that of the nuclear evaporation model. 
The incident solar flare proton flux is represented by an ex¬ 
ponential rigidity spectrum. Ionization losses for the incident 
solar protons are calculated from estimates of the range of the 
protons within the lunar surface. The lunar medium is repre¬ 
sented by an "average” chondritic material. The resulting 
neutron albedo is found for three different flares and for vari¬ 
ous values of the model's parameters. Author 


N66-28217# Defence Research Board, Ottawa (Ontario). 
Directorate of Scientific Information Services. 

RELATIVE DEPTHS OF LUNAR RING MOUNTAINS AND 
CRATERS IN THE MARE NUBIUM 

A. V. Markov May 1966 8 p refs Transl. into ENGLISH from 
Dokl. Akad. Nauk SSSfl (Moscow), v. 167, no. 1. 1966 p 63- 
64 

(T-457-R) CFSTI: HC $1.00/MF $0.50 

Values for the logarithms of the diameters. D, and depths, 
d, of lunar craters and ring mountains (walled plains) in the 
zone of the Mare Nubium (around the impact point of the 
Ranger VII spaceship) for craters ranging from 8.0 m to 
67,2000 m in diameter were compared for testing the cor¬ 
rectness of a formula put forth by Baldwin for craters in which 
diameters range from 2.0 km to 200 km. The data indicate that 
Baldwin's formula does quite closely represent the relationship 
between diameter and depth for the lunar craters measured 
by the spacecraft photographs. Departures from the formula 
were observed though for the very large ring plains and for 
some other craters which the possibility exists that after their 
formation the bottom was inundated, from inside, by lava. L.S. 
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N66-28260# Aeronautical Chart and Information Center, 
St. Louis, Mo. 

COORDINATES OF LUNAR FEATURES, GROUP I AND II 
SOLUTIONS 

Donald L. Meyer and Byron W. Ruffin Mar. 1965 101 p refs 
(ACIC-TP-15; AD-631404) CFSTI: HC S4.00/MF $0.75 
A series of one to one million scale charts of the moon and 
charts of potential landing sites are produced at the scale of 
one to five hundred thousand. Inadequacies of existing lunar 
control have necessitated the establishment of a new control 
program for measuring and reducing positions using earth 
based telescope photography. It is the purpose of this report 
to present the measurement end reduction methods employed 
and the lunar coordinates derived from the first two photo 
groups of a planned four photo group solution. 

Author (TAB) 


N66-28464# Harry Diamond Labs.. Washington. D. C. 
OMNIDIRECTIONAL ACCELERATION SENSOR 
A. J. Buschman. Jr. in NRL The Shock and Vibration Bull. 
Feb. 1966 p 55-60 refs (See N66-28456 16-32) CFSTI: 
HC S6.00/MF $1.25 

An acceleration sensor that is independent of the direction 
of the acceleration vector has been developed for use in 
selection of a site for a manned lunar landing, This is ac¬ 
complished by employing a triaxial accelerometer and a 
computer whose output is the square root of the sum of the 
squares of three orthogonal, acceleration-time signatures. 
The circuitry operates from a 20-V power supply drawing 
10 mA and has a dynamic range of 1000. The triaxial ac¬ 
celerometer. computer, power supply, and telemetry can be 
packaged in a 3-in. diameter sphere Author 


N66-28482*# Litton Systems. Inc.. Minneapolis, Minn. Ap¬ 
plied Science Div. 

INVESTIGATION OF SPUTTERING EFFECTS ON THE 
MOON'S SURFACE Quarterly Status Report No. 12, 26 Jan.- 
24 Apr. 1966 

G. K. Wehner. C. E. Ken Knight, and D. L. Rosenberg 25 May 
1966 59 p refs Its Rept.-2986 
(Contract NASw-751) 

(NASA-CR-75697) CFSTI: HC S3.00/MF $0.50 CSCL 03B 
Attempts to build up thick crusts of powders which are ion 
bombarded during deposition and the study of changes in the 
permeability of solid rock samples due to ion bombardment 
were continued. A summary of the optical properties of the 
moon in comparison to those of ion bombarded powder sam¬ 
ples is given in preparation for publishing the work of the last 
three years. Trends in sample color due to composition differ¬ 
ences are presented. Though the color of lunar features should 
permit identification of composition differences after taking 
decoloration effects of the solar wind into account, positive 
identification is not now possible. A number of properties of 
the lunar photometric function plus the polarization of earth- 
shine are shown to be incapable of proving whether the lunar 
surface is underdense or compacted. The photometric func¬ 
tion reveals that the lunar surface has a rough macrostruc¬ 
ture, the form of which may correspond in general to that 
seen in the photographs of Luna 9. The earlier conclusion 
that the polarization of moonlight is in good agreement with 
that of light scattered from powders whose particles are mostly 
less than 0.1 mm in size is not modified by the latest con¬ 
sideration of composition, density, and roughness of the lunar 
surface layer. Author 


N66-28655*# Ewen Knight Corp., East Natick. Mass. 

RADIO OBSERVATIONS OF THE MOON AND VENUS AT 
8.6 mm WAVELENGTH Final Report May 1, 1962-Nov. 1, 
1966 

11965) 136 p refs 

(Contract NASw-593) 

(NASA-CR-75313) CFSTI: HC $4.00/MF $1.00 CSCL 03B 
CONTENTS: 

1. THERMAL RADIATION FROM THE MOON AT 8.6 
MM WAVELENGTH 33 p refs (See N66-28656 16-30) 

2. A TWO-LAYER MODEL OF THE LUNAR SURFACE 
13 p refs (See N66-28657 16-30) 

3. OBSERVATIONS OF VENUS NEAR THE 1962 IN¬ 
FERIOR CONJUNCTION 7 p refs (See N66-28658 16-30) 

4. OBSERVATIONS OF VENUS NEAR THE 1964 IN¬ 
FERIOR CONJUNCTION 10 p refs (See N66-28659 16-30) 

5. ATMOSPHERIC EFFECTS ON CELESTIAL RADIO 
MEASUREMENTS AT 8.6 MILLIMETERS P. M. Kalaghan 
33 p refs (See N66-28660 16-30) 


N66-28656*# Ewen Knight Corp., East Natick, Mass. 

THERMAL RADIATION FROM THE MOON AT 8.6 mm 
WAVELENGTH 

In its Radio Observations of the Moon and Venus at 8.6 mm 
Wavelength [1965] 33 p refs (See N66-28655 16-30) CFSTI: 
HC $4.00/MF $1.00 

Observations of the moon, with an angular resolution of 
4x5-1/2 minutes of arc, were made at 8.6 mm wavelength 
during the one-year period from August. 1963 through Au¬ 
gust, 1964. By means of a raster scan technique, antenna 
temperatures as functions of local phase angle were obtained 
for four selected regions of the lunar surface. The data were 
corrected for radome attenuation, which was measured di¬ 
rectly and daily corrections calculated from ground level mete¬ 
orological data were made for the effects of atmospheric at¬ 
tenuation. The temperature versus phase angle curves were 
corrected for antenna smoothing before being examined from 
the standpoint of both one and two layer models. Although 
the absolute temperatures and phase angles are subject to 
some uncertainty, the data are generally inconsistent with 
the homogeneous model for the lunar surface, but agrees 
with what would be expected from a layered structure. Author 


N66-28657 *# Ewen Knight Corp.. East Natick, Mass. 

A TWO-LAYER MODEL OF THE LUNAR SURFACE 
In its Radio Observations of the Moon and Venus at 8.6 mm 
Wavelength [1965] 13 p refs (See N66-28655 16-30) CFSTI: 
HC $4.00/MF $1.00 

A two layer model of the lunar surface is treated theoreti¬ 
cally and an exact analytical solution is obtained for the micro- 
wave brightness temperature in terms of the periodic surface 
temperature. It is found that the time average of the micro- 
wave temperature is. even after correction for surface reflec¬ 
tivity. less than the time average of the surface temperature. 
Further, if the surface layer can be assumed sensibly trans¬ 
parent, the phase lag of maximum microwave temperature 
behind full moon can be any value whatsoever depending on 
the thickness of the layer. Author 


N66-28660*# Ewen Knight Corp., East Natick, Mass. 

ATMOSPHERIC EFFECTS ON CELESTIAL RADIO MEAS¬ 
UREMENTS AT 8.6 MILLIMETERS 

Paul M. Kalaghan In its Radio Observations of the Moon and 
Venus at 8.6 mm Wavelength [1965] 33 p refs (See N66- 
28655 16-30) CFSTI: HC $3.00/MF $1.00 
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Engineering information on methods of observation and 
instrument limitation is presented. Areas of consideration 
include: 0) methods for establishing the focal plane of the 
secondary reflector; (2) techniques for the cancellation of 
the atmospheric reradiation component; (3) the effect of the 
atmosphere in the near field of the antenna aperture (far field 
approximately 12 miles); (4) determination of antenna beam 
position; (5) calibration of indicated versus actual radio beam 
position; (6) attenuation and reradiation attributable to at¬ 
mospheric gases and associated condensation and precipita¬ 
tion products; and (7) measurement errors introduced by 
the radome under various observational conditions. A series 
of measurements were performed to determine the probable 
magnitude of the error introduced as a result of atmospheric 
attenuation. Based on these measurements, it was found that 
the methods of observation and data reduction used in the 
lunar measurements reduced the effect of atmospheric errors 
to a negligible degree. D.T. 


N66-28767*# National Aeronautics and Space Administration. 
Manned Spacecraft Center. Houston. Tex. 

APOLLO MISSION DESCRIPTION 

William A. Lee In its Contrib. of MSC Personnel to the Manned 
Lunar Exploration Symp. [1964] p 1-10 (See N66-28766 
16-30) CFSTI: HC $3.00/MF $0.75 

A typical lunar landing mission is described which provi Ms 
a total duration of about eight days and a 24-hour stay on the 
lunar surface. Earth launch and lunar landing phases are de¬ 
scribed, along with the return lunar launch and earth landing. 
Translunar trajectories are planned to vary between 62 and 75 
hours, whereas return trajectories may range from 85 to 115 
hours. The lunar landing area accessible to the Apollo space¬ 
craft is assumed to be a rectangle 90° wide and 10° high, cen¬ 
tered on the near-earth face of the moon; but specific landing 
sites within this area have not been selected. Two crew mem¬ 
bers will land on the moon, while one member remains in 
orbit. Numerous illustrations depict the various phases of the 
proposed mission. M.W. R. 


N66-28773*# National Aeronautics and Space Administration. 
Manned Spacecraft Center, Houston, Tex. 

MSC RESEARCH ON LUNAR SURFACE EXPERIMENTS 
John E. Dornbach In its Contrib. of MSC Personnel to the 
Manned Lunar Exploration Symp. [1964] p 53-63 (See N66- 
28766 16-30) CFSTI: HC $3.00/MF $0.75 

Attention is given to the determination of optimum meas¬ 
urements. experiments, and geologic studies to be made on the 
lunar surface as well as experimental equipment development 
and mission support studies. Among the equipment consid¬ 
ered are a lunar surface exploration camera, a long-life mete¬ 
oroid detector-analyzer, an X-ray diffractometer, a solar proton 
monitor, and a mass spectrometer. Lunar surface simulation 
models, astronaut training in selenology and geosciences, and 
power and telemetry studies are mentioned. This overview of 
lunar surface experiments is discussed in terms of in-house 
and contracted research projects which are underway or pro¬ 
posed. M.W. R. 


N66-28774*# National Aeronautics and Space Administration. 
Manned Spacecraft Center, Houston. Tex. 

LUNAR ORBITAL EXPLORATION 

James H. Sasser In its Contrib. of MSC Personnel to the 
Manned Lunar Exploration Symp. [1964] p 65-70 (See N66- 
28766 16-30) CFSTI:: HC $3.00/MF $0.75 


Mapping of lunar surfaces and obtaining data on the 
origin and evolution of the moon are considered in terms of 
a lunar orbital survey mission. Studies preparatory to and 
during such a mission are considered in a general review. 
Various researches underway are mentioned, including: (1) 
ultraviolet spectroscopy to investigate the feasibility of lunar 
compositional mapping; (2) photometric, polarimetric. thermal, 
and dielectric properties of suggested lunar surface materials, 
and (3) infrared sensors and multispectral photography for 
lunar compositional analyses. M.W. R. 


N66-29398*# National Aeronautics and Space Administration. 
Washington, D. C. 

PLANETARY SPECTRA (SPEKTRY PLANET) 

May 1964 16 p refs Transl. into ENGLISH from Priroda 

(Moscow), no. 6, Jun. 1961 p 39-45 
(NASA-TT-F-888) CFSTI: HC $ 1.00/MF $0.50 CSCL 038 
The analysis of data gathered from the earth by the spec¬ 
tral method of investigation is discussed briefly. It is pointed 
out that spectroscopic investigations of the planets have 
developed in three principal directions: study of planetary 
rotation on the basis of the Doppler shift of spectra lines, 
photometric study of the continuous spectrum of planets as 
well as the search for new lines and absorption bands, and study of 
already known lines and bands. Reports on the results of these 
investigations are presented in greater detail. A survey of re¬ 
search on the following topics is presented: auroras, and carbon 
dioxide and water vapor in the Venusian atmosphere; vegeta¬ 
tion on Mars; hydrogen and its compounds in the atmospheres 
of the giant planets; the meteoric nature of Saturn's rings; 
luminescence and lunar surface color; and the minor planets' 
spectra. R.L.I. 


N66-29476*# National Aeronautics and Space Administration. 
Marshall Space Flight Center. Huntsville, Ala. 

EXTRATERRESTRIAL APPLICATION OF X-RAY DIF¬ 
FRACTION 

H. K. Herglotz 20 Apr. 1966 46 p refs 
(NASA-TM-X-53449) CFSTI: HC $2.00/MF $0 50 CSCL 20F 
X-ray diffraction provides information about elemental 
composition and can identify many compounds and minerals. 
It is. therefore, a promising candidate for the exploration of 
surfaces of the moon and earth-like planets if apparatus meet¬ 
ing the requirements of this extraterrestrial application can be 
developed. The fundamentals of X-ray diffraction are described 
and the difficulties connected with their space application are 
discussed. Hardware, either specifically designed for space 
exploration or adaptable for this purpose, are reviewed. Author 


N86-29481*# National Aeronautics and Space Administration, 
Washington, D. C. 

SURVEYOR I; A PRELIMINARY REPORT 

Jun. 1966 50 p refs 

(NASA-SP-126) CFSTI: HC S0.75/MF $0.50 CSCL 22B 
This report briefly describes the Surveyor I mission ob¬ 
jectives; the launch vehicle, spacecraft, and spacecraft com¬ 
ponents; the spacecraft trajectory; and its tracking and data 
acquisition. Emphasis is placed on the scientific data received 
from Surveyor on lunar surface features. These data show 
that the terrain surrounding the spacecraft landing site is a 
gently rolling surface studded with craters ranging from a few 
centimeters to several hundred meters in diameter and lit¬ 
tered with fragmental debris ranging in size from less than 
1 mm to more than 1 m. The surface is composed of granular 
material of a wide size range. Coarse blocks of rock and 
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smaller fragments are set in a matrix of fine particles too 
small to be resolved. This material was disturbed by the space¬ 
craft footpads which penetrated to a few centimeters, and is 
made up of lumps that are probably aggregates of much finer 
grains. These aggregates show that the fragmental material 
on the lunar surface is slightly cohesive. It this material is 
homogeneous to a depth of some tens of centimeters, the 
soil appears to have a static bearing capacity of about 5 psi. 
Thermal data indicate that the spacecraft temperature con¬ 
trol surfaces are not covered by dust. R.N.A. 


N66-29733*# New Mexico Univ., Albuquerque. Bureau of 
Engineering Research. 

EFFECTS OF SURFACE RANDOMNESS OF RADAR BACK- 
SCATTER FROM A SPHERICAL SURFACE 

Donald H. Lenhert and Ahmed Erteza [1966] 175 p refs 

(Grant NsG-129-61) 

(NASA-CR-76016; EE-132) CFSTI: HC $5.00/MF $1.00 

CSCL 09F 

A vector solution for the scattering of electromagnetic 
waves from distant rough surfaces was investigated. Integral 
expressions of the direct- and cross-polarized instantaneous 
back-scattered power from an arbitrary homogeneous rough 
sphere were formulated. An approximate solution was ob¬ 
tained for the time-averaged expected values of direct- and 
cross-polarized received power from a normally distributed 
surface for the condition that the ratio of standard deviation 
to correlation distance is much less than one over the square 
root of the radius of the sphere in wavelengths. Comparison 
of this solution with experimental data indicates that the 
moon must have a roughness characterized by a much larger 
value of this ratio. A rigorous field theory of the pulsed 
return from a slightly irregular sphere was formulated. The 
amplitude of the cross-polarized return was found to be a 
function of both electromagnetic and surface roughness 
properties. It was felt that this analysis does not give suf¬ 
ficient information for estimating the properties of the lunar 
surface, but may be useful in solving other cases yielding 
better estimates. N.E.N. 


N66-29738*# Lincoln Lab.. Mass. Inst, of Tech., Lexington. 

RADAR STUDIES OF THE MOON Quarterly Progress Re¬ 
port No. 2, 1 Feb.-30 Apr. 1966 

2 Jun. 1966 57 p refs 
(Contract NSR-22-009-106) 

(NASA-CR-76012) CFSTI: HC $3.00/MF $0.50 CSCL 03A 
Short pulse studies of the lunar surface were made at a 
23-cm wavelength, and several conclusions were drawn about 
the behavior of the lunar surface as a scatterer of radio waves. 
By using different polarizations for transmission and recep¬ 
tion, some of the depolarizing properties were explored. Re¬ 
sults indicated that scattering from the center of the disk is 
largely from regions that are locally smooth on the scale of 
the wavelength, whereas for an angle of incidence ^>40°. 
scattering from rough structure appeared to predominate. 
Some of the theoretical material pertaining to the effect of 
shadowing on the backscattering from a rough surface is dis¬ 
cussed. and it is concluded that recent theories based on the 
Kirckhoff theory are erroneous and tend to over-estimate the 
effect of shadowing. Block diagrams are given of the computer 
programs required for the Haystack 3.8-cm radar, which will 
provide radar maps of the lunar surface. Preparations for 8-mm 
observations were begun by reactivating a 28-ft parabolic 
antenna system. Determination of the depth of the upper 
layer of light material on the lunar surface by radio methods 
is also discussed. L.E.W. 


N66-29813# American Meteorological Society, Boston, Mass. 

EXPERIMENTAL 8PECTR0PH0T0METRIC COMPARISON 
OF THE SURFACE OF THE MOON AND CERTAIN VOLCANIC 
DEPOSITS |OPYTY SPERTROFOTOMETRICHESKOGO 
SOPOSTAVLENIIA POVERKHNOSTI LUNY S NEKOTROYMI 
VULKANICHESKIMI POKROVAMI] 

I. I. Lebedeva Bedford. Mass., AFCRL, Mar. 1966 9 p refs 
Trans!, into English from Uch. Zap. Leningr. Gos. Univ., Ser. 
Mat. Nauk (Leningrad), no. 326, 1965 p 99-102 
(Contract AF 19(628)-3880) 

(T-R-588; TT-66-61162; AD-631970) CFSTI: HC $1.00/MF 
$0.50 

The published data on the spectral reflectivity of the lunar 
marina and continents are compared to corresponding data 
for diverse samples of terrestrial rocks from Kamchatka and 
Kuril Islands. These samples were studied with a photoelectric 
spectrophotometer (in the region 450-590 millimicron). The 
spectral reflectivity curves for lapilli, volcanic sand, and brown 
volcanic scoriae coincide with corresponding curves for the 
lunar surface in the limits of natural dispersion. Therefore, 
one can conclude that the presence on the moon of the py¬ 
roclastic materials of the type mentioned is possible. 

Author (TAB) 

N66-30344*# National Aeronautics and Space Administration. 
Goddard Space Flight Center, Greenbett, Md. 

DYNAMICAL BEHAVIOR OF EJECTA FROM THE MOON: 
PARTI: INITIAL CONDITIONS 

Barbara E. Shute Apr. 1966 83 p refs 

(NASA-TM-X-55521; X-643-66-158) CFSTI: HC $3.00/MF 
$0.75 CSCL 03B 

A reduced form of the patch conic method has been em¬ 
ployed to determine the initial orbital elements of a particle 
launched or ejected from the moon's surface with any arbitrary 
starting conditions. The reduction was obtained by considering 
the selenocentric velocity asymptotes. Explicit and tractable 
analytic functions have been derived for the geocentric and 
Jacobi energies, angular momentum, standard orbital elements, 
and conditions for moon-to-earth trajectories. Percents of 
randomly ejected material which initially strike earth, are in 
retrograde orbits, or go into heliocentric orbits have been ob¬ 
tained. The results are compared with results obtained by a nu¬ 
merical integration program for several different situations. 

Author 


N66-30394*# Grumman Aircraft Engineering Corp., Beth- 
page, N. Y. 

POLAR I METRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES Final Report 

W. G. Egan. L. L. Smith, and G. C. McCoyd May 1966 264 p 
refs 

(Contract NAS9-4942) 

(NASA-CR-76169; RE-250) CFSTI: HC $6.00/MF $1.50 
CSCL03B 

An experimental study and a theoretical study consisted 
of: (1) polarimetric investigation in visual light (0.54**) of 
natural specimens having a good photometric match to the 
moon; (2) polarimetric investigation in visual light of pulverized 
specimens to determine particle size effects; (3) polarimetric 
investigation of contrived models combining the above re¬ 
sults in blue (0.45**), green (0.54**) and infrared (1.0**) wave¬ 
lengths; and (4) theoretical analysis of lunar and laboratory 
data. The over all conclusion is that the polarization proper¬ 
ties of the lunar surface can be produced by a suitable ma¬ 
terial with a particulate coating of itself. Thus, the surface 
properties could yield information on the underlying matter 
and ultimately give information as to the choice of good 
landing areas for the Apollo mission. The existence of a cor¬ 
relation betwen albedo and polarization on a theoretical 
basis was confirmed. Author 
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N66-30438*# Hughes Research Labs., Malibu. Calif. 

RESEARCH ON GRAVITATIONAL MASS SENSORS Quar¬ 
terly Progress Report No. 1,15 Oct. 1964-14 Jan. 1966 

R. L. Forward, Curtis C. Bell, and J. Roger Morris [1965] 95 p 
refs 

(Contract NASw-1035) 

(NASA-CR-67369) CFSTI: HC $3.00/MF $0.75 CSCL17G 
The development was begun of a small, lightweight sen¬ 
sor for use on probes and orb iters to measure the mass and 
mass distribution of extraterrestrial bodies. The major problem 
area is noise; this noise includes background clutter from 
external forces and masses other than the one under investi¬ 
gation, external electrical noise and mechanical vibrations, 
and internal thermal and electronic noise in the sensor and 
amplifiers. The following conclusions were reached in both 
theoretical and experimental work. It was shown analytically 
that radially vibrating structures are not suitable for use as 
gravitational mass sensors because of a mechanical instability 
at a rotation frequency equal to 1/2 the vibration frequency. It 
was experimentally determined that transversely vibrating 
structures are stable under rotations at 1/2 their vibrations, 
and therefore, have the basic structural integrity necessary. 
Finally, in a separate development, it was demonstrated that 
it is possible to devise and instrument to measure independently 
the effects of acceleration, rotation, and gravitation—if the 
Principle of Equivalence is correctly interpreted. D.T. 

N66-30602*# Grumman Aircraft Engineering Corp.. Bethpage, 
N. Y. Research Dept. 

POLARIMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES 

W. G. Egan and L. L. Smith Apr. 1966 14 p Presented at the 
121st Meeting of the Am. Astron. Soc., NASA. Langley Res. 
Center, Hampton, Va., 28-31 Mar. 1966 
(Contract NAS9-4942) 

(NASA-CR-76230; RM-323J) CFSTI: HC S1.00/MF $0.50 
CSCL03B 

In an effort to lay the basis for an analytical approach, the 
polarization properties of volcanic ash and furnace slag were 
investigated as a function of particle size, albedo, and porosity. 
These investigations were made on a large scale polarimeter 
so that coarse specimens could be analyzed. For both sam¬ 
ples, the maximum percent polarization (positive) and the 
corresponding phase angle at zero and 60° viewing angles, the 
inversion angle, and the minimum percent polarization (nega¬ 
tive) varied as a function of porosity and albedo. The best fit 
to Crisium was achieved with Haleakala volcanic ash with 
particle sizes between 37 and 88 microns, and furnace slag 
less than 37 microns; Clavius was fitted with the ash of sizes 
less than 37 microns, and the furnace slag less than 1 micron. 
The polarimetric properties of the furnace slag, volcanic ash. 
and additional laboratory samples were investigated for wave¬ 
length dependence. The best color-polari metric and best 
visual photometric match to Crisium were obtained with coarse 
chunks of the volcanic ash topped with less than 1 micron par¬ 
ticles of itself. Author 

N66-31340# Boeing Scientific Research Labs., Seattle, Wash. 
Geo-Astrophysics Lab. 

ISOTHERMS IN THE EQUATORIAL REGION OF THE TO¬ 
TALLY ECLIPSED MOON 

J. M. Saari and R. W. Shorthill Apr. 1966 7 p refs 
(DI-82-0530; AD-633033) CFSTI: HC $1.00/MF $0.50 
Isothermal contours of the totally eclipsed moon are shown 
for the equatorial region. Location information is provided by 
a selenographic grid drawn to 1 degree increments of latitude 
and longitude. Fifty-five craters which are hot spots are 
identified by name. Author (TAB) 


N66-31386*# Electro-Mechanical Research, Inc.. Sarasota, 
Fla. Telemetry Div. 

STUDY OF LUNAR GEOPHYSICAL SURFACE AND SUB¬ 
SURFACE PROBES FOR APOLLO APPLICATION PROGRAM. 
VOLUME II: DETAILED TECHNICAL REPORT 

W. Knopiketal Jun. 1966 471 p refs 
(Contract NAS8-20243) 

(NASA-CR-76413) CFSTI: HC $7.17/MF $2.00 CSCL 22A 
Presented are the results of a preliminary design study of 
an integrated geophysical probe system for measuring specific 
properties of the lunar surface and subsurface during the Apollo 
Applications lunar surface missions. A survey of geophysical 
experiments was made and ten subsurface and six surface 
experiments were selected to provide scientific information 
relevant to the origin and history of the moon. This report 
describes in technical detail the instruments that were de¬ 
signed for conducting these experiments. H.S.W. 


N66-31418# Boeing Scientific Research Labs., Seattle, Wash. 
Mathematics Research Lab. 

A CONTOUR MAP BASED ON THE SELENODETIC CONTROL 
SYSTEM OF THE AERONAUTICAL CHART ANO INFOR¬ 
MATION CENTER OF THE U S. AIR FORCE 

T. A. Bray and C. L. Goudas Mar. 1966 20 p refs ft$ Math. 
Note No. 457 

(DI-82-0518; AD-633031) CFSTI: HC $1 00/MF $0.50 

The control system published in 1965 by the Aeronautical 
Chart and Information Center (ACIC) has recently been aug¬ 
mented by more than one hundred points, thus making it 
necessary to perform an analysis of the new enlarged system 
and construct the corresponding contour map which we pre¬ 
sent in this paper. This new map exhibits substantial con¬ 
sistence with the one constructed from only the 196 points 
of the original system, and appears to represent a stronger 
solution. Author (TAB) 


N66-31446*# California Inst, of Tech.. Pasadena. 

PROCEEDINGS OF THE CALTECH—J PL LUNAR AND 
PLANETARY CONFERENCE 

Harrison Brown, Gordon J. Stanley. Duane O. Muhleman. 
and Guido Muench, ed. 15 Jun. 1966 357 p refs Conf. held 
at Calif. Inst, of Teen.. Pasadena. 13-18 Sep. 1965 Pre¬ 
pared jointly with JPL 
(Contract NSR-05-002-050) 

(NASA-CR-76142; JPL-TM-33-266) CFSTI: HC $7.00/MF 
$1.75 CSCL 03 B 

Conference papers on lunar and planetary studies for Mars, 
Jupiter, and Venus are presented. For individual titles see N66- 
31447-N66-31481. 


N66-31447* # California Univ.. La Jolla. 

OBSERVATIONS ON THE RANGER VIII AND IX PIC¬ 
TURES 

Harold C. Urey In Calif. Inst, of Tech. Proc.of the Caltech-JPL 
Lunar and Planetary Conf. 15 Jun. 1966 p 1-23 refs (See 
N66-31446 18-30) CFSTI: HC S7.00/MF $1.75 

Areas of the lunar surface photoqraphed by camera 
aboard the Ranger VIII and IX probes are pictured and com¬ 
mented upon. Surface features, such as the nature, distribu¬ 
tion. and location of craters and dimples, are used to specu¬ 
late upon the history of the formation of the surface. Surface 
density, smooth and rouqh features, ridges, mountains, and 
sea areas are discussed. A summary of observations on the 
Ranger VII photographic series is also made. L.S. 
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N66-31448*# Arizona Univ.. Tucson. Lunar and Planetary 
Lab. 

INTERPRETATION OF THE RANGER RECORDS 

Gerard P. Kuiper fn Calif. Inst of Tech. Proc. of the Caltech- 
JPL Lunar and Planetary Conf. 15 Jun. 1966 p 24-29 refs 
(See N66-31446 18-30) CFSTI: HC $7.00/MF $1.75 

Records obtained by the Ranger VII. VIII, and IX are inter¬ 
preted with a view toward answering some basic questions 
about the nature of the lunar surface. The nature of the mare 
surface; the existence of major lava flows on the maria (their 
deposition, solidification, and cooling); the volcanic vents as¬ 
sociated with lava channels; the rilles, domes, lineaments, 
tree-bark structure on the maria; and the many outcroppings 
are discussed. Also discussed are the primary crater counts; the 
crater ray deposit fields; the crater ridges; and other lunar 
surface features. L.S. 


N66-31449*# Geological Survey, Flagstaff. Anz. 

PROGRESS IN THE ANALYSIS OF THE FINE STRUCTURE 
AND GEOLOGY OF THE LUNAR SURFACE FROM THE 
RANGER VIII AND IX PHOTOGRAPHS 

Eugene M. Shoemaker In Calif. Inst, of Tech. Proc. of the 
Caltech-JPL Lunar and Planetary Conf. 15 Jun. 1966 p 30- 
31 (See N66-31446 18-30} CFSTI: HC S7.00/MF $1.75 
A report on the progress in reduction and synthesis of the 
data obtained from the Ranger VIII and IX missions is pre¬ 
sented. The photographic data is being used to analyze the 
fine structure and geology of the lunar surface. The pictures 
should provide the best material for photogrammetric meas¬ 
urement of the shape of small features on the moon among 
all of the photographs obtained from the entire Ranger series 
(with Ranger VII). With the Ranger VIII and IX pictures it is 
possible to map the geology of selected areas from the photo¬ 
graphs at many different scales, ranging from 1:1,000,000 
(the scale used in the earth-based telescopic mapping pro¬ 
gram) up to about 1:10,000 (a scale typically employed for 
highly detailed geologic mapping on earth). The data should 
also provide the basis for preliminary planning and evaluation 
of scientific tasks that may be successfully executed by as¬ 
tronauts in the early landings on the moon of Project Apollo. 

L.S. 


N66-31451*# Scientific Inst of Radiophysics, Gorky (USSR). 
INVESTIGATION OF THE SURFACES OF THE MOON AND 
PLANETS BY THE THERMAL RADIATION 

V. S. Troitsky fn Calif. Inst, of Tech. Proc. of the Caltech-JPL 
Lunar and Planetary Conf. 15 Jun. 1966 p 34-58 refs (See 
N66-31446 18-30) CFSTI: HC S7.00/MF $1.75 

Experimental and theoretical thermal radiation and radio 
emission data concerned with the lunar and planetary surfaces 
are summarized. Mathematical expressions involving the di¬ 
electric constants and densities of materials, thermal regimes 
and parameters; surface radio emission; surface temperatures 
and temperature gradient to the depth and heat flux out of the 
body interior; integral radio emission, surface radio emission 
at the nonperiodic thermal regime (lunar eclipse); surface 
material microstructure; and chemical (mineralogical nature) 
composition of surfaces, are presented and discussed. Tabu¬ 
lated data of numerical values of the Fourier expansion terms 
for surface temperatures in the center of the lunar disk; and 
of radio emissions of the moon during lunations and eclipse 
are given. Also discussed is the absorption spectrum of 
electromagnetic waves in the lunar surface and underlying 
body, and the results of some radar data regarding the proper¬ 
ties of the Venus surface. L.S. 


N66-31453*# Academy of Sciences (USSR), Moscow. 
Schmidt Inst, of Physics of the Earth. 

THE STRUCTURE OF THE MOON 

B. J. Levin In Calif. Inst, of Tech. Proc. of the Caltech-JPL 
Lunar and Planetary Conf. 15 Jun. 1966 p 61-76 refs (See 
N66-31446 18-30) CFSTI: HC S7.00/MF $1.75 

Theories, calculations, and data concerning: (1) the origin 
of the moon and the tidal evolution of the earth-moon sys¬ 
tem. (2) the history of lunar bombardment. (3) the lunar ther¬ 
mal history. (4) the shape of the moon. (5) density distribution 
of the lunar body and crust. (6) the chemical composition 
of lunar material (the question of frozen and nonfrozen vola¬ 
tiles and of hydrated silicates is submitted), and (7) the history 
of the lunar atmosphere, as put together from the literature, 
are presented and discussed. L.S. 


N66-31454*# California Univ.. Los Angeles. 

ON THE INTERNAL CONSTITUTION AND ORIGIN OF THE 
MOON 

Gordon J. F. Mac Donald In Calif. Inst, of Tech. Proc. of the 
Caltech-JPL Lunar and Planetary Conf. 15 Jun. 1966 p 77- 
83 refs (See N66-32446 18-30) CFSTI: HC $8.00/MF 
$1.75 

Data on the orbital and rotational motion of the lunar 
body; the mass and mean density of the moon; interpretation 
of the moon’s moment of inertia; thermal constitution and 
distribution considerations; and other evidence, are used to 
draw inferences regarding the internal structure of the moon. 
Evidence on hand seems to support the view of an inhomo¬ 
geneous. nondifferentiated moon. The relevance of dynamical 
arguments to the question of how the moon may have formed 
is considered, and a model of formation is suggested. With 
further data (such as seismic observations and determination 
of the lunar gravitational field) it is expected that more sophis¬ 
ticated models will be made. L.S. 


N66-31455*# California Inst, of Tech.. Pasadena. 

THE INTERNAL STRUCTURE OF THE MOON AND THE 
TERRESTRIAL PLANETS 

Don L. Anderson and Robert L. Kovach (Stanford Univ.) In 
its Proc. of the Caltech-JPL Lunar and Planetary Conf. 15 
Jun. 1966 p 84-91 (See N66-31446 18-30) CFSTI; HC 
$7.00/M F $1.7 5 

The hypothesis that differences in the mean densities of 
the terrestrial planets account for inhomogeneity in this part 
of solar system is re-examined in the light of new information 
regarding the distribution of density in the interior of the Earth. 
The iron in Mars may be more evenly distributed than in 
Earth, but Mars may still not differ from the Earth in overall 
composition. It is possible to design models for Mars and 
Venus that have the same uncompressed density as the Earth 
and that satisfy the available data concerning these planets, 
without assuming that the Earth's core is a phase change of 
the silicate mantle. Thermal history calculations for comput¬ 
ing the densities of planetary bodies with depth, and which 
show whether the body is differentiated or not. are presented 
and discussed. An equation of state that is appropriate for the 
Earth predicts a density decreasing with depth in the lunar 
interior, thereby giving a high moment of inertia. Seismic 
travel-time curves ad periods of free oscillation were also 
computed for the moon model. Several graphs depicting the 
calculations described, are included. L.S. 




N66-32110 


N66-31456*# National Aeronautics and Space Administration. 
Goddard Space Flight Center, Greenbelt, Md. 

LUNAR STRUCTURE AS DEDUCED FROM MUONG NONG 
TEKTITES 

J. A. O'Keefe and I. Adler in Calif Inst, of Tech. Proc. of the 
Caltech-JPL Lunar and Planetary Conf. 15 Jun. 1966 p 92- 
101 refs (See N66-31446 18-30) CFSTI: HC $7 00/MF 
$1.75 

The Muong Nong tektites, found chiefly in Thailand and 
Indo-China. are discussed with respect to the morphology and 
structure of lunar craters. These tektites have characteristic 
structures similar to those seen in most tektites, but the Muong 
material structure is arranged in parallel layers and is ac¬ 
companied by a shimmering appearance within each layer. 
Chemical analysis shows them to be almost identical with 
splash-form tektite types which, when examined as whole 
bodies between crossed nicols, show a pattern of strain bire¬ 
fringence. This indicates that splash-form types cooled as a 
unit, however no such overall strain pattern is associated with 
the Muong material. This suggests that Muong tektites, gener¬ 
ally found in large associations, are more primitive than other 
types. Angular voids (spaces between grains) in the crystal¬ 
line structure imply that these tektites were never thoroughly 
mixed. Various data and microphotograph studies are discussed 
which lead to the conclusion that the Muong material was 
glass or finely crystalline before impact with earth took place. 
This implies that the impact took place in space. As these 
tektites are found inbedded in lunar surface material formed 
by natural volcanic ash, the findings can be applied to studying 
lunar crater structures. L.S. 


Paul D. Lowman, Jr. In its Publ. of Goddard Space Flight 
Center. 1963, Vol. I [1963] p 1215-1227 refs (See 
N66-32006 18-30) GPO: HC $9.75; CFSTI: MF $7.50 
The theory that tektites are of lunar origin has frequently 
been criticized on the grounds that rocks of this chemical 
composition could not have been formed on the moon. The 
purpose of this paper is to show that tecktites may have 
been derived from silicis igneous rocks, specifically rhyolitic 
tuffs, forming the upper layers of the maria. The essentially 
igneous nature of tektites is indicated by their bulk compo¬ 
sition, their restricted compositional range, and the high 
probability that they have not been derived from sedimentary 
rocks by random processes such as meteoritic impact. The 
differences between tektites and normal igneous rocks prob¬ 
ably reflect their formation by extremely high temperature 
fusion of previously solid igneous rock. It is shown that if 
the moon originally had a chondritic composition, the fusion 
curve of the lunar material should intersect the thermal 
gradients computed at the present time at 400 to 500 km 
depth, depending on the slope of the fusion curve, even if the 
moon had originally been at 0°C. Additional heat sources 
such as the kinetic energy of accretion and capture-induced 
internal friction would probably have raised the temperature 
well above the cold moon gradient. Magmas generated by 
partial fusion of the assumed chondritic material should be 
basaltic. It is proposed that the maria are the lunar equiva¬ 
lents of terrestrial lopoliths such as the Bushveld and Sud¬ 
bury complexes. Author 


N66-31780# Grumman Aircraft Engineering Corp., Bethpage, 
N. Y. Research Dept. 

A PRELIMINARY ANALYSIS OF THE MECHANICAL PROP¬ 
ERTIES OF POSTULATED LUNAR VESICULAR ROCKS 

L. L. Karafiath Jun. 1 966 32 p refs 
(RM-328) 


A preliminary theoretical evaluation of the mechanical 
properties of vesicular materials in relationship with their 
porosity is presented, and the mechanical properties of postu¬ 
lated lunar vesicular rocks with respect to the planned en¬ 


gineering operations on the moon are assessed. 


Author 


N66-31891*# Consultants and Designers, Inc., Arlington. Va. 

SOVIET PRESS COMMUNIQUES AND THE PRAVDA EDITO¬ 
RIAL ON "LUNAR-9" SOFT LANDING ON THE MOON 

10 Feb. 1966 21 p Transl. into ENGLISH from Pravda and 
Komsomol'skaya Pravda (Moscow), 4-5 Feb. 1966 
(Contract NAS5-3760) 

(NASA-CR-76466; ST-PR-10445) CFSTI: HC $1 00/MF $0.50 
CSCL22B 

The Luna-9 soft landing on the moon is reported; details 
are given on radio transmission sessions, and the telemetry 
system. Some recorded photographs showing geographic de¬ 
tails of the lunar surface are included. The lunar station it¬ 
self, its engine system, and instrument compartments are 
listed. The schematized flight depicts: carrier rocket placing the 
probe in orbit, the rocket block firing for acceleration into the 
lunar flight trajectory, and subsequent trajectory correction. 
Parameters of the orbit are briefly outlined, and the exact 
marine landing site is indicated. R.LI. 


N66-32032*# National Aeronautics and Space Administration. 
Goddard Space Flight Center. Greenbelt, Md. 

THE RELATION OF TEKTITES TO LUNAR IGNEOUS AC¬ 
TIVITY 


N66-32110*# Douglas Aircraft Co., Inc., Santa Monica. 
Calif. Missile and Space Systems Div. 

EXPERIMENTAL INVESTIGATION OF ULTRA-HIGH VAC¬ 
UUM ADHESION AS RELATED TO THE LUNAR SURFACE 
Eighth Quarterly Progress Report and Second Year Sum¬ 
mary, 1 Apr.-30 Jun. 1966 

J. A. Ryan 26 Jun. 1964 48 p refs 
(Contract NAS7-307) 

(NASA-CR-76430; DAC-59288) CFSTI: HC $2.00/MF $0.50 
CSCL08G 

The uitra-high vacuum adhesion of silicates as related 
to the lunar surface was studied. Silicates, such as may exist 
at the lunar surface, were contacted with silicates and engi¬ 
neering materials which may be used at the lunar surface. 
Adhesion force was measured as a function of load force, 
crystalline orientation, surface roughness, and type of fore- 
pump used. Two types of adhesional behavior were found for 
the air-formed surfaces. The first appeared only under load, 
increasing rapidly with increasing load; was of relatively 
large magnitude, and was present only at ultra-high vacuum. 
Extensive surface damage and material transfer also were 
noted. This behavior is caused by the action of the normal 
silicate atomic bonding forces. The second type was present 
at zero load, showed little load dependence, was of relatively 
low magnitude, persisted in dry nitrogen, and did not pro¬ 
duce surface damage or material transfer. This behavior is 
most probably caused by the action of the dispersion forces. 
For the vacuum-cleaved samples, the adhesion was much 
larger than that observed for the air-formed samples. A 
strong long-range attractive force, indicative of considerable 
surface charging, was noted. The results indicate that the 
primary contributor to the observed adhesion is the normal 
silicate bonding forces, and also that the long range force is 
caused by a statistical charge separation produced during 
cleavage. Results indicate that silicate adhesion can be the 
major factor in determining the behavior of lunar materials 
and that its precise role is critically dependent upon the nature 
of the contacting surfaces. Author 
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N66-32193# Kyoto Umv. (Japan). 

PHOTOGRAPHIC ATLAS OF THE MOON, SECOND EDITION, 
1964 

S. Miyamoto and A. Hattori. ed. 1964 141 p Contrib. from 

Inst, of Astrophysics and Kwasan Obs. No. 137 
CFSTI: HC $3. 00/MF $1.00 

Very good quality photographs of the lunar surface, ob¬ 
tained with cameras attached to the Cooke refractor and Tsu- 
gami reflector telescopes are presented. Descriptions of the 
telescopes and their cameras are given. The lunar surface was 
divided into 29 districts, the last 8 sections of which are libra - 
tory regions. For each section, morning, evening, and high sun 
photographs were selected. Maps for illustration are omitted. 
The purpose of this atlas is for the study of large scale geo¬ 
logical features of the lunar crust, and not for lunar geodesy. 

L.S. 


N66-32298*# Harvard Coll. Observatory, Cambridge, Mass. 

A STUDY OF THERMAL RESPONSE OF THE LUNAR SUR¬ 
FACE AT THE LANDING SITE DURING THE DESCENT 
OF THE LUNAR EXCURSION MODULE (LEM) 

Jerome T. Holland and Hector C. Ingrao 1 Apr. 1966 58 p 
refs Prepared for Arthur D. Little, Inc. and NASA 
(Grant NsG-64-60) 

(NASA-CR-76648) CFSTI: HC S2.50/MF $0.50 CSCL03B 
This report analyzes the thermal response of the lunar 
surface at the landing site due to the radiative and convec¬ 
tive heat transfer from the LEM exhaust nozzle. A computer 
program has been written to analyze the thermal transients 
as a function of (1) the thermal model of the lunar surface ma¬ 
terials; (2) depth beneath the lunar surface; (3) distance from 
the touchdown point. The physical meaning of the answers 
obtained in our analysis depends on how accurate the heat 
transfer parameters are for the assumed model, during the 
LEM descent. Therefore we prefer to stress the method of 
analysis rather than the numerical conclusions. Author 

N66-32300* § Bellcomm, Inc., Washington, D. C. 

PHOTOMETRY AND POLARIMETRY OF THE MOON AND 
THEIR RELATIONSHIP TO THE PHYSICAL PROPERTIES 
OF THE LUNAR SURFACE Summary 

C. A. Pearse 23 Aug. 1963 8p 
(Contract NASw-417) 

(NASA-CR-76695; TR-63-211-7) CFSTI: HC $1.00/MF $0.50 
CSCL 03 B 

Experimental and theoretical information relating to the 
photometry of the moon is reviewed, with emphasis given to 
the salient lunar light reflecting properties which are con¬ 
trolled by the exact nature of the lunar surface microrelief. A 
lunar covering surface model is briefly described, and com¬ 
pared to conclusions based on photometric data. Certain types 
of information that cannot be obtained from an analysis of 
lunar photometric, polarimetric. and colorimetric data are 
listed. It was concluded that the lunar surface is covered, at 
least to millimeter depth, with an intricate matrix made up of 
small adhesive grains, probably resulting from pulveriza¬ 
tion of lunar surface material by micrometeoroid bombardment. 

L.E.W. 


N66-32568# Library of Congress. Washington, D. C. Aero¬ 
space Technology Div. 

SURFACE CHARACTERISTICS OF THE MOON, MARS, AND 
VENUS Annotated Bibliography 

Joseph Javis and Daniel W. Michaels 16 May 1966 72 p 

refs 

(ATD-66-53) 


This annotated bibliography was compiled from Soviet- 
Satellite open sources published 1963-1966. It is the second 
report in a continuing series indicative of Soviet-bloc research 
of the surface characteristics of Mars. Venus, and the Moon 
with reference to light polarization and albedo measurement 
techniques and to radioastronomical investigations. The 110 
bibliographic entries are listed alphabetically by author in 
four sections: I. The Moon (58 entries); II. Mars (28 entries); 
III. Venus (18 entries); IV. General (6 entries). An Author 
Index is included at the end of the report. Other information 
included: Photography of celestial bodies, photogrammetry, 
and photointerpretation in space investigations; usual forma¬ 
tion on Venus; radar observations of Venus; Martian canals; 

Mars satellites; volcanic activity on Mars; colorimetric com¬ 
parison of asteroids and terrestrial rocks. Author 


NSS-32612*# National Aeronautic* and Space Administration. 
Marshall Space Flight Center, Huntsville, Ala, 

ELECTRICAL POWER 8YSTEMS STUDIES AT MSEC 
Edward E, Dungan in its Power System* Res, at MSFC 1965 
p 31-44 refs (See N66-32606 18-03) CFSTI; HC $2,60/ 
MF $0,75 

Electrical power systems applicable to eerth orbital and 
to lunar surface missions are discussed, Saturn Instrument 
Unit lifetime extensions will require fuel ceils and/or radio¬ 
isotopes for primary power. Lunar surface vehicles such as 
the Mobile Laboratory (MOLAB) will use fuel cells that must 
be optimized for mass savings. Two computer programs are 
discussed and one is described. Author 


N66-32956*# National Aeronautics and Space Administration. 
Goddard Space Flight Center, Greenbelt, Md. 

LUNAR STRUCTURES AS DEDUCED FROM MUONG NONG 
TEKTITES 

J. A. O'Keefe and I. Adler Washington. NASA, Aug. 1966 
16 p refs 

(NASA-TN-D-3564) CFSTI: HC $1.00/MF $0.50 CSCL 03B 
From previous work, it is generally believed that tektites 
are derived either from terrestrial sedimentary rocks or from 
the moon. The Muong Nong tektites contain angular voids, 
an indication that they have never been completely melted. 
Microprobe studies of the voids indicate that they are chem¬ 
ically homogeneous, which seems to rule out the possibility 
of the tektites' having a terrestrial sedimentary origin and to 
indicate that they are from fragmental glass and of lunar 
origin. This conclusion is reinforced by Walter’s discovery of 
coesite in tektites; it is interpreted in the light of theoretical 
studies of lunar ash flows, and the result is compared with 
the known lunar topography. Finally, the possibility that the 
lunar red spots may be lightning-generated during a small ash 
flow is noted. Author 


N66-32960*# Texaco Experiment. Inc., Richmond. Va. 

LUNAR GEOPHYSICAL SURFACE AND SUBSURFACE 
PROBES FOR APOLLO APPLICATIONS PROGRAM: VOL¬ 
UME I: DETAILED TECHNICAL REPORT Final Raport 

R. H. Clinard, Jr. 27 May 1966 516 p refs 
(Contract NAS8-20085) 

(NASA-CR-76721; EXP-452, Vol. I; TP-277, Vol. 1) CFSTI: 
HC $4.66/MF $2.50 CSCL22A 

A study has been carried out to determine the optimum in¬ 
tegrated instrument probes to be used for manned lunar ex¬ 
ploration with the Apollo Applications Program. A lunar probes 
system is recommended consisting of: an optimum subsurface 
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probe, a subsurface neutron-gamma probe, a subsurface tele- 
• vision probe, an integrated surface probe, a supporting elec- 
. tronics package, a deployment and cable assembly, and an 
acoustic source holder. This system is described in detail with 
the justifications, instruments characteristics, and operations 
requirement of the selected experiments given. Information is 
also included on experiments considered in the study, which 
do not appear in the recommended system. Author 


N66-32961*# Texaco Experiment. Inc., Richmond, Va. 

LUNAR SURFACE AND SUBSURFACE PROBES FOR 
APOLLO APPLICATIONS PROGRAM. VOLUME II: SUM¬ 
MARY TECHNICAL REPORT Final Report 

R. H. Clinard, Jr. 27 May 1 966 109 p 
(Contract NAS8-20085) 

(NASA-CR-76720; EXP-462. Vol II; TP-277, Vol. II) CFSTI: 
HC $3.00/MF $0.75 CSCL22A 

A lunar probes system is recommended that consists of: 
an optimum subsurface probe, a subsurface neutron-gamma 
probe, a subsurface television probe, an integrated surface 
probe, a supporting electronics package, a deployment and 
cable assembly, and an acoustic source holder. This system 
is described in detail, including the justifications, instrument 
characteristics, and operational requirements of the selected 
experiments. A listing is also included of experiments consid¬ 
ered in the study which do not appear in the recommended 
system. Non functional mockup hardware of the recommended 
probes was constructed and submitted to NASA for use in 
system integration studies and time-and-motion-study testing. 

Author 


N60-33167*# National Aeronautics and Space Administration. 
Langley Research Center, Langley Station, Va. 

INSTRUMENTATION FOR INVESTIGATING THE PHYSI¬ 
CAL PROPERTIES OF THE LUNAR SURFACE 

Alfred G. Beswick Pittsburgh, Pa., ISA {1964] 21 p refs 
Presented at the 19th Ann. ISA Conf. and Exhibit. N. Y.. 12- 
15 Oct. 1964 

(NASA-TM-X-54872) CFSTI: HC $1 00/MF $0.50 CSCL 03A 
One of the problems confronting the current effort to 
explore the moon is the physical condition of the lunar surface, 
particularly with regard to its bearing strength with respect 
to spacecraft landings. Researchers have found that a good 
idea as to the hardness, bearing strength, and penetrability 
of the lunar surface can be gained from analysis of the de¬ 
celeration time history resulting from the impact of decelera¬ 
tion measuring instruments, i.e.. impact accelerometers. The 
accelerometers are embodied in a structure called a pentrom- 
eter which also houses a radio telemeter. The penetrometer 
thus has the capability of transmitting the impact information 
to a remote receiver. The instrumentationconcepts and details 
of two types of penetrometers are described. Typical applica¬ 
tions of how such instrumentation might be employed to 
investigate lunar or planetary surface conditions with various 
spacecraft are presented. Author 


N66-33169*# National Aeronautics and Space Administration. 
Goddard Space Flight Center. Greenbelt, Md. 

LUNAR DIFFERENTIATION PROCESSES 
Louis S. Walter (1964] 21 p refs Submitted for Publication 
(NASA-TM-X-54903) CFSTI: HC $1 00/MF $0.50 CSCL 03B 
Thisdiscussion begins with the assumption that the buildup 
of radiogenic heat in the moon has resulted in ubiquitous 
magma generation. Such igneous activity should have occurred 
sporadically over the lunar surface resulting in the differentia¬ 
tion of a lunar crust. The differentiation concentrated the 


radioisotopes in the more acidic crustal fraction which tended 
to increase the surface volcanic activity and further degassed 
and dehydrated the surficial rocks. However, loss of volatiles 
had the opposite effect of decreasing magma generation. The 
lack of water and sedimentary recycling may be why the moon 
is a cold body since volcanic activity may have been greatly 
curtailed in the recent selenological past. The products of the 
most recent stages of lunar magma generation are dealt with. 
Three factors affecting terrestrial magmatic trends, studied in 
the laboratory and in the field, are discussed in terms of their 
effect on lunar differentiation trends. Two factors, the lower 
pressure gradient with depth and the supposed water deficiency 
of the moon, would tend to cause lunar magmas to be acidic 
or silica rich. An extremely low abundance or fugacity of 
oxygen would tend to have the same effect. R.N.A. 


N66-33526*# Israel Program for Scientific Translations, Ltd., 
Jerusalem. 

PHYSICS OF THE MOON AND THE PLANETS 

I. K. Koval', ed. 1966 116 p refs Transl. into ENGLISH of 
"Fizika Luny i Planet'' Kiev, Naukova Dumka, 1964 Prepared 
for NASA and NSF 

(NASA-TT-F-382; TT-66-51019) CFSTI. HC $400/MF 
$1.00 CSCL 03 B 

CONTENTS: 

1. POLYCHROMATIC POLARIMETRY OF SOME 
LUNAR REGIONS V. V. Avramchuk p 1-10 refs (See N66- 
33527 19-30) 

2. SPECTROPHOTOMETRY OF SOME LUNAR OB¬ 
JECTS M. N. Mironova p 11-22 refs (See N66-33528 
1 9-30) 

3. SPECTRAL STUDIES OF THE LUNAR SURFACE 
A. N. Sergeeva p 23-33 refs (See N66-33529 19-30) 

4. ON THE STUDY OF THE OPTICAL PROPERTIES 
OF THE ATMOSPHERE AND SURFACE OF MARS I. K. 
Koval' p 34-39 refs (See N66-33530 19-30) 

5. THE BRIGHTNESS DISTRIBUTION IN THE MARGI¬ 
NAL ZONE OF MARS L. A. Bugaenko, O. I. Bugaenko, I. K. 
Koval', and A. V. Morozhenko p 40-42 refs (See N66-33531 
1 9-30) 

6. RESULTS OF POLARIMETRIC OBSERVATIONS OF 
MARS IN 1962-1963 A. V. Morozhenko p 43-60 refs (See 
N66-33532 19-30) 

7. DETERMINATION OF OPTICAL PARAMETERS 
OF THE ATMOSPHERE AND SURFACE OF MARS A. V. 
Morozhenko and E. G. Yanovitskii p 61-68 refs (See N66- 
33533 19-30) 

8. APPROXIMATE SOLUTION OF THE PROBLEM OF 
DIFFUSE REFLECTION AND TRANSMISSION OF LIGHT 
IN PLANETARY ATMOSPHERES WITH AN ARBITRARY 
SCATTERING INDICATRIX E. G. Yanovitskii p 69-82 refs 
(See N66-33534 19-30) 

9. DIRECT-READING RECORDING ELECTROPOLAR- 
IMETER OF THE MAIN ASTRONOMICAL OBSERVATORY 
OF THE ACADEMY OF SCIENCES OF THE UKRAINIAN 
SSR 0. I. Bugaenko p 83-93 refs (See N66-33535 19-30) 

10. TYPES OF COMETARY TAILS A A. Demenko 
p 94-103 refs (See N66-33536 19-30) 


N66-33527*# Israel Programs for Scientific Translations, Ltd., 
Jerusalem. 

POLYCHROMATIC POLARIMETRY OF SOME LUNAR RE¬ 
GIONS 

V. V. Avramchuk In its Phys. of the Moon and the Planets 
1966 p 1-10 refs (See N66-33526 19-30) CFSTI: HC 
$400/MF $1.00 
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Umov's effect for fine dispersion media assumes that as 
the specific absorptivity (0) of the medium increases, the 
significance of higher order scattering is rapidly reduced. 
As p increases, the spectral composition and degree of polari- 
zation of reflected light will vary, if it is assumed that no 
regular phase interface exists; another effect exists in the 
presence of a phase interface, that is there is a variation of 
the intensity ratio for the light reflected directly from the inter¬ 
surface and the light scattered by the dispersed medium. Polari¬ 
zation observations are reported for determining the optical 
characteristics of lunar material. A variation of degree of 
polarization with wavelength is found at phases +12° to +13°. 
The degree of positive polarization varies almost monotoni- 
caliy and increases sharply in the ultraviolet for Plato, Grimaldi, 
and Otto Struve. Tycho and Copernicus have a degree of 
polarization which varies negligibly with wavelength in the 
420 to 600 m p range and increases only in the ultraviolet. A 
formula is given to show the relationship between the maxi¬ 
mum degree of polarization and the albedo in narrow spectral 
regions. M.W. R. 

N66-33528*# Israel Program for Scientific Translations, Ltd., 
Jerusalem. 

SPECTROPHOTOMETRY OF SOME LUNAR OBJECTS 

M. N. Mironova In its Phys. of the Moon and the Planets 1966 
p 11-22 refs (See N66-33526 19-30) CFSTI: HC $4.00/ 
MF $1.00 

Various lunar craters were studied by obtaining spectral 
brightness coefficients and comparing the spectra of various 
lunar objects. Examination of about 500 spectrograms re¬ 
vealed that no gas efflux was observed in the following craters: 
Alhazen, Alphonsus. Aristarchus. Arzachel. Herodotus, 
Hyginus, Linne, Messier, Plato, Schickard. and Tycho. Spec¬ 
tral brightness curves indicate that the surfaces of these 
craters are covered with rocks that have spectral characteris¬ 
tics like basalt tuff. Floor, central peak, and walls do not differ 
much in spectral reflectivity; the greatest difference observed 
was between the yellowness indices of the central floor and 
peak of Alphonsus. The surface of Aristarchus has rocks with 
a luminescent band similar to that of scheelite; this lumines¬ 
cence is attributed to ultraviolet radiation from the sun and 
solar corpuscular flow. M.W.R. 

N66-33529*# Israel Program for Scientific Translations. Ltd., 
Jerusalem. 

SPECTRAL STUDIES OF THE LUNAR SURFACE 

A. N. Sergeeva in its Phys. of the Moon and the Planets 1966 
p 23-33 refs (See N66-33526 19-30) CFSTI: HC $4 00/MF 
$ 1.00 

More than 200 lunar features were observed from the 
processing of 56 spectrograms in order to detect color con¬ 
trasts for these different features. At each wavelength, devia¬ 
tions were calculated of the intensities of these lunar features 
from the intensity of the standard area or from mean intensity 
of all lunar features. These results are presented in 15 tables, 
each of which gives the wavelengths of the microphotometric 
sections and the color shadings of the different lunar formations 
expressed as percentages of the intensity of the standard area. 
Four spectra appear on each table, and from two to seven lunar 
features are distinguishable in each spectrum. Relative in¬ 
tensity deviations range from less than 10% to 18%; and since 
these deviations are comparatively small, it is concluded that 
the actual color contrasts of the lunar features are too slight 
to be detected by photographic photometry. M.W.R. 

N66-34195# Arizona Univ., Tucson. 

COMMUNICATIONS OF THE LUNAR AND PLANETARY 
LABORATORY, VOLUME 4. PART 2 


1965 57 p refs 
(Contract AF 19(628) 4332) 

(AD-634501) CFSTI: HC$3.00/MF$0.75 

CONTENTS: 

1. THE REDUCTION OF MEASURES FOR POSITION 
ON A SINGLE LUNAR PHOTOGRAPH D. W. G. Arthur 4 p 
refs (See N66-34196 20-30) 

2. SELENODETIC MEASURES ON YERKES LUNAR 
PHOTOGRAPH NO. 1170 D. W. G. Arthur 44 p refs (See 
N66-34197 20-30) 

3. THE COMPUTATION OF SELENODETIC COORDI¬ 
NATES USING THE LIBRATIONS D. W. G. Arthur 8 p refs 
(See N66-34198 20-30) 


N66-34196# Arizona Univ.. Tucson. 

THE REDUCTION OF MEASURES FOR POSITION ON A 
SINGLE LUNAR PHOTOGRAPH 

D. W. G. Arthur In its Commun. of the Lunar and Planetary 
Lab., Vol. 4. Pt. 2 1965 4 p refs Its Commun. No. 60 (See 
N66-34195 20-30) CFSTI: HC $3.00/MF $0.75 

This paper details the computational methods used to 
convert raw measures on lunar photographs into rectangular 
coordinates that are free of refraction. Author 


N66-34197# Arizona Univ., Tucson. 

SELENODETIC MEASURES ON YERKES LUNAR PHOTO¬ 
GRAPH NO. 1170 

D. W. G. Arthur /n its Commun. of the Lunar and Planetary 
Lab., Vol. 4, Pt. 2 1965 4 p refs Its Commun. No. 61 (See 
N66-341 95 20-30) CFSTI: HC $3.00/MF $0.75 

Details are given of 1538 coordinate measurements on Yer- 
kes lunar photograph No. 1170. The catalog lists the refrac¬ 
tion-free photographic coordinates of 1099 points on the disk. 
The selenographic coordinates of the projections of these on 
the spherical lunar datum are also listed. The limb of this photo¬ 
graph is represented by the refraction-free rectangular and polar 
coordinates of 439 points on the profile. Author 


N66-34198# Arizona Univ.. Tucson. 

THE COMPUTATION OF SELENODETIC COORDINATES 
USING THE LIBRATIONS 

D. W. G. Arthur /n its Commun. of the Lunar and Planetary 
Lab., Vol. 4, Pt. 2, 1965 8 p refs Its Commun. No. 62 (See 
N66-34195 20-30) CFSTI: HC $3.00/MF $0.75 

Details are given of the method for combining measures on 
different lunar photographs, using the librations, to compute 
selenodetic coordinates. Published methods are critically ex¬ 
amined. and the correct treatment of pseudo-observation is 
outlined. A first-order treatment of the error theory for a 
selenodetic positions is derived from the method of com¬ 
bining plates. Author 


N66-34284# Library of Congress. Washington. D. C. Aero¬ 
space Technology Div. 

SOVIET LONG-RANGE SPACE-EXPLORATION PROGRAM 
Surveys of Communist World Scientific and Technical Litera¬ 
ture 

Vladimir E. Mutschall 16 Feb. 1966 36 p refs Analytical 
Surv. 

(ATD-66-18; AD-633962) CFSTI: HC $2.00/MF $0.50 
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This analytical survey is based on Soviet open sources 
published 1956-1965. It is one of a series of reports dealing 
with the soviet long-range space-exploration program and is 
concerned, in particular, with lunar surface research. Information 
not directly related to this subject has been included because of 
its broad implications for study in this field. This report may 
prove useful to lunar mission planners, both those concerned with 
the purely scientific aspects of the moon's surface and immediate 
subsurface and those involved in the development of lunar 
exploration vehicles and in the establishment of permanent lunar 
bases. Information is divided as follows: photometric observations; 
spectral observations; measurement of lunar temperatures; the 
meteor slag theory; interpretation of lunar craters; lunar-seismicity; 
radio echo studies; lunar atmosphere. The main purpose of this 
report is to present an up-to-date summary of the current state 
of soviet knowledge concerning the surface of the moon. The 
question of lunar topography is of obvious importance to the landing 
of instrument packages and manned vehicles on the moon. Every 
major aspect of the current lunar research program has been 
considered and all pertinent evidence available from Soviet. 

TAB 


N66-34352# Army Dept., Washington, D. C. Office of the 
Chief of Engineers. 

LUNAR DEVELOPMENTAL HISTORY AND ITS ENGINEER¬ 
ING IMPLICATIONS Final Report, Jun. 1964-Jui. 1S66 
Bruce M. Hall Jun. 1966 44 p refs 
(TN-66-201; AD-633784) CFSTI: HC $2.00/MF $0.50 

Observed data and current theories were studied to explain 
the selonologic character and engineering properties of the lunar 
surface. Formation of the moon by accretion of cold particles, 
followed by internal heating, complete melting, magmatic 
differentiation and planetary cooling and degassing is postulated. 
Principal lunar surface features resulted from infall of space 
debris, magma flows, crustal deformation and surface erosion 
by sputtering, meteoroid impact and ejecta from primary 
impacts. Evidence is presented to support the hypothesis, 
engineering properties of the lunar surface are postulated 
for an average marial topographic province. The lunar 
surface is composed principally of granular material varying as to 
granuiar gradation. Soil bearing strength, compaction, adhesion, 
excavation procedures, trafficability, dust propogation and surface 
temperatures are considered. Similar engineering data for the 
highlands may not be induced at this time because of their more 
heterogeneous character. Author {TAB) 


N66-34628# Boeing Scientific Research Labs., Seattle. Geo- 
Astrophysics Lab. 

ON THE NONUNIFORM COOLING BEHAVIOR OF THE 
ECLIPSED MOON 

D. F. Winter May 1966 10 p refs 

(DI-82-0531; AD-634303) CFSTI: HC $1 00/MF $0.50 

Anomalous cooling of certain regions of the moon during 
an eclipse may be attributable to preferential surface roughness 
on a centimeter scale. Several arguments are presented in 
support of this hypothesis and a quantitative illustration is 
displayed. Implications with regard to lunar crater evolution 
are discussed briefly. Author (TAB) 


NS0-348OS# Illinois Univ., Urbana. Electrical Engineering 
Research Lab. 

IONOSPHERIC RESEARCH Tenth Quarterly Progress Re¬ 
port 1 Jen.-31 Mar. I960 

H. 0. Webb Jun. 1966 58 p refs 
(Contract DA-36-039-AMC-03703(E)) 

(EC0M-03703-10; AD-634729) CFSTI: HC S3.00/MF $0.75 


Moon-reflected signals were received on 150.6 me and 
413.25 me on 36 days during the quarter. Data have not been 
analyzed for correlations with magnetic and solar activity which 
occurred during the times of observation. A phase-lock re¬ 
ceiver, designed to stay tuned to the incoming moon-reflected 
signals at 150.6 me, is working well. Small errors in antenna 
position, both at the transmitter and at the receiver, lead to 
errors in Faraday rotation angle at 413.25 cm, which can 
cause erroneous resolution of the n X 180° ambiguity. When 
observations are made for one or two hour periods these 
errors tend to cancel. A thesis for the M.S. degree dealing with 
the design of circularly polarized antennas for 150 me, is 
appended. Author (TAB) 


N66-35017*# National Aeronautics and Space Administration, 
Washington. D. C. 

NASA CONFERENCE ON CELESTIAL MECHANICS 

Joseph W. Siry et al 11963} 26 p Proc. of conf. held at the 
Naval Obs., 10-11 Jan. 1963 

(NASA-TM-X-57856) CFSTI. HC $2.00/MF $0.50 CSCL03C 
Abstracts are giveg of the topics discussed at the NASA 
conference on celestial mechanics, and the discussions concerning 
these topics are included. The subjects covered include space 
needs and techniques, geodetic and selenodetic problems, 
astronomical and computational problems, mathematical problems 
and periodic orbits, and relativity and gravitation. L.E.W. 


N66-35221 *# National Aeronautics and Space Administration. 
Marshall Space Flight Center, Huntsville, Ala. 
AERO-ASTRODYNAMICS RESEARCH REVIEW NO. 4, 
JULY 1-DECEMBER 31,1965 
William D. Murphree, ed. 1 Apr. 1966 130p refs 
(NASA-TM-X-53462) CFSTI: HC $3.00/MF $1.00 CSCL 22A 
A review of research in the following areas is reported: 
Aerothermodynamics, Fluid Mechanics, Instrumentation, Orbit 
Theory and Prediction, Selenography, Space Environment, and 
Structural Dynamics. Cited are papers on: convective heat 
transfer in turbulent, supersonic base flow; fluid mechanics 
regimes related to propellant oscillations under low gravity 
conditions; remote sensing with optical cross correlation 
methods; the application of the G-bail angle of attack trans¬ 
ducer to large space vehicles; a solution to a problem of orbit 
determination with possible applicability to the abort guidance 
problem; a lunar maria terrain model for use in lunar surface 
vehicle; revised meteoroid flux and puncture models; radiation 
pressure and its effects on satellite motion; the dynamic ap¬ 
proach of fuel sloshing problems in a space vehicle; and wind 
penetration effects on flight simulations. S.C.W. 


N66-35508*# Grumman Aircraft Engineering Corp.. Bethpage, 
N. Y. 

GEOMETRY OF BACKSCATTERING SURFACES AS APPLIED 
TO THE MOON 

J. D. Halajian In AF Acad. Proc. of the Working Group on 
Extraterrest. Resources 1965 p 78-123 refs (See N66-35506 
21-30) 

(Contract NAS9-3182) CFSTI: HC $8.50/MF $2.75 

The relationship between the photometric and geometric 
properties of the lunar surface is studied by means of artificial 
models that lend themselves readily to controlled manipulation and 
analysis. Composite models consisting of dust covered geometric 
solids permit the study of the relative contribution of micro- and 
macro-roughnesses (including the effect of slopes) on the total 
backscatter. A simple, i.e., dust-free, model built by means of 
thumb tacks helps to demonstrate that shadowing on and within 
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a dark porous structure can primarily be responsible for the 
backscattering exhibited by the lunar surface and that both 
quasi-horizontal and quasi-vertical members having a well-defined 
proportion and spacing appear to be necessary components of a 
lunar photometric model. Simple models of the thumb tacks 
variety help the experimenter to interpret the lunar data or their 
terrestrial analogs in terms of relevant properties rather than in 
terms of generic names (i.e., dust, cinder, slag, etc.) that often 
confuse the issue. Author 

N66-35510*# Pennsylvania State Univ., University Park. Materials 
Research Lab. 

LUNAR WATER RESOURCES 

Jon N. Weber, G. W Brindley, Rustum Roy. and J. H. Sharp 29 
Oct. 1965 In AF Acad. Proc. of the Working Group on Extra- 
terrest. Resources 1965 p 194- 233 refs {See N66-35506 
21-30) CFSTI: HC $8.50/MF $2.75 

If a substance could be found on the moon from which 
hydrogen and oxygen could be obtained, the use of the moon as 
a refueling station for hydrogen fueled rockets would greatly 
enhance exploratory expeditions into deep space. The value of any 
given mineral or rock will depend on the probability of finding 
the substance in the vicinity of the landing area, the abundance of 
the mineral or rock, the amount of water contained, and the 
difficulty of extracting the water. These factors are used as a basis 
in evaluating possible sources of lunar water. The sources 
considered include basaltic and granitic rocks, serpentine and 
other hydrated minerals, and water in the solid phase trapped in 
permanently shaded cold spots in the polar regions. It is stated 
that severe limitations are imposed on the design of a program to 
use lunar materials for water supply because information concerning 
the chemical composition and distribution of minerals on the lunar 
surface are not yet available, and the available data on the 
thermodynamics and kinetics of water evolution from minerals are 
not directly applicable to lunar surface environments. H.S.W. 

N66-35511 * § Northrop Space Labs., Hawthorne. Calif. 

A NOTE ON PETROLOGIC PROCESSES AND LUNAR 
LOGISTICS 

Emanuel Azmon In AF Acad Proc. of the Working Group on 
Extraterrest. Resources 1965 p234-243 refs (See N66-35506 
21-30) CFSTI. HC $8 50/MF $2.75 

Utilization of lunar natural resources for support of human 
activities is examined through a study of petrologic processes in 
igneous rocks. Four groups of variables are formed to establish 
bulk properties: composition, temperature, pressure, and history. 
Rock forming systems are subdivided into 10 sets of igneous rocks 
that can attain a definite genetic state. A typical genesis 
diagram is included for gabbro, which shows the pressure and 
temperature of formation of the 10 genetic states. Photomicro¬ 
graphs of heat-treated gabbro illustrate the good correlation 
between the physical parameters {the variables) that define a 
genetic state and the recognized petrologic characteristics of the 
rock. Benefits derived from the knowledge of processes and 
conditions for the formation of igneous rocks are listed as the 
ability to generate rock end products at will and to determine the 
provenance of a natural rock S.P. 

N66 36512* § Little {Arthur D.), Inc., Cambridge, Mass. 

CRYOGENIC STORAGE ON THE MOON 

Peter F. Strong, Peter E. Glaser, Frank Gabron, and Carrol H. 
Sox In AF Acad Proc. of the Working Group on Extraterrest. 
Resources [1965] p 244-268 refs (See N66-35506 21-30) 
CFSTI: HC $8 50/MF $2.75 

To assess the problems anticipated in storing cryogenic 
fluids on the surface of the moon for extended periods, methods 
are presented for estimating heat inputs to a storage vesv^ 
exposed to the lunar environment and for quantitatively prodicti';g 


the expected boil-off losses. The radiation interchange with the 
lunar surface was identified in terms of the observed lunar surface 
photometric properties and the results* were compared with 
radiation from a surface obeying Lambert s law. The lunar surface 
characteristics of importance to cryogenic storage, the selection 
of appropriate support concepts, the performance of highly effective 
thermal insulations, and the treatment of piping penetrations to 
reduce performance degradations are discussed. Results are 
presented of analyses of the heat exchange for the computation of 
environment heat of fluxes and the boil-off rate is estimated for 
a specific cryogenic vessel design. Author 


N66-35613* # Naval Ordnance Test Station, China Lake. Calif. 

LUNAR GEOTHERMAL POWER: SOME PROBLEMS AND 
POTENTIALS 

Carl F. Austin, J. Kenneth Pringle, and Richard D. Fulmer 
In AF Acad. Proc. of the Working Group on Extraterrest. 
Resources [1965] p 269-288 refs (See N66-35506 21-30) 
CFSTI: HC $8.50/MF $2.75 

Power from geothermal deposits on earth is an established 
fact, with plant capacities ranging from a few kilowatts to several 
hundred megawatts. The increasing evidence for contemporary 
volcanic and fumarolic activity on the moon lends strong support 
to the validity of the concepts of utilizing geothermal fluids as a 
source of lunar power. Geothermal energy, whatever the size of 
installation desired, will probably not be an energy source during 
early exploratory operations, because of the inherent uncertainty in 
developing natural resources. On the other hand, the attractiveness 
of geothermal concepts with their abundant potential for byproduct 
fuel and life-support production, plus the potential for large 
continuous power outputs, suggests that the location and testing 
of areas of geothermal potential should be an early goal for lunar 
exploration efforts. This paper describes the chemical and structural 
properties of geothermal deposits and outlines the differences 
expected between lunar and terrestrial deposits and their surface 
expressions. Author 


N66-36614*# North American Aviation. Inc., Downey. Calif. 
Space and Information Systems Div. 

A PRELIMINARY LOGISTICS BURDEN MODEL FOR THE 
PRODUCTION OF LUNAR ORES 

Carl B. Hayward 15 Aug. 1964 fn Acad. Proc. of the Working 
Group on Extraterrest. Resources [1965] p 289-311 refs 
(See N66-35506 21-30) CFSTI: HC S8.50/MF $2.75 

This report of a preliminary study attempts to establish a 
logistic burden model for lunar mining and ore dressing to 
support the production of water, oxygen, and other logistically 
important life-support and propellant substances from lunar 
rock. Mining methods and equipment are sensitive to many 
factors, and perhaps the most important of these is the re¬ 
quired production rate. This study, therefore, is based on sys¬ 
tem production ratings of ten and one hundred times a modu¬ 
lar unit (M) equivalent to 9 Ib/hr of water or 8 Ib/hr of oxygen. 
The mining concept upon which the study is based involves the 
use of chemical explosives and one or more special mining 
machines which, with one exception, are all vehicular in na¬ 
ture. Initial mining efforts are presumed to be surface opera¬ 
tion. Conclusions include the logistic burden rates for capital 
equipment, consumable supplies, electric power, and man¬ 
power—all expressed as a function of the production order of 
magnitude. Author 
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N66-35696*# Geological Survey. Washington. D. C. 

ASTROGEOLOGIC STUDIES. PART D: STUDIES FOR 
SPACE FLIGHT PROGRAM Annual Progress Report, Aug. 
25,1962-Jul. 1,1963 
May 1964 141 p refs 
(NASA Order R-66) 

(NASA-CR-58623) CFSTI: HC $4.00/MF $1.00 CSCL 22A 
CONTENTS: 

1 A PHOTOMETRIC TECHNIQUE FOR MEASUREMENT 
OF LUNAR SLOPES 0. E. Wilhelms p 1-12 ref (See N66- 
35597 21-30) 

2. A LUNAR ISOTONAL MAP R. J. Hackman p 13-28 
refs (See N66-35598 21-30) 

3. LUNAR INFRARED EMISSION STUDY K. Watson 
p29-33b refs (See N66-35599 21-29) 

4. DENSITY OF SMALL CRATERS ON THE LUNAR 
SURFACE H. J. Moore p 34-51 refs (See N66-35600 
21-30) 

5. CHANGE OF EFFECTIVE TARGET STRENGTH WITH 
INCREASING SIZE OF HYPERVELOCITY IMPACT CRATERS 
E. D. Heitowit, H. J. Moore (NASA. Ames Res. Center), and 
D. E. Gault p 52-63 refs (See N66-35601 21-32) 

6. PHOTOGRAMMETRIC MAPPING OF EXPERIMENTAL 
CRATERS R. V. Lugn p 64-70 refs (See N66-35602 
21-13) 

7. PHOTOGRAPHIC AND PHOTOELECTRIC INVESTI¬ 
GATIONS OF THE EARTH-MOON LIBRATION REGIONS 
L 4 & L 5 FROM MT. CHACALTAYA. BOLIVIA E. C. Morris 
J. Ring, and H. G. Stephens p 71-74 refs (See N66-35603 
21-30) 

8. SEMI-MICRO X-RAY FLUORESCENCE ANALYSIS 
OF TEKTITES USING 50 MILLIGRAM SAMPLES H. J. 
Rose. Jr., F. Cuttitta, M K. Car/on and R. Brown p 75-84 
refs (See N66-35604 21-06) 

9. COMPUTER ANALYSIS OF AREAL MICROPHO¬ 
TOMETER DATA FROM LUNAR PHOTOGRAPHS A. T. 
Miesch and C W Davis p 85-115 refs (See N66-35605 21- 
30) 


N66-35597*# Geological Survey, Washington. D. C. 

A PHOTOMETRIC TECHNIQUE FOR MEASUREMENT OF 
LUNAR SLOPES 

D. E. Wilhelms In its Astrogeol. Studies. Part D: Studies for 
Space Flight Program May 1964 p 1-12 ref (See N66- 
3559621-30) CFSTI: HC $4 OO/MF $1.00 

The use of a single photograph is employed in a photometric 
technique for determining lunar slopes on the basis of darkening 
by shadows. A preliminary outline of the method, which was 
originally applied by van Diggelen in 1951 to low mare ridges, is 
presented which is usable for all types of terrain and will express 
results in terms of slope frequency distribution curves and maps 
of wide areas of lunar terrain. The procedure is outlined, and 
some sample curves are shown. It is noted that the method lends 
itself to automation techniques. M.W.R. 


N66-36698* # Geological Survey, Washington, D. C. 

A LUNAR ISOTONAL MAP 

Robert J. Hackman In its Astrogeol. Studies Part D: Studies 
for Space Flight Program May 1964 p 13-28 refs (See 
N66-3559621-30) CFSTI HC S4 00/MF $1.00 

An isotonal map was prepared by outlining areas of equal 
density on a photograph of the moon. TheLansberg region of the 
moon, in the center of the western half of the lunar disk, is 
illustrated; and densitometer curves are shown for the three 
transverses across this region. The curves demonstrate that the 
high-contrast film was exposed so as to enhance tone contrast in 


the darker parts of the photographs representing the maria. Tone 
differences in the brighter parts of the photograph, representing 
highlands and rays, are diminished. The dark tones are shifted 
from the shoulder of the gamma curve to the straight line portion, 
and exhibit more contrast; the brighter tones are shifted to the toe 
of the curve, and exhibit less contrast. The procedure followed 
is detailed, and it is concluded that such an isotonal map depicts 
small tone variations, designates brightest and darkest tone regions, 
and correlates tones with far greater precision than can be done 
by the eye, Ray material is considered to be more extensive than 
previously supposed, and tone variations on the lunar maria are 
said to be unrelated to recognizable topography. M.W.R. 

N66-35600*# Geological Survey, Washington, D. C. 

DENSITY OF 8MALL CRATERS ON THE LUNAR SURFACE 
H. J. Moore In its Astrogeol. Studies. Part D: Studies for 
Space Flight Program May 1964 p 34-51 refs (See N66- 
35596 21-30) CFSTI: HC $4.00/MF $1.00 

Based on the influx of interplanetary debris, a high density 
of craters up to 10 meters in width is predicted for the lunar 
surfaco. It is speculated that 10% of the total lunar surface could 
be covered by well-preserved craters between 1 and 1 0 meters 
across, 10% by craters between 0.1 and 1 meter, and a >ther 
10% by craters between 0.01 and 0,1 meter. It is notea that 
extrapolated crater counts are probably invalid on the basis of 
significant differences between theoretical predictions and 
extrapolated values. Details are presented for the mass and number 
of bodies impacting the lunar surface, as well as the density of 
the secondary-impact craters which may contribute to the surface 
roughness of the moon. M.W.R. 

N86-35605*# Geological Survey. Washington, D. C. 

COMPUTER ANALYSIS OF AREAL MICROPHOTOMETER 
DATA FROM LUNAR PHOTOGRAPHS 

A T. Miesch and C. W. Davis In its Astrogeol Studies. Part 
D: Studies for Space Flight Program May 1964 p 85-115 refs 
(See N66-35596 21-30) CFSTI. HC $4 OO/MF $1.00 

Techniques used for the analysis of microphotometric 
measurements taken on a full-moon photographic plate, as well as 
some preliminary computations are reported. The large areas of 
Procellarian mare material and Apenninian regional material were 
analyzed for variance of polynomial regression surfaces; and it is 
noted that more detailed microphotometric scanning is necessary 
for the examination of small areas such as Milichius and Milichius 
A. A highly generalized flow chart for the computer program 
being prepared for analysis of such data is shown, and some 
statistics that are provided by several parts of the program are 
tabulated. It is concluded that statistical analysis of such data 
results in information that can be interpreted in terms of known 
geologic features of the lunar surface; and that full automation will 
better utilize these techniques. Measures of overall albedo, 
variations in albedo, textural properties of albedo patterns, and 
regional degradation in albedo are provided; along with estimates 
of their statistical significance. M.W.R. 

N66-35640# Defence Research Board, Ottawa (Ontario). 

THE IRRELEVANCE OF BALDWIN'S RELATIONSHIP FOR 
DECIDING THE CAUSE OF LUNAR CRATER FORMATION 

G. S. Shteinberg Jan. 1906 6 p refs Transl. into ENGLISH 
from Dokl Akad. Nauk SSSR (Moscow), v. 165, no. 1, 1965 
p55-57 

(T-446-R; AD-631659) CFSTI: HC $1 OO/MF $0.50 

The meteoritic hypothesis of lunar crater formation is examined 
in light of Baldwin's relationships and volcanic calderas Various 
theories on the volcanic (caldera) genesis for the lunar craters 
are reviewed. Other explosive volcanic formations morphologically 
similar to lunar craters and satisfying Baldwin's ratio are briefly 
mentioned. S P. 
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N66-36662*# Geological Survey. Flagstaff. Ariz. 

INVESTIGATION OF IN SITU PHYSICAL PROPERTIES OF 
SURFACE AND SUBSURFACE SITE MATERIALS BY ENGI¬ 
NEERING GEOPHYSICAL TECHNIQUES Annual Report 

Joel S. Watkins. Robert A. Loney. and Richard H. Godson 
11964] 90 p refs 
(NASA Order T-2509) 

(NASA-CR-65488) CFSTI: HC $2.50/MF $1.75 CSCL 08G 
Purpose of the studies was to investigate feasibility of 
surface and subsurface property determination by geophysical 
Four study sites were selected in the Flagstaff area of Arizona; 
techniques and to prepare for lunar geophysical experiments, 
their geological characteristics are discussed, and maps and 
photographs of the areas are presented. Tests were conducted 
to determine the attenuation rate of seismic energy. The ob¬ 
tained energy spectra were analyzed. Seismic instruments and 
field methods used in the tests are described. Preliminary data 
suggest that (1) non-explosive energy sources can be detected 
to distances up to 500 feet on the lunar surface with instru¬ 
mentation comparable to that presently available, and (2) 
frequencies observed at short distances are higher than orig¬ 
inally expected. K.W. 

N66-35767*# Alabama Univ.. University. Bureau of Engineering 
Research. 

A STUDY OF LUNAR RESOURCES: A PRELIMINARY REPORT 
OF SURFACE AND SOME OTHER MINING SYSTEMS 
Summary Report 22 May 1966-1 May 1966 

Reynold Q. Shotts, Robert M. Cox. David M. Grubbs, and 
H. William Ahrenholz 29 Apr. 1966 89 p refs 
(Contract NAS8-20134) 

(NASA-CR-77720) CFSTI: HC $3.00/MF $0.75 CSCL 22A 

A study which advocates the use of extraterrestrial resources 
in lunar and planetary exploration projects, is reported. Discussed 
are: economic limits and time sequences for lunar resource 
utilization, lunar geology and the occurrence of water, the range of 
possible mining systems, models possibly suitable for surface 
mining, environmental problems of surface mining, and special 
problems in lunar mining. S.C.W. 

N66-36926*# National Aeronautics and Space Administration. 
Manned Spacecraft Center, Houston, Tex. 

STATUS REPORT: MANNED SPACECRAFT CENTER 

CHAMBERS "A" AND "B" 

William K. Roberts in NASA. Lewis Res. Center High-Vac¬ 
uum Technol., Testing, and Meas. Meeting Aug. 1966 p 1 SI- 
164 (See N66-35906 21-11) CFSTI: HC S6.00/MF $1.50 
Dimensions and operational characteristics of chambers 
being constructed for space environment simulation facilities 
are summarized. Chamber A, the space and lunar surface en¬ 
vironment simulation chamber, is a stainless steel vessel 65 
feet in diameter by 120 feet high with a side loading door 
40 feet in diameter. When completely operational, this cham¬ 
ber will have solar simulation, which consists of a modular 
top sun and side sun system simulating the thermal flux of 
the sun (Johnson Curve). Chamber B, which is the space 
chamber for life systems and astronaut training, is relatively 
smaller than Chamber A. The top head can be removed for 
loading and unloading. Acceptance test results of chamber 
vacuum integrity, manlock vacuum integrity, and emergency 
repressurization are reported. Characteristics are also tabu¬ 
lated for a chamber being constructed as a bottom loading 
single-wall facility that will operate at 5 x 10“ 12 torr. S.P. 

N66-35959*# Grumman Aircraft Engineering Corp., Bethpage, 
N.Y. Geo-Astrophysics Section. 

POLARIMETRIC MEASUREMENTS OF SIMULATED LUNAR 

SURFACES Third Interim Report 


W. G. Egan and L. L. Smith Mar. 1966 75 p refs 

(Contract NAS9-4942) 

(NASA-CR 77764; RM-315) CFSTI: HC $2.50/MF $0.75 
CSCL03B 

Progress is reported in blue (0.48/*), green (0.54/*). visual 
(0.54/*), and infrared (1.0/*) polarimetric measurements of 
simulated lunar surfaces. Emphasis is placed on previously derived 
polarimetric models which were modified by sprinkling with powders 
of volcanic ash, coral, furnace slag, and copper oxide. It was 
found that volcanic ash topped with particles of itself gives the 
closest match of the lunar surface. The major conclusion is that 
the polarization properties of the lunar surface can be produced by 
a suitable particulate coating of the underlying material. This will 
ultimately give information as to the choice of good landing areas 
for the Apollo mission. C.T.C. 


N66-36966*# Geological Survey. Flagstaff. Ariz. 

INVESTIGATION OF IN SITU PHYSICAL PROPERTIES 
OF SURFACE AND SUBSURFACE SITE MATERIALS BY 
ENGINEERING GEOPHYSICAL TECHNIQUES Annual Re¬ 
port Fiscal Year 1966 

Joel S. Watkins. Jean Cl. De Bremaecker, Robert A. Loney. 
James H. Whitcomb, and Richard H. Godson 1965 185p refs 
(NASA Order T-25091 (G)) 

(NASA-CR-65489) CFSTI: HC $3.25/MF $1.25 CSCL 08G 
CONTENTS: 

1 EXAMINATION OF THE LUNAR NEAR-SURFACE 
ROCKS BY ENGINEERING SEISMIC TECHNIQUES DUR¬ 
ING EARLY APOLLO LANDINGS J. C. De Bremaecker (Rice 
Univ ), J. S. Watkins, and M. F. Kane 13 p (See N66-35967 
21-30) 

2. SEISMIC INVESTIGATION OF NEAR-SURFACE 
CAVITIES—A PRELIMINARY REPORT J. S. Watkins. R. H. 
Godson, and K. Watson 27 p ref (See N66-35968 21-13) 

3. SHEAR-WAVE DETECTION J. H. Whitcomb 11 p 
(See N66-35969 21-13) 

4. THE KANA-A FLOW. AN ALKALI BASALT OF THE 
SAN FRANCISCO VOLCANIC FIELD. ARIZONA R. A. Loney 
49 p refs (See N66-35970 21-13) 

5. ATTENUATION MEASUREMENTS IN THE FIELD 
J. C. De Bremaecker (Rice Univ.), R. H. Godson, and J. S. 
Watkins 25 p refs (See N66-35971 21-13) 

6. VELOCITIES AND ATTENUATIONS OF HEAD- 
WAVE AMPLITUDES OBSERVED IN LUNAR ANALOG 
ROCKS R. H. Godson. J. S. Watkins, and R. A. Loney 26 p 
(See N66-35972 2 21-13) 


N i l > — 67 * # Geological Survey. Flagstaff. Ariz. 

EXAMINATION OF THE LUNAR NEAR-SURFACE ROCKS BY 
ENGINEERING SEI8MIC TECHNIQUES DURING EARLY 
APOLLO LANDINGS 

Joel S. Watkins. Jean Cl. De Bremaecker (Rice Univ.), and Martin 
F. Kane In its Invest of in situ Phys. Properties of Surface and 
Subsurface Site Mater, by Eng. Geophys. Tech. 1965 13 p 

(See N66-35966 21-13) CFSTI. HC $3.25/MF $1.25 

An experiment is proposed to measure the propagation velocity 
of compressional seismic energy, seismic energy attenuation, 
energy frequency, spectra, and the velocity of seismic shear waves in 
rock formations within 20 m of the lunar surface. The instrument 
system, which weighs less than 4.5 kg and operates on less than 
20 watts of power, basically consists of 3 transistorized amplifiers, a 
4-channel tape recorder. 3 miniature detectors, and a low-energy 
shooting device. Resultant data will be evaluated in terms of 
thickness of the fragmental layer of rocks on the lunar surface, 
degree of induration and bearing strength of the near-surface 
materials, and possibly the in situ elastic constants of the materials. 
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Velocity, amplitude, attenuation, and shooting efficiency data for 
this proposal were collected by an in situ seismic field crew at 
sites reconnoitered, mapped, and cored by an in situ geologic 
field crew. K.W. 


N66-35972*# Geological Survey. Flagstaff, Ariz. 

VELOCITIES AND ATTENUATION8 OF HEAD-WAVE AM¬ 
PLITUDES OBSERVED IN LUNAR ANALOG ROCKS 

Richard H. Godson. Joel S. Watkins, and Robert A. Loney 
In its Invest, of in Situ Phys. Properties of Surface and Sub¬ 
surface Site Mater, by Eng. Geophys. Tech. 1965 26 p (See 
N66-35966 21 -13) CFSTI: HC $3.25/MF $1.25 

Seismic data collected at 11 sites, each having structural 
and lithologic similarities with those inferred for lunar near¬ 
surface materials, indicate that P head wave amplitude at¬ 
tenuation is strongly affected by fracturing. Velocity seems 
dependent on porosity and degree of cementation. The data 
have formed the basis for an estimate of amplitude attenua¬ 
tions on the lunar surface snd were incorporated into the de¬ 
sign of a proposed lunar engineering seismic experiment. 

Author 


N66-36047*# Grumman Aircraft Engineering Corp., Bethpage, 

N. Y. Research Dept. 

POLARIMETRIC MEASUREMENTS OF SIMULATED LUNAR 

SURFACES (PHASE II) Second Interim Report 
W. G. cgan and L. L. Smith Feb. 1966 73 p refs 
(Contract NAS9-4942) 

(NASA-CR-77767; RM-312) CFSTI: HC $3.00/MF $0.75 
CSCL03B 

The polarization properties of volcanic ash and furnace 
slag (simulated lunar surface) materials were investigated as a 
function of particle size, albedo, and porosity. The test specimens 
used, preparation of test samples, experiments performed, plane 
of polarization observations, results, and implications for lunar 
studies are discussed. Results indicate that the range of particle 
sizes on the lunar surface would have to exist either as a contiguous 
volume or as a simple, thin layer of the order of up to 1 mm 
thickness. This model is consistent with the Luna 9 observations, 
and also with thermophysical and photometric models. The 
observations were made under terrestrial conditions and the high 
vacuum conditions on the moon plus the effect of solar wind 
proton bombardment could possibly alter the results. It appears 
that the polarization-albedo-porosity relationship for particles below 

O. 5 mm in size may be used to advantage in elucidating the 

mechanical properties as well as the thermal properties of a lunar 
surface model. Curves of the polarimetric data obtained are given, 
along with photographs of the materials studied. L.S. 


N66-36346*# Aeronutronic. Newport Beach, Calif. 

RESEARCH, DEVELOPMENT, AND PRELIMINARY DESIGN 
FOR THE LUNAR PENETROMETER SYSTEM APPLICABLE 
TO THE APOLLO PROGRAM Final Report Apr. 1966- 
Mar. 1966 

27 Apr. 1966 642 p refs 
(Contract NASI-4923) 

(NASA-CR-66178; U-3556) CFSTI: HC $6.91/MF $4.25 
CSCL22B 

A lunar penetrometer for accurate measuring of lunar 
surface characteristics for the first Apollo landing is described. 
Results of more than 200 impact tests conducted with accel¬ 
erometer-instrumented spherical projectiles are reported in 
investigations of soil penetration characteristics. Development 
of the omnidirectional telemetering penetrometer assembly 
is summarized, and data relay equipment and associated com¬ 
munication analyses are described. Testing of communication 


link systems is reported, as well as the reliability analyses and 
predictions. Major accomplishments include development of a 
workable omnidirectional accelerometer and impact-insensitive 
telemetry system, accumulation of impact signatures charac¬ 
teristic of a wide range of material properties, simulation of 
LEM lunar landings, and demonstration of a complete com¬ 
munications link from multiple penetrometers. S.P. 


N66-36783*# Goodyear Aerospace Corp.. Akron, Ohio. 

COMPUTER STUDY TO DETERMINE THE EFFECT OF 
BALLOON FOOTPRINT AND OPTICAL CHARACTERISTICS ON 
MATERIAL TEMPERATURES OF A SPHERE ON THE LUNAR 
SURFACE FOR HIGH-NOON CONDITION 
Jan. 1966 38 p refs 
(Contract NASI -5778) 

(NASA-CR-66166; GER-12577) CFSTI: HC $2.00/MF $0.50 
CSCL22A 

An analysis was made to determine the temperature 
distribution of a 12-foot balloon, with a diffuse surface, sitting on 
the lunar surface at high noon with two different footprints. 30° 
and 150°. The optical properties of the external surface were 
varied through several different values. Both the solar absorptance and 
total emittance have an appreciable effect on the temperatures. 
The smaller the footprint and smaller the range of the average 
temperature for the various emittances. The lunar properties of 
emittance and absorptance were varied through a range that would 
cover most published values for maximum lunar surface 
temperatures. 250° to 270° F. The effects on the balloon 
temperatures were minor. In general, the use of a rigidized sphere 
for a lunar landing aid appears very feasible since the footprint 
is not critical from a thermal standpoint, intermal pressurization 
is not required, and a reflective sphere with a thin coating, which 
increases the emittance, results in very favorable temperatures 
for the Mylar. Author 


N66-37366*# Geological Survey, Flagstaff, Ariz. 

INVESTIGATION OF IN SITU PHYSICAL PROPERTIES OF 
SURFACE AND SUBSURFACE SITE MATERIALS BY ENGI¬ 
NEERING GEOPHYSICAL TECHNIQUES Annual Report 
Fiscal Year 1966 

Joel S. Watkins, ed. Jul. 1966 373 p refs 
(NASA Order T-25091(G)) 

(NASA-CR-65502) CFSTI: HC $4.25/MF $2.00 CSCL 08G 
CONTENTS: 

1. IN SITU PHYSICAL PROPERTIES MEASUREMENTS 
L. A. Walters p 7-24 refs (See N66-37367 22-13) 

2. CORRELATION OF PHYSICAL PROPERTIES—FROM 
LABORATORY MEASUREMENTS AND FROM IN SITU 
MEASUREMENTS J. S. Watkins. C. H. Roach, and R. P. 
Christian p 25-35 refs (See N66-3736822-13) 

3. IN SITU DRILLING PROGRAM R. A. Elmer and L. A. 
Walters p 37-40 (See N66-37369 22-34) 

4. LIMITS OF HEAD-WAVE AMPLITUDES FOR SHORT 
SPREADS FROM VARIOUS CHARGE SIZES. BLASTING 
CAPS. AND 45-KG WEIGHT DROP H. D. Ackermann p 41- 
49 ref (See N66-37370 22-13) 

5. STRUCTURE AND COMPOSITION OF THE SOUTH¬ 
ERN COULEE. MONO CRATERS. CALIFORNIA—A PUMI- 
CEOUS RHYOLITE FLOW R. A. Loney p 51-92 refs (See 
N66-37371 22-13) 

6. GEOLOGY AND PETROGRAPHY OF THE SONORA 
PASS SITE. MONO COUNTY. CALIFORNIA D. V. Haines 
p 93-113 refs (See N66-37372 22-13) 

7. PETROGRAPHY AND GEOLOGY OF BISHOP TUFF 
AND MONO ASH SITES. CALIFORNIA D. V. Haines p 1 1B- 
170 refs (See N66-37373 22-13) 
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8 PETROGRAPHY OF METEOR CRATER CORE 4, 
METEOR CRATER. ARIZONA D. V. Haines p 171-193 ref 
(See N66-37374 22-13) 

N66-37367*# Geological Survey. Flagstaff, Ariz. 

IN SITU PHYSICAL PROPERTIES MEASUREMENTS 

Lawrence A. Walters In its Invest, of In Situ Phys. Properties 
of Surface and Subsurface Site Mater, by Eng. Geophys. 
Tech. Jul. 1966 p 7-24 refs (See N66-37366 22-13) 
CFSTI: HC$4.25/MF $2.00 

In situ bulk density, moisture content, bearing capacity, 
shear strength, and compressional wave velocity were deter¬ 
mined simultaneously on seven lunar analog sites. Bearing 
capacities ranged from 3.4 X 10 4 to 45.9 X 10 6 dynes per cm 2 
(0.5-675 psi). Density ranged from 0.43 to 1.87 g per cc. A 
large range of properties for the same material was found for 
various physical states of the material. Author 

N66-37368* # Geological Survey, Flagstaff. Ariz. 

CORRELATION OF PHYSICAL PROPERTIES—FROM LAB- 
ORATORY MEASUREMENTS AND FROM IN SITU MEAS¬ 
UREMENTS 

Joel S. Watkins. Carl H. Roach, and Ralph P. Christian In its 
Invest, of In Situ Phys. Properties of Surface and Subsur¬ 
face Site Mater, by Eng. Geophys. Tech. Jul. 1966 p 25-35 
refs (See N66-37366 22-13) CFSTI: HC S4.25/MF $2.00 
Physical properties data have been measured in the lab¬ 
oratory from cores taken from the more than 600 m of NX 
diameter core collected at 10 lunar analog sites during the 
past 18 months. Core data from six sites have been ex¬ 
amined in detail including preparation of 48 scatter diagrams 
in an attempt to find relationships between the measured 
physical properties. Correlations from the laboratory meas¬ 
urements have been poor at best and generally unrewarding. 
Correlation of 23 in situ measurements of bulk density and 
P-wave velocities are encouraging. Author 

N66-37373*# Geological Survey. Flagstaff, Ariz. 

PETROGRAPHY AND GEOLOGY OF BISHOP TUFF AND 
MONO ASH SITES, CALIFORNIA 

David V. Haines In its Invest, of In Situ Phys. Properties of 
Surface and Subsurface Site Mater, by Eng. Geophys. Tech, 
Jul. 1966 p 115-170 refs (See N66-37366 22-13) CFSTI: 
HC S4.25/MF $2.00 

Two test sites, selected on the basis of geologic lunar 
analogies, indicate petrographic and physical characteristics 
pertient to lunar exploration and interpretation of lunar ter¬ 
rains. The Bishop Tuff site is located on a gently sloping, 
predominantly flat tableland broken by northerly-trending 
faults and underlain by Pleistocene Bishop Tuff in a youthful 
stage of erosion. Drilling indicates the prwsence of well-in¬ 
durated tuff to 18.6 m. underlain by unconsolidated ash The 
Mono Ash site is located on a gently sloping, predominantly 
flat surface underlain by pyroclastic debris derived from the 
adjacent Mono Craters. The surface soil is loose, dry lapilli 
ash of late Pleistocene to recent age, and is underlain by 
similar moist soil. Drill core shows the surface soil to be 
underlain by ash and consolidated pumice to a depth of 47 m. 
Occasional beds of clastic sand, up to 3.7 m thick, are inter- 
bedded with the pumice and ash and represent deposits 
formed in pulvial Lake Russell. Tuff (probably equivalent to 
the previously mentioned Bishop Tuff) occurs below a depth 
of 47 m. Strongly eutaxitic texture, spherulitic structure de¬ 
veloped in pumice inclusions, and flattened lenses containing 
obsidian indicate higher temperature and pressure conditions 
during deposition than occurred at the Bishop Tuff site. Petro¬ 
graphic features can be correlated with higher bulk density 
and lower porosity of the tuff at the Mono Ash site. Author 


N66-37544*# Lincoln Lab.. Mass Inst, of Tech.. Lexington. 

RADAR STUDIES OF THE MOON Quarterly Progress Report 
No. 3, 1 May-31 Jul. 1966 19 Sep. 1966 42 p refs 

(Contract NSR-22-009-106) 

(NASA-CR-78370) CFSTI: HC $2.00/MF $0.50 CSCL 03B 
Section I is concerned with the observational results of 
an exhaustive study of the mean depolarizing properties of the 
lunar surface at 23 cm. It also contains the results of a determination 
of the angular scattering law of the moon at 3.8 cm, as well as 
the results of measuring the dependence of the scattering 
characteristics of the surface on the linear polarization of the 
scattering at that wavelength. Section II relates in part to the 
progress of the mapping program at 3.8 cm and in part to the 
radar observations at 8 mm. Section III discusses a method of 
observing the lunar surface whereby the ambiguity inherent in the 
range-Doppler mappingtechnique can be removed without relying 
on the resolution of the antenna beam. Author 


N66-37853# Academy of Sciences (USSR), Leningrad. 

BULLETIN OF THE INSTITUTE FOR THEORETICAL 
ASTRONOMY, VOLUME X. NUMBER 3 (116) (BYULLETEN' 
INSTITUTA TEORETICHESKOI ASTRONOMIC TOM X. NO. 3 
(116)| 

G. A. Chebomarev. ed. 1965 76 p refs In RUSSIAN 
CFSTI: HC $3 00/MF $0.75 

CONTENTS 

1 MINOR PLANETS (1963) N. S. Samoilova-Yakhontova 
p 173-180 refs (See N66-37854 23-30) 

23-30) 

2. IMPROVEMENT OF ORBITS OF 36 MINOR PLANETS 
S G Makover p 181-191 ref (See N66-37855 23-30) 

3. DEFINITIVE ORBIT OF THE COMET 1960 I 
JOHNSON I. V. Galibina and O. N. Barteneva p 
192-203 refs (See N66-37856 23-30) 

4. ON A RIGOROUS APPRECIATION OF THE ERROR 
OF THE STOERMER METHOD. PART II V Th. Miatchine p 
204-229 refs (See N66-37857 23-30) 

5. ON THE DETERMINATION OF THE CONSTANTS 
OF PHYSICAL LUNAR LIBRATION M. D. Polanouere p 
230-235 refs (See N66-37858 23-30) 

6. MINOR PLANET OBSERVATIONS IN THE CRIMEAN 
ASTROPHYSICAL OBSERVATORY OF THE ACADEMY OF 
SCIENCES OF THE USSR p 236-237 (See N66-37859 23-30) 


N66-37858# Academy of Sciences (USSR). Leningrad 

ON THE DETERMINATION OF THE CONSTANTS OF 
PHYSICAL LUNAR LIBRATION 

M. D Polanouere In its Bull, of the Inst, for Theoret. Astronomy, 
Vol. 10, No. 3 (116) 1965 p 230-235 refs In RUSSIAN; 

FRENCH summary (See N66-37853 23-30) CFSTI: HC $3 00/MF 
$075 

Observations of the position of the crater "Mosting A" 
in relation to the visible contours of the moon are used to show 
the direct relation of the visual angles and the parameters derived 
from the constants of the lunar physical libration. Equations and 
matrix operations for determining the interdependence between 
observed and unknown quantities are given. Transl. by K W. 


N66-38413*# National Aeronautics and Space Administration. 
Langley Research Center, Langley Station, Va. 

FIXED-BASE VISUAL-SIMULATION STUDY OF MANUALLY 
CONTROLLED TRANSLATION AND HOVER MANEUVERS 
OVER THE LUNAR SURFACE 

G. Kimball Miller, Jr. Washington, NASA, Oct. 1966 26 p refs 
(NASA-TN D-3653) CFSTI: HC $1 00/MF $0.50 CSCL 05H 
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A fixed-base visual-simulation study has been conducted 
to determine the ability of the human pilot to control a lunar 
landing vehicle manually during translation and to hover above 
various landing sites in a given landing area. The general landing 
area used in this investigation was the interior of the crater 
Alphonsus as created by the lunar orbit and landing approach. 
The investigation employed a closed-circuit television system for 
image generation and permitted all six rigid-body degrees of freedom 
of the vehicle. The pilot controlled the vehicle through a fixed 
main-engine thruster in conjunction with a rate-command 
landing-approach transition phase of a typical lunar landing trajectory. 
The pilot was required to switch to manual control in order to 
place the landing vehicle in near-hover conditions over any one of 
a number of sites that he felt would be acceptable for landing. 
The results of the investigation showed that the pilots, using 
only a three-axis gyro-horizon nulled to the local vertical and an 
out-the-window view of the lunar surface, could consistently establish 
near-hover conditions over a fairly large lunar area. The landing 
sites attained by the pilots extended from approximately 2300 
feet (701-0) up range of (before) to approximately 7700 feet 
<2347.0 m) down range of (beyond) the nominal landing site. 

Author 


N66-38493*# Bendix Corp., Ann Arbor, Mich. Systems Div. 

LUNAR SIMULATION MODEL AND OPTICAL STUDIES FOR 
LUNAR ORBITER SYSTEM SUPPORT 

H. Graboske and E. Marsh Sep. 1966 63 p refs 
(Contract NASI-5710) 

(NASA-CR-66176; BSR-1362) CFSTI: HC S2.50/MF $0.75 
CSCL14B 

The construction, calibration, and analysis of a model which 
simulates the topographic and photometric characteristics of the 
lunar surface are described. A quantitative evaluation of the 
photometric and photogram metric methods for remotely measuring 
the topographic features of the lunar surface is made based upon 
experimental data obtained from the model. Minimum accuracies 
for photogram metric measurements, photometric slope, and albedo 
determinations are discussed for several experimental 
sensor-sun-surface geometries. Author 

N66-38578# Boeing Scientific Research Labs.. Seattle. Wash. 
Geo-Astrophysics Lab. 

INFRARED AND VISIBLE IMAGES OF THE ECLIPSED 
MOON OF DECEMBER 19, 1964 Final Scientific Report, 
25 Sep. 1964—31 Dec. 1965 

John M. Saari, Richard W. Shorthill, and Thomas K. Deaton 
Jul. 1966 48p refs 
(Contract AF 19(628)-4371) 

(DI-82-0533; AFCRL-65-886: AD-636295) CFSTI: HC $2.00/ 
MF $0.50 

The moon was scanned with 10 second arc resolution 
at 0.45 and 10-12 microns during the total lunar eclipse of 
December 19. 1964. It was found that the lunar surface ex¬ 
hibits a surprising amount of thermal inhomogeneity. Hundreds 
of thermal anomalies were observed, most of which can be 
identified with bright craters or white areas. Certain maria 
and portions of maria were found to be thermally enhanced 
over their environs during the eclipse. The analog signals re¬ 
corded on magnetic tape were used to make visible and infrared 
images from the scan data. Author 

N66-38712*# Arizona Univ., Tucson. 

COMMUNICATIONS OF THE LUNAR AND PLANETARY 
LABORATORY, VOLUME 6, PART 1. NUMBER 70 

D. W. G. Arthur. Ruth H. Pellicori. and C. A. Wood 25 May 
1966 216 p 
(Grant NsG-161) 

(NASA-CR-78466) CFSTI: HC $4.00/MF $1.25 CSCL 03B 


Lunar craters on the visible hemisphere recognizable with 
reasonable certainty on photographs, and having diameters greater 
than 3.5 km in the fourth lunar quadrant are catalogued: details 
include designation, diameter, position, central peak information, 
and state of completeness for each. New names, approved by the 
International Astronomical Union, are given to large or conspicuous 
craters in the limb regions wherever such additions are considered 
necessary. The catalog contains about 8.000 items and is illustrated 
by 11 schematic maps. An alphabetic index, and map locations 
of named craters are included. R.LI. 

N66-38803*# Texaco Experiment. Inc., Richmond. Va. 

AN EXPERIMENTAL STUDY OF FLUIDIZATION PROCESSES 
UNDER LUNAR CONDITIONS 

Gordon H. Miller and Irving R. King Washington, NASA, Oct. 
1966 102 p refs 
(Contract NAS5-9231) 

(NASA-CR-627) CFSTI: HC $2.50/MF $075 CSCL 03B 

Factors of fluidization are examined to select those materials 
suitable for simulating lunar soils in a fluidization experiment and 
to deduce the effect that the lunar hard vacuum will have on the 
fluidization process Talc, spent fluidized catalyst, high-porosity 
fluidized catalyst, granite dust, ash-flow tuff, and glass microspheres 
were examined to determine the effect of size, size distribution, 
and shape on settling rate after fluidization vapor is cut off; the 
maximum size which will permit satisfactory horizontal flow: and 
such physical data as voids fraction, surface area, density and 
bulk density of the materials. An examination was also made of 
the effect of vacuum on fluidization in the pressure region below 
about 4 torr where the mean free path of the gas is of the order 
of the particle size. It was established that low pressure, in the 
range where the mean free path of the vapor becomes larger 
than the particle dimensions, has a pronounced effect on fluidization. 

S.P. 


N66-39434# Library of Congress, Washington, D. C. Aerospace 
Technology Div. 

LUNAR DIMENSIONS—ANNOTATED BIBLIOGRAPHY 
Surveys of Foreign Scientific and Technical Literature 

Joseph Javis and Daniel W. Michaels 5 Aug. 1966 26 p refs 
(ATD-B-66-96) 

This annotated bibliography was compiled from Soviet open 
sources published 1964-1966 and one Chicom open source 
published in 1965. It is the second in a series and it reflects 
Soviet developments from about mid-1965 in investigating lunar 
revolution, rotation, libration. and mapping techniques. Pertinent 
information included: velocity profile of the Moon, libration effect 
based on meridian observations of lunar diameters in Greenwich in 
1900-1954, determination of the equinox correction from lunar 
observations by Newcomb's method, methods for computing the 
ephemerides of the Moon, lunar poiygonometry technique, 
determination of the constants of lunar libration. theory of physical 
libration of the Moon, diurnal rotation of planets, gravity and 
shape of the Moon, lunar measuring equipment. Author 

N66-39643*# Trident Engineering Associates, Inc., Annapolis. Md. 

PROJECT MOON-BLINK Final Report 

Washington. NASA, Oct. 1966 79 p refs 
(Contract NAS5-9613) 

(NASA-CR-630) CFSTI: HC S2.50/MF $0.75 CSCL 03A 

Work performed consisted of 1) the development of devices 
to improve observation of unusual color occurrences on the moon 
in order to record and identify such phenomena and 2) a 
lunar surveillance program via telescope employing this especially 
designed equipment. Trident personnel developed and fabricated a 
rotating-filter. image-intensification instrument called a 
"Moon-Blink*' device. Using this device they maintained a constant 
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surveillance and observed several color phenomena. The following 
conclusions were made: (1) Red colorations do appear on the 
lunar surface. (2) these colorations may persist for several hours. 
The Trident sighting, on November 15. 1965, lasted at least four 
hours. Author 

N66-39924*# Douglas Aircraft Co., Inc., Newport Beach. Calif. 
Astropower Lab. 

RESEARCH ON THE UTILIZATION OF PATTERN 
RECOGNITION TECHNIQUES TO IDENTIFY AND CLASSIFY 
OBJECTS IN VIDEO DATA Technical Progress Report No. 2, 
1 Oct. 1966-20 May 1966 

Jun. 1966 56 p refs 
(Contract NASI 2-30) 

(NASA-CR-79109; SM-48464-TPR-2) CFSTI: HC $3.00/MF 
$0.75 CSCL 14E 

Experimental results obtained on features of the lunar terrain 
are summarized as follows: (1) The quadratic property filters 
(DAID units) provided significantly higher performance levels than 
the linear property filters (SDA units), although the total number 
of adjustable parameters in the specification of the units was 
about the same for both property filter sets. (2) When the 
generalization performance was low, Bayes weights and forced 
learning gave the best results with the DAID units. At intermediate 
performance levels, all of the techniques were approximately 
equal. At performance levels high enough for an operational system, 
iterative design was the top performer. (3) The poor performance 
of the MADALINE appears to be due to the inefficiency of the 
algorithm coupled with the limitation on the design time. (4) The 
performance obtained appears to be very strongly related to the 
size of the significant pattern features relative to the size of the 
sensory field. When the significant feature represents less than 
1% of the field, the best generalization performance achieved was 
64%. When the feature was 5 to 10% of the field, the best 
generalization was 76%. With features Covering 30% of the field, 
the generalization performance better than 99% was achieved. 

Author 


N66-39950*# National Aeronautics and Space Administration. 
Washington, D. C. 

SECOND ORBITER LAUNCH SCHEDULED IN NOV. 6-11 
PERIOD 

30 Oct. 1966 61 p 

(NASA-News Release-68-286) Available from the Scientific and 
Technical Information Division CSCL 22B 

Descriptions are presented of the Lunar Orbiter B spacecraft; 
its camera, photo taking process, photo processing, photo readout, 
electric power, attitude and velocity control, communications, and 
the temperature control systems; its tasks of photography, landing 
site locations, selenodesy. and meteoroid and radiation 
measurements; the Atlas-Agena D launch vehicle and vehicle 
statistics; the Deep Space Network including data acquisition and 
evaluation; the Atlas-Agena/Lunar Orbiter mission and countdown 
events; and major flight events. R.N.A. 


N66-39959*# Lincoln Lab., Mass. Inst, of Tech., Lexington. 

A STUDY OF THE DEPOLARIZATION OF LUNAR RADAR 
ECHOES 

Tor Hagfors [1966] 49 p refs 
(Contract NSR-22 009-106) 

(NASA-CR-79098) CFSTI: HC $2.00/MF $0.50 CSCL 03B 
The radar backscattering characteristics of the lunar surface are 
examined in detail at a wavelength of 23 cm. The backscattered 
waves are studied both for circular and for linear polarization of 
the transmitted wave. Effects relating to the orientation of the 
local plane of incidence on the moon with respect to the 


polarization of transmitted or scattered waves are investigated. The 
experimental results appear to support strongly the hypothesis that 
the returns at oblique angles of incidence arise through single 
scattering from discrete objects as opposed to the returns at near 
normal incidence which are dominated by quasispecuiar reflection. 

Author 


N66-39994*# Consultants and Designers. Inc., Arlington. Va. 

ON THE INAPPLICABILITY OF THE BALDWIN CORRELATION 
FOR THE DETERMINATION OF THE CAUSES OF 
EMERGENCE OF LUNAR CRATERS {O NEPRIMENIMOSTI 
SOOTNOSHENIYA BOLDUNA DLYA OPREDELENIYA PRICHIN 
VOZNIKNOVENIYA LUNNYKH KRATEROV] 

G. S. Shteinberg 22 Dec. 1965 6 p refs Transl. into ENGLISH 
from Dokl. Akad. Nauk SSSR. Astron. (Moscow), v. 165, no. 1. 
1965 p 55-57 

(Contract NAS5-3760) 

(NASA-CR-79089; ST LPS-10431) CFSTI: HC $1.00/MF $0.50 
CSCL 03 B 

Comparing the results of research by other authors with 
some observations of volcanic craters after aerial photographs 
taken in eastern volcanic belt, the present author points to the 
necessity of detailed morphological analysis of the latest data on 
lunar objects, comparing them with meteoritic and volcanic forms, 
since any alternate approach to causes having conditioned the 
formation of lunar relief does not allow a satisfactory explanation 
of all the facts observed. The author states that the 
"single-eventness" in the formation of meteoritic forms, and the 
duration and phase multiplicity of volcanic activity, must 
unconditionally, find reflection in the morphology of craters. 

Author 

1967 
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N67-10061*# Jet Propulsion Lab.. Calif. Inst, of Tech.. Pasadena. 

SURVEYOR I MISSION REPORT. PART II: SCIENTIFIC 
DATA AND RESULTS 

10 Sep. 1966 112 p refs 
(Contract NAS7-100) 

(NASA-CR-79150; JPL-TR-32 1023) CFSTI: HC $4.00/MF $0.75 
CSCL22A 

CONTENTS: 

1. SUMMARY L. D. Jaffe and E. M. Shoemaker p 
1-2 (See N67-10062 01-30) 

2. INTRODUCTION L. D. Jaffe and S. E. Dwornik p 
3-6 ref (See N67-10063 01-31) 

3. LUNAR SURFACE TOPOGRAPHY J. J. Rennilson. 
J. L. Dragg. E. C. Morris. E. M. Shoemaker, and A. Turkevich p 
7—44 refs (See N67-10064 01-30) 

4. LUNAR SURFACE THERMAL CHARACTERISTICS J. 
W. Lucas. J. E. Conel, R. R Garipay, W. A. Hagemeyer. and J. 
M. Saari p 45-59 refs (See N67-10065 01-31) 

5. LUNAR SURFACE ELECTRICAL PROPERTIES W. 
E. Brown p 61-67 (See N67-10066 01-30) 

6. LUNAR SURFACE MECHANICAL PROPERTIES E. 
M. Christensen, $. A. Batterson. H. E. Benson, C. E. Chandler, R. 

H. Jones et al p 69-85 refs (See N67-10067 01-30) 

7. ASTRONOMY R. H. Norton. J. E. Gunn. W. 
C. Livingston. G. A. Newkirk, and H. Zirin p 87-91 (See 
N67-10068 01-30) 
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APPENDIX 

8. OBSERVATIONS OF DUST PARTICLES W. A. 
Hagemeyer p 93-97 refs (See N67-10069 01-30) 

N67-10062*# Jet Propulsion Lab., Calif. Inst, of Tech.. Pasadena. 

SUMMARY 

L. D. Jaffe and E. M. Shoemaker In its Surveyor l Mission Rept., 
Part II 10 Sep. 1966 p 1-2 (See N67-10061 01-30) CFSTI: 
HC $4.00/MF $0.75 

A summary of the scientific accomplishments of Surveyor 
I on the lunar surface is given, including photography, temperature 
measurements, surface observations, and radar cross section. 

K.W. 


N67-10063*# Jet Propulsion Lab., Calif. Inst of Tech.. Pasadena. 

INTRODUCTION 

L. D. Jaffe and S. E. Dwornik In its Surveyor I Mission Rept.. 
Part (I lOSep. 1966 p 3-6 ref (See N67-10061 01-30) CFSTI: 
HC $4.00/MF $0.75 

Mission objectives, equipment, configuration, trajectory, land¬ 
ing site, and landing operation are briefly summarized. Details are 
given of the TV camera, picture transmission, and camera opera¬ 
tions. K.W. 


N67-10064*# Jet Propulsion Lab., Calif. Inst, of Tech . Pasadena. 

LUNAR SURFACE TOPOGRAPHY 

J. J. Rennilson. J. L. Dragg. E. C. Morris, E. M Shoemaker, and 
A. Turkevich In its Surveyor I Mission Rept.. Part II 10 Sep. 
1966 p744 refs (See N67-10061 01-30) CFSTI: HC S4.00/MF 
$0.75 

Characteristics, capabilities, and operations of the Surveyor 
I camera system are initially discussed, followed by an evaluation 
of the photographs and data that were obtained. Covered are: (1) 
landscape features on horizon; (2) general slope of landing site; 
(3) morphology and structure of terrain around spacecraft; (4) size 
distribution of small craters; (5) distribution of blocks and 
coarse debris; (6) size distribution of debris on lunar surface and 
characteristics of fine matrix; (7) cohesion and thickness of surficial 
fragmental layer; (8) material ejected by impact of spacecraft 
footpad; and (9) photometry and colorimetry. Graphs, tables, and 
selected photographs are included. K.W. 


N67-10065 $ Jet Propulsion Lab., Calif. Inst, of Tech., Pasadena. 

LUNAR SURFACE THERMAL CHARACTERISTICS 


J. W. Lucas, J. E. Conel. R. R. Garipay, W. A. Hagemeyer. and 
J. M. Saari In its Surveyor I Mission Rept., Part II 10 Sep 1966 
p 45-59 refs (See N67-10061 01-30) CFSTI: HC $4.00/MF 
$0.75 


Although the spacecraft carried no instruments, as such, to 
measure thermal characteristics, the temperatures of the outer 
surfaces of two electronic compartments were highly dependent 
on the local thermal radiation environment and largely independent 
of internal spacecraft temperatures. These spacecraft temperatures 
were used to estimate the average brightness temperature of those 
portions of the surface viewed by each compartment. A summary is 
given of pertinent terrestrial infrared and photometric observations 
of the Surveyor l site. The procedures used to arrive at surface 
temperatures are described in detail. A comparison is presented of 
Surveyor I data and theory. The article concludes with a discussion 
of dust coverage of the spacecraft from a thermal standpoint. 

K.W. 


N67-10066*# Jet Propulsion Lab., Calif. Inst, of Tech., Pasadena. 
LUNAR SURFACE ELECTRICAL PROPERTIES 
W. E. Brown In its Surveyor I Mission Rept., Part II 10 Sep. 
1966 p 61-67 (See N67-10061 01-30) CFSTI: HC $4.00/MF 
$0.75 


Two radar systems were used on the spacecraft; they were 
the altitude marking radar, and the radar altimeter and Doppler 
velocity sensor radar. Parameters and performance of the two 
systems are discussed. It is concluded that (1) radar cross section 
values are approximately as expected from earth-based 
measurements; (2) echo was returned by the visible surface or 
within 30 cm to 60 cm of the surface; (3) plumes of the vernier 
engines had no measurable effect upon the radar signal strength; 
and (4) one of the off-normal beams traversed a crater-like surface 
anomaly approximately 1 km wide and 2 km southwest of the 
touchdown point. K.W. 

N67-10067*# Jet Propulsion Lab., Calif. Inst, of Tech., Pasadena. 
LUNAR SURFACE MECHANICAL PROPERTIES 
E. M. Christensen, S. A. Batterson. H. E Benson. C. E. Chandler, 
R. H. Jones et al In its Surveyor I Mission Rept., Part II 10 
Sep. 1966 p 69-85 refs (See N67-10061 01-30) CFSTI: HC 
S4.00/MF $0.75 

This interpretation of the lunar surface properties is based 
on (1) pictures that show the lunar surface area disturbed by the 
footpads and the crushable blocks, and (2) histories of axial loads 
in the shock absorbers on each of the three legs during the 
landing. A detailed description is given of the landing gear and the 
sequence of descent and touchdown. Final descent velocities and 
attitudes were determined by studying and correlating the velocity 
data from the radar altimeter and Doppler velocity sensor, the 
three gyro angular rates about the spacecraft axis, and the precise 
timing of the final descent and touchdown events. The analytical 
simulations of the landing dynamics, based upon extensive computer 
simulation studies, are also briefly discussed. K.W. 


N67-10069*| Jet Propulsion Lab., Calif. Inst, of Tech.. Pasadena. 
APPENDIX A: OBSERVATIONS OF DUST PARTICLES 
W. A. Hagemeyer In its Surveyor I Mission Rept., Part II 10 
Sep. 1966 p 93-97 ref (See N66-10061 01-30) CFSTI: HC 
S4.00/MF $0.75 

Compared are TV pictures, taken on two different days, 
showing the location of dust particles on the radiators of the 
thermal compartments. Some changes in the apparent dust location 
are pointed out A laboratory simulation was made subsequent to 
the flight, and the results are briefly discussed. K.W. 

N67-10190*# National Aeronautics and Space Administration, 
Washington, D. C. 

THE VALUE GF GEOGRAPHIC-GEOLOGIC METHODS OF 
STUDYING THE MOON [ZNACHENIYE GEOGRAFO- 
GEOLOGICHESKIKH METODOV IZUCHENIYA LUNY] 

Yu. A. Khodak, V. V. Kozlou. I. N. Tomson, and L. V. Khoroshilov 
Feb. 1964 9 p refs Transl into ENGLISH from Kosmich. 

Issled. (Moscow), v. 1,no 3, Dec. 1963 p 460 -464 
(NASA TT-F-8834) CFSTI: HC $1,00/MF $0.50 CSCL 03B 

Geographic and geologic methods of studying the moon, 
especially those based on structural geomorphology and structural 
and historical geology, are discussed. It is suggested that lunar 
research would benefit from the integration of geographic-geologic 
(as compared with terrestrial material) and astronomical methods 
of study. Geographic-geologic investigations already carried out 
are reviewed, together with the meteoritic theory of the development 
of lunar surface and structure R.LI. 

N67-10731# California Univ.. La Jolla. 

ORIGIN OF THE MOON 

Harold C. Urey Jun. 1966 20 p refs Presented at the Mantles 
of the Earth and Terrestrial Planets. Newcastle-upon-Tyre, England, 
30 Mar.-7 Apr. 1966 
(Contract AT(11-1)-34) 

(UCSD-34P43-5; CONF-660331-1) CFSTI: HC $1.00/MF $0.50 
A review is presented of various hypotheses on the origin 
of the moon. NSA 
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N67-10864*# National Aeronautics and Space Administration. 
Marshall Space Flight Center, Huntsville, Ala. 

OPTICAL ASTRONOMY PACKAGE FEASIBILITY STUDY 
FOR APOLLO APPLICATIONS PROGRAM Executive 
Summary Report 

E. H. Wells 5 Aug 1966 19 p 

(NASA-TM-X 53496) CFSTI: HC $1 .OO/MF $0.50 CSCL 22B 
The feasibility o' adapting the Goddard Experiment Package, 
developed for the Orbiting Astronomical Observatory, to Apollo 
missions on the lunar surface is investigated. Full consideration is given 
to an entire mission utilizing typical astronomical experiments. 
Data is provided to assist in program planning of lunar surface 
optical astronomy missions and equipment. Evolutionary growth 
potentials were considered and all indications were that a 5- to 
6-year period is realistic for the time required from initiation of the 
project to flight. Author 

N67-11009# Boeing Scientific Research Labs., Seattle, Wash. 
TRANSIENT RADIATIVE HEAT EXCHANGE AT THE 
SURFACE OF THE MOON 

D. F Winter Aug. 1966 26 p refs 

(D-82-0559; AD-639051) CFSTI: HC $2 OO/MF $0.50 

The surface of the Moon is characterized as an evacuated 
particulate medium in which radiative heat exchange between 
solid surfaces plays a decisive role in determining the transient 
behavior of the apparent temperature A simple model is developed 
which permits quantitative comparisons with lunar surface 
temperature variations, observed in the 8-12 micron band, both 
during a lunation and a lunar eclipse Thermal properties and certain 
surface characteristics are thereby inferred, including an effective 
microstructure scale of the order of 0.1 mm Author (TAB) 


N67-11734*# Volt Technical Corp.. Washington. D. C. 

LUNA-12 TRANSMITS PHOTOGRAPHS ["LUNA-12" 
PEREDAYET SNIMKI] 

3 Nov. 1966 6 p Transl. into ENGLISH from Pravda (Moscow). 
30 Oct. 1966 6 p 
(Contract NAS5-12487) 

(NASA-CR-79544; ST-PR-LPS-10534) CFSTI: HC$1.OO/MF 
$0.50 CSCL 22B 

Two photographs of the lunar surface taken by LUNA XII 
are discussed. The photographs were taken from an altitude of 
100 km above the Moon and represent an area of the Mare Imbrium. 
Also mentioned is the lunar orbit of the probe. K.W. 


N67-11951 *§ Cornell Aeronautical Lab., Inc.. Buffalo. N. Y. 

STUDY OF LUNAR, PLANETARY, AND SOLAR 
TOPOGRAPHY First Phase Report, 1 Jul. 1965-15 Apr. 1966 
C. E. Campbell Washington. NASA. Nov. 1966 130 p refs 
(Contract NASI 2-19; Proj. Tech Top) 

(NASA-CR-650) CFSTI: HC$3.75/MF$1.00 CSCL03A 

This report presents the results of the first phase of a 
program to assess the state of the art in topographic information 
collection systems for application to the space program. The 
method of acquisition that may apply for lunar, planetary and solar 
surfaces are described. A detailed investigation of the stereo 
imagery method is reported including requirements, sensors and 
errors involved. The applicability of holographic methods is evaluated 
with the most promising application concluded to be in the area 
of image enhancement. The transmission and display of 
three-dimensional information are examined in terms of requirements 
and methods. Other subjects surveyed include the peculiar problems 
of changing solar topography, measurements to test the general 
theory of relativity and measurement of stellar parallax from a 
space vehicle. Conclusions and recommendations for improving the 
state of the art, where possible, are given. Numerous references 
are included. Author 


N67-12005# Joint Publications Research Service. Washington, 
D. C. 

STRATIFIED AND MULTI-FACETED FORMS ON LUNAR 
PANORAMAS OBTAINED BY "LUNA-9" 

V. M. Vakhnin and G. I. Zmryevskaya 25 Nov. Transl. into ENGLISH 
from Dokl. Akad. Nauk SSSR (Moscow), v. 170. no. 3, 1966 p 
560 

UPRS-38792; TT-66-35216) CFSTI: $1.00 

Graphic interpretations of lunar surface faceted and stratified 
structures which were detected on panoramas obtained by the 
Luna-9 artificial satellite are cited. S.C.W. 


N67-12006# Joint Publications Research Service, Washington, 
D. C. 

STUDIES OF THE INTENSITY AND SPECTRAL 
COMPOSITION OF LUNAR GAMMA RADIATION BY THE 
AUTOMATIC STATION "LUNA-10" 

A. P. Vinogradov, Yu. A. Surkov, and G. M. Chernov 25 Nov. 
196C 8 p refs Transl. into ENGLISH from Dokl. Akad. Nauk 
SSSR (Moscow), v. 170, no. 3, 1966 p 561-564 
(JPRS-38793; TT-66-35217) CFSTI: HC$1.00 

Gamma spectra of lunar surface rocks which were obtained 
by the Luna-10 artificial satellite were analyzed to determine the 
intensity and spectral composition of lunar gamma radiation. Using 
a scintillation gamma spectrometer, an attempt was made to 
estimate the relative content of potassium, thorium, and uranium in 
rocks of the lunar surface. Gamma radiation was recorded in the 
range of energies from 0.3 to 3.1 MeV and from 0.15 to 1.5 
MeV. Measurements covered relatively broad areas of the surface 
including regions of the continents and seas of both visible and 
far sides of the moon. Lunar gamma spectra were found to differ 
greatly from the spectra of terrestrial gamma radiation. Lunar 
gamma radiation consisted of radiation arising at the time of 
interaction of cosmic rays with lunar matter and during the decay of 
cosmogonic radioisotopes. The total intensity of gamma radiation 
on the lunar surface exceeded that of the earth’s crust by 1.5“ 2 
with little regional variation. In the total intensity of gamma 
radiation of lunar rocks about 90% was caused by cosmic rays 
and not more than 10% was caused by the decay of potassium, 
thorium, and uranium. These data negated the theory that lunar 
surface rocks in the areas studied were similar in composition to 
terrestrial granites. S.C.W. 

N67-12165*# All is-Chalmers Mfg. Co.. Milwaukee. Wis. Space 
and Defense Sciences Dept. 

LUNAR SURFACE ROUGHNESS COMMINUTION STUDY 
Final Report, 20 JuL 1964-7 Apr. 1965 

T. P. Meloy and L. H. Faust Apr. 1965 90 p refs Prepared 
for J PL 

(Contracts NAS7-100; JPL-950019) 

(NASA-CR-80137) CFSTI: HC$3.00/MF $0.75 CSCL 03B 

The roughness of the lunar surface is estimated by considering 
the process of cratering caused by the infall of meteoric bodies. 
Size distribution and depth of the resulting dust or rubble layer 
has been calculated. Individual crater formation is analyzed, and 
the size distribution of the ejected material from individual craters 
is computed. The distance that the material is thrown is also 
computed. Using a matrix method, an estimate is made of the size 
distribution and depth of the dust on the moon as a function of 
time. It is concluded that near the edge of a new, large crater a 
number of large debris blocks can be expected and hazardous 
landing conditions would exist in this region. A.G O. 


N67-12180*# Chicago Univ.. III. Enrico Fermi Inst, for Nuclear 
Studies. 

ANALYSIS OF LUNAR SURFACES Final Report. Feb. 
1961 -Jul. 1965 


38 



N67-12746 


Anthony Turkevich May 1966 16 p refs 
(Grant NsG-127-61) 

(NASA-CR-75121; EFINS-66-49; EFINS-66-47) CFSTI; HC 
$1.00/MF$0.50 CSCL03B 

A method for chemical analysis of lunar and planetary 
material by use of alpha particles was investigated, and analytical 
procedures for an alpha-scattering experiment on a suitable lunar 
vehicle were developed. The method makes use of the interactions 
of a collimated beam of energetic, heavy, charged particles, with 
matter, to determine the chemical composition of the sample 
being analyzed. Fundamental studies on this method have been 
carried out in parallel with the development of instruments designed 
to meet the requirements of specific space missions. In discussing 
the results of these studies condideration is given to the scattering 
of alpha particles, the protons produced by alpha particles, the 
role of ionization energy loss by charged particles in interpreting 
the spectra of scattered alpha particles and protons, and an 
interpretation of complex spectra in terms of chemical composition. 
Future prospects of the technique are also mentioned with particular 
emphasis slanted toward use on the Surveyor Lunar Mission. 

AGO. 


N67-12202*# Consultants and Designers, Inc.. Arlington. Va. 
SCIENTIFIC RESULTS OF PROCESSING OF PANORAMAS 
OBTAINED FROM PHOTOGRAPHS OF THE LUNAR 
SURFACE TAKEN FROM "LUNA-9” 

A. L. Lebedinskiy 13 Jun. 1966 13 p Transl. into ENGLISH 

From Reprint of the USSR Acad, of Sci., 1966 
(Contract NAS5-9299) 

(NASA-CR-80180; ST-LPS-10493. rev. 1) CFSTI. HCS1.00/MF 
$0.50 CSCL22A 

Scientific processing of three panoramas transmitted from the 
lunar surface by a Soviet television camera at respective heights 
of 7. 14, and 27° of the sun above the lunar horizon, revealed 
that the landing station was located on the slope of a depression. 
Morphological comparison of the different panoramas led to the 
conclusion that tiny details of the lunar surface structure are: (1) 
lunes or craterlets of small dimensions with hardly noticeable 
rims; (2) linear structures usually intersecting one another in various 
directions; and (3) stones. The predominating type of relief in the 
portion studied constituted circular pits, craters, funnels, and 
craterlets having a minimum dimension of about 5 cm. Judging 
from shadows, the steepness of the inner slopes of craterlets with 
dimensions of more than one decimeter may exceed 41 a . On a 
whole, the picture observed near the lunar station corresponded to 
a gradual disappearance of a superficial layer's matter. G.G. 

N67-12235*# Brown Engineering Co., Inc., Huntsville. Ala. 
Research Labs. 

COMPUTATION OF DEBRIS PROBLEM CAUSED BY ACTIVE 
SEISMIC SHOTS ON THE LUNAR SURFACE 
Charles Broder May 1966 60 p refs 
(Contract NAS8-20166) 

(NASA-CR-78970; R-197) CFSTI: HC S3.00/MF $0.75 CSCL 
03B 

Impact densities and velocity distribution of the debris resulting 
from explosions on the lunar surface were determined. Consideration 
is given to the type of soil that will give the best empirical data. 
Crater volumes and shapes are predicted, and the ejecta patterns 
determined are based on radial ejection of material from the charge 
center. Author 


N67-12239*# Consultants and Designers, Inc.. Arlington. Va. 
SCIENTIFIC RESULTS OF PROCESSING OF PANORAMAS 
OBTAINED FROM PHOTOGRAPHS OF THE LUNAR 
SURFACE TAKEN FROM "LUNA-9” 


A. I. Lebedinskiy 26 May 1966 13 p Transl into ENGLISH 

from reprint of the USSR Acad, of Sci.. 1966 
(Contract NAS5-9299) 

(NASA-CR-80171; ST-LPS-10493) CFSTI: HC $1 00/MF $0 50 
CSCL22A 

Results from the preliminary processing of "LUNA-9" moon 
surface photographs are presented. Three panoramas are shown 
with the sun at 7°. 14°, and 27° above the lunar horizon. Based 
on the consideration of images and morphological comparisons of 
monotypic details in various regions of the panorama, characteristic 
types of microsculptures are outlined and tiny details of the lunar 
surface structure are described. A G O. 


N67-12268*# Bureau of Mines, Minneapolis. Minn. Twin Cities 
Mining Research Center. 

MULTIDISCIPLINARY RESEARCH LEADING TO 
UTILIZATION OF EXTRATERRESTRIAL RESOURCES 
Quarterly Status Report, 1 Jul.-I Oct. 1966 
1 Oct. 1966 32 p refs 
(NASA Order R-09-040-001) 

(NASA-CR-80121) CFSTI: HC $2.00/MF $0.50 CSCL08G 

Physical work in multidisciplinary research on extraterrestrial 
resources centered on the following topics: background information 
analysis on rocks that simulate the range of materials most likely 
to be found on a lunar surface; sample collection and physical 
properties of simulated lunar materials; gas adsorption and outgassing 
of one-inch cube of semiwelded tuff in a vacuum system; static 
and dynamic properties of simulated lunar materials and rocks; 
classification of ground silica into six selected particle size bands; 
development of bombproof laboratory facility for electronic and 
optical instrumentation; literature search on volcanism and ore 
genesis as related to lunar mining; determination of reduction rate 
of silica with carbon; equipment development for vacuum contact 
electrification of minerals; pressure tests on sulfuric acid; and 
other related subjects. G.G. 


NB7-12731# Academy of Sciences (USSR), Leningrad. Pulkovo 
Observatory. 

PHYSICAL OBSERVATIONS OF THE LUNAR SURFACE 

N. A. Kozyrev In NAS-NRC Extraterrest. Life 1966 p 102-123 
refs Reprinted (See N67-12721 03-04) Available from NAS-NRC. 
Washington, D. C.: $6.00 

Observations by Dinsmore Alter of the lunar haze which 
temporarily obscures details of the lunar craters are discussed, as 
are spectral observations of Alphonsus made on November 3, 
1958. Spectrograms of the latter are included; and on one it is 
noted that the ordinary spectrum of the central peak has been 
covered by an additional emission whose most distinctive feature is 
a group of bands with a comparatively sharp red edge at about 
4740A. This is typical of the spectra of cometary heads, and is 
basically a band in the Swan resonance series of the diatomic - 
molecules of carbon. Spectral observations of Alphonsus on October 
23, 1959, indicate that an active volcanic process at least equal 
to the large terrestrial eruptions took place. The axial ridge of the 
Alphonsus crater is considered to be in the stage of formation. It 
is conjectured that the central peaks of lunar craters have the 
same origin as terrestrial ones; and the craters themselves bear a 
similarity to the calderas of terrestrial volcanoes. The fact that the 
lunar craters are larger than terrestrial ones is related to the small 
gravity of the moon as compared to that of earth. M.W.R. 


N67-12746# Chicago Univ.. III. Enrico Fermi Inst, for Nuclear 
Studies. 

AGE OF CRATERS ON MARS 
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N67-12747 


Edward Anders and James R. Arnold (Calif. Univ. f San Diego) In 
NAS-NRC Extraterrest. Life 1966 p Reprinted (See N67-12721 
03-04) Available from NAS-NRC. Washington. D. C.: $6.00 
(Grants NsG-366; NsG-321; Contract AT(11-U-382) 

Rate of crater formation on Mars is calculated to be about 25 
times higher than that on the moon. The crater density observed 
by Mariner IV points to an age only one-sixth that of the lunar 
maria, or 300 to 800 million years. Hence, no conclusions can 
presently be drawn from these photographs concerning the early 
Martian environment. Author 


N67-12747# Oliver Machinery Co.. Grand Rapids, Mich. 

MARS: AN ESTIMATE OF THE AGE OF ITS SURFACE 
Ralph B. Baldwin In NAS-NRC Extraterrest. Life 1966 
p 318-321 refs Reprinted Revised (See N67-12721 03-04) 
Available from NAS-NRC. Washington, D. C.: $6.00 

The age of the Martian surface as seen by Mariner IV 
is calculated to be between 340 and 680 million years on the 
basis of comparisons of Martian and lunar craters. In the small 
area of Mars photographed, crater size varies from 3 to 120 km 
in diameter. It appears highly probable that the surface of Mars 
photographed by Mariner IV is quite young from a geological 
point of view. If the present influx of large infalls on Mars is as 
low as the observed micrometeorite flux near the planet, the age 
of the Martian surface is estimated to be 6.8 x10 s years. 

M.W.R. 


N67-12864# Los Alamos Scientific Lab., N. Mex. 

CONTRIBUTIONS TO THE FEASIBILITY STUDY OF AN 
EARLY LUNAR FLARE 

R. A. Jeffries and Jerry WackerIe 25Jul. 1966 81 p refs 
(Contract W-7405-ENG-36) 

(LA-3453) CFSTI: HC$3.00/MF$0.75 

A limited investigation of certain aspects of the feasibility of 
the ELF concept, a proposal for obtaining chemical and physical 
information about the lunar surface, is described. This information 
will be gathered by the earth-based observation of the impact of 
a highly reactive chemical flare upon the moon. Results are given 
of shock-wave compression measurements of the liquid chlorine 
trifluoride-aluminum mixture currently favored as the flare material. 
Also reported are experiments which demonstrated that modest 
amounts of this mixture do not sustain high-order detonation under 
strong shock loading. Finally, experiments are described which 
were designed to simulate, in reduced scale, the anticipated impact 
event. While some observations of the latter experiments did, on 
cursory study, appear detrimental to the feasibility of the ELF 
proposal, on more careful examination these results were invariably 
caused by experimental limitations and were not due to any 
inherent weaknesses in the concept. Suggestions are made for 
future investigations leading to a more thorough understanding of 
an impact event. Author (NSA) 


N67-12908*# Volt Technical Corp.. Washington, D. C. 

MEASUREMENTS OF GAMMA RADIATION OF THE LUNAR 
SURFACE ON THE SPACE STATION, LUNA-10 
[IZMERENIYA GAMMA-IZLUCHENIYA LUNNOY POVERK- 
HNOSTI NA K0SM1CHESK0Y STANTSII LUNA-10] 

A. P. Vinogradov. Yu. A Surkov. G. M. Chernov. F. F. Kirnozov. 
and G. B. Nazarkina 26 Sep. 1966 12 p refs Transl. into 

ENGLISH from Geokhimiya (Moscow), no. 8, 1966 p 891-899 
(Contract NAS5-12487) 

(NASA-CR-80147; ST-LPS-ACH-10517) CFSTI: HC $1.00/MF 
$0 50 CSCL03B 

Preliminary results are given of measurements of 
gamma-radiation of the lunar surface carried out with a scintillation 


gam ma-spectrometer installed on board Luna-10. These 
measurements covered continental as well as mare regions on both 
the visible and far side of the Moon. The energy range of the 
spectra was from 0.3 to 3.1 Mev, and the integral gamma-emission 
registered at some 15 points was in the same energy range. 
From the comparison of lunar gamma-spectra with the standard 
(calibration) spectra for various types of rocks it could be concluded 
that rocks with the same K, Th and U content as in terrestrial 
acid rocks (of granite type) are absent in the regions of the 
lunar surface where measurements were taken. Judging from the 
experimental data on the intensity of gamma-radiation at the expense 
of natural radioactivity, it may be referred to the level of intensity 
from basic type rocks (of basalt type). The obtained levels of 
concentration of natural radioelements were somewhat overrated. It 
is interesting to note that tektites. as bodies close in their 
composition to acid rocks, evidently cannot have a lunar origin. 

Author 


N07-13O19*# Marshall Labs.. Torrance. Calif. 

SURVEYOR EJECTA DETECTOR MODEL ML 256-1 AND 
185-1 AND SURVEYOR EJECTA DETECTOR GROUND 
SUPPORT EQUIPMENT MODEL ML 260-1 Final Engineering 
Report 

R. Carden. D. Rose, H. Rosenberg, and D. Sassa [1966] 159 p 
(Contract NAS5-3417) 

(NASA-CR-79306; ML/TN-2300.55) CFSTI: HC $5.00/MF $1.00 
CSCL22D 

The design philosophy and detailed engineering analyses 
are presented on the ejecta detector electronic instrumentation for 
dust particle detection on the Surveyor Lander; the ground support 
equipment (GSE); and the battery operated calibrate units. The 
instrument sensor consists of an acoustical sensor with an output 
proportional to, or related to, the momentum of the particle, and a 
thin film capacitor detector. Fabrication and test data are detailed. 
The functions required of the electronics packages are listed as: 
(1) amplify sensor signals and convert them into a binary form 
compatible with the spacecraft telemetry system; (2) store data 
until a new impact occurs and count acoustic and film signals; (3) 
supply inflight calibration signals; and (4) convert spacecraft power 
into various regulated voltages. The GSE units were built to 
simulate all spacecraft power and signals: to provide simulated 
impact signals to the sensor, and visual display of experiment 
outputs; and to operate on external batteries. Also supplied were 
three battery operated calibration units which can be plugged into 
the sensor electronics when the experiment is on the spacecraft 
to supply five additional calibration signals. M.G.J. 


N67-13225*# National Aeronautics and Space Administration. 
Goddard Space Flight Center, Greenbelt. Md. 

NON-DISPERSIVE X-RAY EMISSION ANALYSIS FOR 
LUNAR SURFACE GEOCHEMICAL EXPLORATION 
J. I. Trombka. I. Adler. R. Schmadebeck. and R. Lamothe (Melpar. 
Inc.) Aug. 1966 80 p refs 

(NASA-TM-X-55596; X-641-66-344) CFSTI: HC S2.50/MF $0.75 
CSCL22A 

An instrument for- use in the diagnosis of the lunar surface 
is described, as well as a computer program for data reduction. 
The advantages of using alpha particle excitation are discussed, 
excitation sources are considered, and detector and electronics 8re 
described. Data analysis procedures are reported, and details 
are given on an analytical approach, nature of the pulse-height 
spectrum, and formulation of the linear least square analysis. 
Finally, the least square technique is applied to an experimental 
problem. LE.W. 
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N67-13228*# Chicago Univ., III. Enrico Fermi Inst, for Nuclear 
Studies. 

AN INSTRUMENT FOR LUNAR SURFACE CHEMICAL 
ANALYSIS 

Anthony Turkevich. Karlfried Knolle, Richard E. Emmert, Wayne A. 
Anderson. James H. Patterson (Argonne Natl. Lab.) et al May 
1966 44 p refs Submitted for Publication Prepared in cooperation 
with Argonne Natl. Lab. and JPL 

(Contracts NAS7-100; JPL-950750; JPL-950315; Grant 
NsG-127-61) 

(NASA-CR-75747; EFINS-66-49) CFSTI: HC $2.00/MF $0.60 
CSCL 03A 

An instrument was designed and constructed that utilizes 
the interactions with matter of monoenergetic alpha particles for 
surface chemical analysis. The source of alpha particles is a 
radioactive nuclide such as Cm 24 ^. The energy spectra of 
backscattered alpha particles are measured with semiconductor 
detectors. Other detectors (with gold foils over them to eliminate 
alpha particles) register protons from (cr.p) reactions. Transistorized 
electronics provide 128-channel pulse-height analyzers for both 
alpha and proton spectra. The specific unit designed for the Surveyor 
Lunar Mission weighs less than 4 kg and uses less than 1.3 
watts. Author 


N67-13234*# Volt Technical Corp., Washington. D. C. 

ON A POSSIBLE STRUCTURE OF THE SURFACE LAYER 
OF THE MOON [O VOZMOZHNOY STRUKTURE 
POVERKHNOSTNOGO SLOYA LUNY] 

G. N. Durnev, Yu. P. Zarichnyak, and B. L. Muratova 22 Nov. 
1966 12 p refs Transl. into ENGLISH from Izv. Vyssh. Ucheb. 
Zavedo , Radiofiz. (Gor'kiy). v. 9. no. 5, 1966 p 849-857 
(Contract NAS5-12487) 

(NASA-CR-80579; ST-LPS-RA-10539) CFSTI: HC S1.00/MF 
$0.50 CSCL03B 

An analytical expression has been derived for an effective 
thermal conduction of bodies of various structures. The solution of 
an inverse problem is considered, i.e., the determination of the 
structure of a body by an effective coefficient of thermal conduction. 
Consideration is also given to a possible structure of the lunar 
surface layer, based on the analysis of radioastronomical data relative 
to the parameter y = (Xpc)”V* and some additional assumptions. 

Author 


N67-13243*# Chicago Univ.. III. Enrico Fermi Inst, for Nuclear 
Studies. 

THE CHEMICAL ANALYSIS EXPERIMENT FOR THE 
SURVEYOR LUNAR MISSION 

Anthony L. Turkevich. Karlfried Knolle, Ernest Franzgrote (JPL), 
and James H. Patterson (Argonne Natl. Lab.) May 1966 30 p 
refs Submitted for Publication Prepared jointly with JPL and 
Argonne Natl. Lab. 

(Contract NAS7-100; Grant NsG-127-61; Contracts JPL-950315: 
JPL-950750) 

(NASA-CR-75748; EFINS-66-47) CFSTI: HC S2.00/MF $0.50 
CSCL 22A 

An experiment has been designed to determine the chemical 
composition of the lunar surface on the Scientific Surveyor 
soft-landing missions to the moon. The instrument employed utilizes 
the characteristic spectra of backscattered alpha particles and 
protons from (a. p) reactions to establish the elements present in 
8 sample. The instrument can determine the amounts of most 
elements present in rocks with a sensitivity and accuracy of about 
one atomic per cent. Satisfactory analyses have been obtained of 
a variety of terrestrial samples. Author 


N67-13497# Jet Propulsion Lab., Calif. Inst, of Tech.. Pasa¬ 
dena. 

LUNAR SLOPE ANGLES AND SURFACE ROUGHNESS 
FROM RANGER PHOTOGRAPHS 

Raoul Choate in Mich. Univ. Proc. of the 4th Symp. on Re¬ 
mote Sensing of Environment Jun. 1966 p 411-432 refs 
(See N67-13461 04-14) CFSTI: HC$8.75/MF$3.50 
(Contract NAS7-100) 

Error in the estimates of large slope angles of lunar craters 
due to the interpretation of the dark areas in the craters in 
photographic prints as shadows are discussed. Recent work 
has demonstrated that most slopes in the Ranger impact areas 
have small angles. Most craters have uniform slopes with a 
short, nearly horizontal central portion and gently rounded 
rims. i.e.. they have slightly modified conical cross sections. 
The angle of repose of lunar material as measured from maxi¬ 
mum slope angle of taius-like slopes is probably 33° to 35° 
Slope angle, local relief, and surface roughness measurements 
indicate that the topography in the impact areas of Rangers 
7, 8, and 9 probably developed from the same geomorphic 
processes and is at or near equilibrium. KW. 

N67-13502# Barringer Research. Inc., Natick, Mass. 

STUDIES OF THE RADAR PROPERTIES OF ROCKS IN 
VACUUM AND THE DESIGN OF A SPECIALIZED RAOAR 
FOR MEASURING STRATIFICATION FEATURES OF THE 
LUNAR AND TERRESTRIAL SURFACE 

D. W. Holds worth and A. R. Barringer in Mich. Univ. Proc. 
of the 4th Symp. on Remote Sensing of Environment Jun. 
1966 p 474-487 (See N67-13461 04-14) CFSTI: HC 
$8.75/MF$3.50 

Very high frequency radar techniques were used to detect 
and map subsurface discontinuities such as soil layering, rock 
interfaces, and such discrete bodies as ore deposits in lunar 
and other planetary surfaces. Experiments were carried out 
using various materials that might be expected to be similar 
to lunar rocks and soils. These materials were crushed to various 
sizes and measured under extremely dry and vacuum dried 
conditions. The loss tangents, dielectric constants, and re¬ 
flectivities were measured. Experimental results substantiate 
the case for sounding the lunar surface in the same manner as 
the present sounding of polar ice caps. S.P. 

N67-13662*# Bern Univ. (Switzerland). Physikalisches In- 

stitut. 

STUDIES ON THE RADIOACTIVE DATING OF THE 
LUNAR SURFACE Final Report 
P. Eberhardt and J. Geiss Aug. 1966 15 p refs 
(Grant NsG-157-61) 

(NASA-CR-80730) CFSTI: HC S1.00/MF $0.50 CSCL 03B 
The feasibility of remote-controlled rare gas analysts was 
investigated in an effort to develop a simple, lightweight rugged 
rare gss extraction and purification system with negligible ex¬ 
ternal power consumption. A high-temperature extraction sys¬ 
tem with a chemical reaction as a heat source was examined. 
Thermite, a mixture of iron oxide and aluminum, was used as 
the energy source. Temperatures higher than 1500*C were 
reached, and the heat of solidification of the molten iron pro¬ 
longed the period of time the sample was at high temperature. 
A molybdenum extraction crucible lined with titanium sponge 
and containing a graphite liner was used. Total weight of the 
system is less than 500 g, the diameter is 7 cm, and the 
length is 13 cm. Performance of the extraction system is 
discussed. K.W. 


N67-14250*# National Aeronautics and Space Administration. 
Langley Research Center. Langley Station, Va. 

LUNAR STAY TIME EXTENSION MODULE 
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N67-14256 


Charles 1. Tynan, Jr. In its Selected Papers on Environ, and 
Attitude Control of Manned Spacecraft Dec. 1966 p 67-77 
(See N67-14243 04-31) CFSTI: HC$2.50/MF$0.75 

A contractual and inhouse research effort to develop the 
technology for extending man's stsy time on the lunar surface is 
discussed. Parameters such as lunar environment crew size, stay 
time, mission objectives, and integration with logistic vehicles have 
been considered with respect to their effect on the configuration 
and design of expandable modules and supporting subsystems. An 
expandable lunar shelter, referred to as a stay time extension 
module, has been designed and a full-scale laboratory model of the 
shelter is being fabricated. The shelter structure, subsystems, and 
expendables to support 2 men on the lunar surface for 8 days 
should weigh 1,276 pounds and be capable of being packaged in 
canisters attached to the base of a manned lunar excursion 
module for transportation to the lunar surface. Test programs to be 
conducted with the full-scale shelter model and samples of its wall 
structure should make significant contributions to the advancement 
of expandable structures technology for lunar shelters and other 
space structures applications. Author 


N67-14256*# Lincoln Lab., Mass. Inst, of Tech.. Lexington. 
RADAR PROPERTIES OF THE MOON 
Tor Hagfors [1966] 12 p refs 
(Contract NSR-22-009-106) 

(NASA-CR-80849) CFSTI; HC$1.00/MF$0.50 CSCL03B 

Radar methods applied to the study of the lunar surface 
are reviewed, and it is noted that obtained radar data indicate a 
porous, undulating surface strewn with rock-like structures. The 
rayed craters are considered to be both rougher and denser than 
their surroundings. It is concluded that detailed radar observations 
of the landing areas of the Surveyor satellites might resolve some 
of the disagreement about the physical nature of the lunar surface. 
Radar mapping methods can be applied relatively inexpensively to 
the entire visible portion of the lunar surface, and the physical 
nature of unexplored areas can be determined through radar by 
simple extrapolation. Further, lunar radar mapping can be extended 
to planetary investigations. M.W.R. 


N67-14281# Manchester Coll, of Science and Technology 
(England). Dept, of Physics. 

LABORATORY SIMULATION OF LUNAR LUMINESCENCE 
Scientific Summary Report No. 2, Mar. 1966-Mar. 1966 
J. E. Geake Apr. 1966 14 p refs 
(Contract AF 61(0521-798) 

(AFCRL-TR-66-665; AD-640495) CFSTI: HC$1.00/MF$0.50 
The report concerns mainly further investigation of the 
proton-excited luminescence of meteoritic material. The source of 
the different types of luminescence from the enstatite achondrites was 
elucidated by neutron activation analysis, and the characteristic 
luminescence spectra of difference classes of meteorites were 
investigated. The effect of proton damage both on the efficiencies 
and on the spectra were investigated; it was also found that 
heating produces recovery from damage, and this process is being 
studied. TAB 


N67-16043# General Electric Co.. Philadelphia. Pa. Missile and 
Space Div. 

DESIGN AND ANALYSIS OF SOLID AND HOLLOW CUBE 
CORNER REFLECTORS AND HOLDERS 
William M. Meyers 15 Jul. 1966 77 p refs 
(Contract AF 19(628)5841) 

(AFCRL-66-563; Doc.-66SD4431; SR-1; AD-640497) CFSTI: 
HC$3.00/MF$0.75 

The report describes the design and analysis of two types 
of cube corner reflectors, solid and hollow. If placed on the lunar 


surface with the aid of suitable soft landing spacecraft optical 
cube corners could be used with an earth laser system for selenodetic 
studies of the moon. With proper sun shielding, it should be 
possible to operate the cube corner reflector system during 100 
percent of the lunar night and approximately 30 to 50 percent of 
the lunar day. Considering the displacement (due to velocity 
aberration) of the returned signal to colocated sending/ receiving 
optics to the observatory by a lunar retroreflector, a maximum 
return is obtained using a reflector aperture of 11 centimeters for 
laser radiation of 7000A. The advantages and disadvantages of 
the hollow and solid cube corner designs are discussed. Final decision 
as to the one which is most suited to this application must await 
the outcome of environmental testing. Author (TAB) 


N67-16124*# National Aeronautics and Space Administration. 
Langley Research Center, Langley Station, Va. 

PROBLEMS OF MAN'S ADAPTATION TO THE LUNAR 
ENVIRONMENT 

William Letko, Amos A. Spady, Jr., and Donald E. Hewes In its 
The Role of the Vestibular Organs in Space Exploration 1966 
p 25-32 refs (See N67-15121 05-04) GPO: HC $2.00; CFSTI: 
MFS3.35 

Experimental observations indicate that with some training 
man should be able to maintain his equilibrium and orientation on 
the lunar surface. Effects of reduced gravity on the human body 
are reported; and relative motions of various body members while 
walking, loping, and sprinting are found to be quite different for 
the earth and lunar gravities. Not only are there large differences 
in amplitudes and rates of motion of these body members, but 
large differences in the body lean or back angle are seen as well 
as a large variation in back angle with rate of locomotion. These 
experiments indicate that man can maintain his equilibrium even 
while running at about 13 ft /sec; and results indicate that 
wearing a suit pressurized to 3.7 psi would not alter these general 
conclusions. Additional experiments in reduced-gravity simulators 
and in 1/6-g parabolic flight are considered necessary. M.W.R. 


N67-15400*# Arizona Univ., Tucson. 

COMMUNICATIONS OF THE LUNAR AND PLANETARY 
LABORATORY, NOS. 58-59 

1966 80 p refs Its Vol. 4. Pt. 1 
(Grant NsG-161) 

(NASA-CR-81160) CFSTI: HC $3.00/MF $0.65 CSCL 03A 

An attempt is made to interpret the Range VII photographs 
and to assess their impact on lunar science. First, a classification 
is presented of the lunar maria based on their gross structure as 
found from Earth-based photography. Mare Cognitum is seen to 
be an impact mare, its basin having been formed well before that 
of Mare Imbrium. The vertical structure of the maria in general at 
the intermediate scale is discussed based on photography at very 
low Sun angles and on color photography with a wide base line. 
Next results concerning the presence or absence of a cosmic dust 
layer are considered. From high-resolution color photography it is 
concluded that no such layer covers the Moon, although the 
uppermost meter or more has undoubtedly been contaminated with 
cosmic debris. Data on lunar craters, crater rays, and the physical 
and mechanical structure of upper layers of the mare floor are 
reviewed. $ P 


N67-15494*# Israel Program for Scientific Translations, Ltd., 
Jerusalem. 

THE MOON 

A. V. Markov In its Phys. of the Solar System, Vol. 3 1966 

p 238-263 refs (See N67-15484 06-30) CFSTI: HC$3 00/MF 
$0.65 
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N67-16602 


The nature of the lunar surface is studied from the standpoint 
of the prospective landing of men on the Moon. It is noted that 
the lunar surface is quite different from the surfaces of all the 
planets in the solar system except Mercury. Photometric and 
polarization properties of the highly irregular lunar topography are 
considered, and studies of the lunar crust temperatures using 
heat receivers and radio methods are described. Endogenous and 
exogenous hypotheses of lunar relief formation are explained, and 
data on the structure of the other side of the Moon obtained 
from rocket flights are reported. A.G.O. 


N67-15993# Boeing Scientific Research Labs., Seattle, Wash. 
Mathematics Research Lab. 

LUNAR RESEARCH ON THE MOON 

Zdenek Kopal and Wayne A. Roberts Aug. 1966 34 p refs 

Its Mathematical Note No. 479 

(D1-82-0562; AD-641127) CFSTI: HC$3.00/MF$0 65 

An outline of our present knowledge of the composition 
and internal structure of the Moon and of its surface environment 
is given in so far as it may affect our ability to establish a lunar 
base, and to define objectives for investigations to be carried out 
there. An outline of the methods to be used in such work is also 
presented. It is stressed that the main objectives of the first lunar 
laboratory should be an investigation of the vertical structure of 
the surface to a depth of 100 - 1000 meters by direct methods 
(drilling), and down to its center by indirect methods, in order to 
provide a three-dimensional extension to two-dimensional 
prospecting of the surface from orbiting spacecraft. TAB 


N67-16015* Maryland Univ., College Park. Dept, of Physics. 

OPTICAL RADAR USING A CORNER REFLECTOR ON THE 
MOON 

P. L. Bender, J. E. Faller (Joint Inst, for Lab. Astrophys), R H. 
Dicke (Princeton Univ ), P. A. Franken (Mich. Univ ), C. 0. Alley et 
al In its Study of the Phys. of Laser Radiation 15 Oct. 1966 
3 p refs Repr. from J. Geophys. Res., v. 70. no. 9, 1 May 
1965 p 2267-2269 (See N67-16014 06-16) CFSTI: HC 
S3.00/MF $0.65 

In the optical radar system considered, the pulsed or continuous 
wave laser beam is sent through a transmitting telescope which 
tracks the corner reflector on the moon's surface. A small part of 
the reflected light is collected by the receiving telescope, which 
aiso tracks the reflector. The correlator measures the light travel 
time to the reflector and back. A formula is given for approximating 
the efficiency of such a system, that is the ratio of the number 
of received to the number of transmitted photons. This indicates 
the need for a high power laser as the light source, since the 
expected return from the corner reflector is some 100 times stronger 
than that due to diffuse scattering by the lunar surface. It is also 
pointed out that the corner reflector and its mounting must be 
designed carefully in order to avoid environmental problems on the 
moon's surface. The passivity and the expected reliability of the 
corner reflector, and the high accuracy of the optical ranging are 
cited as the chief advantages of the system. M.G.J. 


N67-16104*# Arizona Univ , Tucson. 

PRELIMINARY DRAWINGS OF LUNAR LIMB AREAS, VI 

Alika K. Herring 4 Aug. 1965 In its Common, of the Lunar and 
Planetary Lab., Vol. 4. Pt. 4 1966 p 133-140 refs (See 

N67-16101 06-30) 

(Grant NsG-161-61) 

Interpretive drawings, and the rectified photographs on which 
they were based, are presented for Area 22 and Areas 28 and 
29. These extend the west lunar limb from 30° south latitude to 
the south pole. N.E.N. 


N67-16107*# Arizona Univ . Tucson. 

WAVELENGTH DEPENDENCE OF POLARIZATION, IV: 
VOLCANIC CINDERS AND PARTICLES 

David L. Coffeen 29 Dec. 1964 In its Commun, of the Lunar 
and Planetary Lab., Vol. 4. Pt 4. 1966 p 157-167 refs Repr. 
from Astron. J., v. 70. no. 6, Aug. 1965 p 403-413 Sponsored 
byONR (See N67-16101 06-30) 

Five laboratory samples were measured for comparison 
with the moon, using a Wollaston photopolarimeter with filters 
near 0.36, 0.53, and 0.97 //, having the sun as light source. Three 
of the samples were porous dust layers of ground volcanic cinder 
particles smaller than 37 in fairy-castle structures. The other 
two were: a porous but solid lava fragment, and the same fragment 
covered with a fairy-castle dust layer made from the same lava. 
The solid lava fragment is more highly polarized than the moon, 
and has essentially no wavelength dependence. The wavelength 
and phase dependence of the lunar polarization is closely matched 
by the fairy-castle structures. No dependence of polarization on 
sample orientation was found for the volcanic materials. Differential 
photometry was done with the same filters using a smoked MgO 
layer as comparison. All samples show a linear brightness increase 
(in magnitudes) from 50° to 20° phase, similar to the moon. The 
fairy-scale structures show an appreciable opposition effect in the 
ultraviolet which, however, almost disappears in the green and 
infrared. Author 


N67-16369# Illinois Univ., Urbana. Electrical Engineering 
Research Lab. 

IONOSPHERIC RESEARCH Quarterly Progress Report, 1 
Apr .-30 Jun. 1966 

H. D. Webb Ft. Monmouth, N. J., Army Electron. Command, 
Oct. 1966 27 p 

(Contract DA-36-039-AMC-03703(E)) 

(EC0M-03703-11; QPR-11; Rept-11; AD-641795) CFSTI: HC 
$3 00/MF $0.65 

Moon-reflected signals were received on 36 days for a 
total of approximately 378 hours at 150.6 me and approximately 
67 hours at 413.25 me. Tables and a graph of observation times 
are presented. Calculations are virtually complete through the April 
observations. The influence of the April 15 solar flares is not 
evident in the data. Quarterly averages of electron content centered 
around March 21, June 21, and September 21 are presented. The 
one centered around Jun 21 shows the late afternoon maximum 
that appears in the summer. The gain of the 28 foot paraboloid 
using the sun as a source and a comparison method is 18.9 plus 
or minus 0.5 db. A phase-lock unit to keep the 150.6 me receiver 
tuned is being built and installed as part of an automatically 
operated station. A coordinate converter to control the antenna 
was procurred. The evaluation of methods of resolving the n x 180 
degrees ambiguity in lunar Faraday rotation data and the calculation 
of electron temperatures is being continued. The Atlas of Lunar 
Data for 1961 through 1964 is ready for printing Volume IV of the 
atlas, for 1965 data, is being prepared. Author (TAB) 


N67-16587# TRW Systems, Redondo Beach, Calif. 

MANNED EXPLORATION, COLONIZATION AND 
EXPLOITATION OF THE LUNAR SURFACE Selective 
Bibliography 

L. R. Magnolia 10 Oct. 1966 9 p refs Its Lit. Survey 26 
(TRW-99900-6045-T000; AD-641973) CFSTI: HC S3.00/MF 
$0.65 

The report lists 124 rpferences which are all available to 
the public. TAB 


N67-16602* Stanford Univ., Calif. Radioscience Lab. 

RESEARCH AT THE STANFORD CENTER FOR RADAR 
ASTRONOMY Semiannual Status Report, 1 Jul.-31 Dec. 1967 
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N67-16603 


Jan. 1967 16 p refs 
(Grant NsG-377) 

(NASA-CR-81306; SASR-8) CFSTI: HC $3.00 CSCL03A 

Progress is reported in a number of theoretical and 
experimental investigations in radio and radar studies of space 
plasmas, lunar and planetary surfaces, communication theory, and 
spacecraft instrumentation. Of particular interest are a program of 
data analysis for an FM-CW lunar radar experiment and a program 
involved with the reception of Lunar Orbiter's S-band telemetry 
signals. Other areas discussed are planetary surface mapping, optical 
analysis of radar images, planetary atmosphere and ionosphere, 
signal processing, a solar radar program, signal channel coding 
schemes, and electron density determinations. C.T.C. 


E. Azmon Dec. 1966 4 p 
(Contract NAS7-358) 

(NASA-CR-81339) CFSTI: HC$3.00/MF $0.65 CSCL08D 

It is reported that effort was concentrated on the analysis 
of gabbro and serpentine, on the completion of analysis of an 
artificial olivine, and on determining the petrographic properties of 
cast and formed geometric shapes. A pressure versus temperature 
genesis diagram for gabbro, and photographs of cast basalt and 
obsidian dust are included. C.T.C. 


N67-16603*# Boeing Co., Seattle, Wash. Space Div. 

A STUDY OF THE LUNAR ORBITER REGARDING ITS 
ADAPTABILITY TO SURFACE EXPERIMENTS UTILIZING A 
FLY-BY AND EARTH RETURN TRAJECTORY Final Report 

6 Oct. 1966 118 p 
(Contract NAS 1-6216) 

(NASA-CR-66269; D2-100690-4; L-6753) CFSTI: HC $3.00/MF 
$0.65 CSCL22C 

The lunar flyby and earth return trajectory was duplicated 
closely using Lunar Orbiter trajectory programs. Targeting the 
Atlas/Agena booster for this specific trajectory requires that: (1) 
the Agena use a long coast, between 1/2 and 1 orbit, and (2) 
launch time and azimuth be tied to a single value; this reduces the 
customary launch window of 2 to 4 hours. Major conclusions are 
that the trajectory could be flown by the Lunar Orbiter, but other 
free-return trajectories not constrained to a specific time would be 
easier. Accuracy obtained with Lunar Orbiter is adequate with two 
midcourse corrections each way; requirements being 211 m/second 
out of an available 912 m/second. Tracking and orbit prediction 
capability of MSN could be fully exercised with no change to 
Lunar Orbiter or MSN if spacecraft command and control is left 
with DSIF and SFOF at Pasadena. The mission plan must take into 
account thermal, power, communication, video transmission, and 
DSIF and MSN tracking requirements. An additional 64 pounds 
could be carried on the mission without off-loading propellant, and 
the spacecraft could be placed into an earth orbit upon return 
instead of reentering and being destroyed by using the unspent 
propellant. C.T.C. 


N67-16611* Douglas Aircraft Co.. Inc., Santa Monica, Calif. 
Missile and Space Systems Div. 

EXPERIMENTAL INVESTIGATION OF ULTRA-HIGH 
VACUUM ADHESION AS RELATED TO THE LUNAR 
SURFACE Quarterly Progress Report, 1 Oct.-31 Dec. 1966 

J. A. Ryan 26 Jun. 1964 26 p ref 
(Contract NAS7-307) 

(NASA-CR-81348; QPR-10) CFSTI: HC$3.00 CSCL22A 

Studies have been concerned with measurements of adhesion 
between various silicate minerals whose surfaces have been formed 
by cleavage in ultrahigh vacuum, and with modifications in the 
present experimental apparatus to provide further information as to 
the nature of the adhesional forces acting. Of particular note is 
the highly varied behavior of the long range attractive force which 
has become more evident. This force field appears often to be 
anisotropic on a macroscopic scale, forcing the samples into their 
pre-cleavage orientation even when a significant mismatch is 
initially present, An electrometer probe is being fabricated for 
installation in the vacuum system. This probe will be used to obtain 
plots of the charge distribution over the surface. Author 


N67-16619*# Northrop Space Labs.. Hawthorne, Calif. 

DEVELOPMENT OF TECHNOLOGICAL CONCEPTS 
LEADING TO THE BENEFICIAL USE OF LUNAR MAGMA 
PRODUCTS Technical Progress Report, Oct.-Dec. 1966 
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A66-18265 


1966 

IAA ENTRIES 


A66-16783 # 

DEPTH OF THE LUNAR DUST. 

Leonard D. Jaffe (California Institute of Technology, Jet Propulsion 
Laboratory, Pasadena, Calif. ). 

Journal of Geophysical Research, vol. 70, Dec. 15, 1965, 
p. 6129-6138. 18 refs. 

The appearance of laboratory craters overlain by various thick¬ 
nesses of sand has been compared with that of lunar craters, 3 to 
13, 000 meters in diameter, shown in ten photographs obtained by 
the Ranger 7 spacecraft. Results obtained are consistent with an 
interpretation that at least 5 meters of granular material, and 
probably considerably more, is deposited on the area of Mare 
Cognitum shown in these photographs. (Author) 


A66-16784 # 

STRENGTH OF THE LUNAR DUST. 

Leonard D. Jaffe (California Institute of Technology, Jet Propulsion 
Laboratory, Pasadena, Calif. ). 

Journal of Geophysical Research , vol. 70, Dec. 15, 1965, p. 6139- 
6L46. 8 refs. 

Determination of the strength of the overlay of granular material 
on the moon. Lunar surface material must have at least enough 
strength to permit maintenance, against lunar gravity, of the crater 
wall elopes and heights observed in the Ranger 7 photographs. These 
photographs showed craters that appeared to be fully covered with 
dust and, at the same time, that had fairly steep slopes. Specific 
criteria used were: (1) crater image large enough to permit 
reasonably accurate measurements; (2) uniform round shape with no 
obvious irregularities within crater or at rim; (3) soft appearance 
suggesting substantial dust cover; (4) brightness of crater sides 
similar to that of bottom, rim, and surrounding terrain; and (5) 
shadow pattern suggesting fairly steep slopes. Slopes and heights 
in craters which appear to be overlain with granular material permit 
setting lower bounds to its strength. The lower bound for the mass 
bearing capacity is 10 g/cm^ on a strip of 0.1 m width, and 100 
g/cm^ on a strip of 1 m width. M.F. 


A66-16788 # 

BEARING STRENGTH OF "FAIRY CASTLE" STRUCTURES. 

Leonard D. Jaffe (California Institute of Technology, Jet Propulsion 
Laboratory, Pasadena, Calif.). 

Journal of Geophysical Research , vol. 70, Dec. 15, 1965, p. 6268- 
6270. 10 refs. 

Measurements of bearing strength of the lunar surface. To 
explain the optical properties of the lunar surface, Hapke and Van 
Horn suggested that the outer layer is made up of rock particles, 
a few microns in diameter, which maintain a very high porosity by 
interparticle adhesion. They termed this a "fairy castle structure. " 
The materials used were silica and alumina. Cohesion was measured 
by determining the height of vertical cut that the material would 
maintain for a short time. The cohesion was found to be about 
5 x 10^ dynes/cm^ for all samples. The measured bearing capacities 
are tabulated. It is evident from the table that the bearing capacity 
of the fairy castles depends very strongly on the percent solid. 
Conditions used in these tests differ from those of interest on the 
moon in three important respects; bearing size, gravity field, and 
atmosphere. The values calculated from test results provide only 
lower bounds for the strength of fairy castles under lunar surface 
conditions. M.F. 


A66-17456 

STRUCTURES INSIDE A LUNAR CRATER PHOTOGRAPHED BY 
RANGER VII. 


Vern G. Smalley and Luciano B. Ronca (USAF, Office of Aerospace 
Research, Cambridge Research Laboratories, Lunar-Planetary 
Research Branch, Bedford, Mass.). 

Nature , vol. 208, Dec. 4, 1965, p. 930-933. 

Investigation of the origin and nature of three structures in a 
235-mi lunar crater. The structures were revealed in frame num¬ 
ber 199 of Ranger 7's (1964 41A) camera A. Three-dimensional clay 
models, tonal contour maps, and over-exposed under-developed 
prints were used to study the features. On the basis of the structure 
determined for the three features, it is thought that impact is an 
unlikely explanation for their origin. Endogenous activity is con¬ 
sidered the most likely mechanism. R.A.F. 

A66-17729 # 

THE DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA. 

Leslie G. Polgar and John R. Howell (NASA, Lewis Research 
Center, Cleveland, Ohio). 

American Institute of Aeronautics and Astronautics, and Institute 
of Navigation, Astrodynamics Specialists Conference, Monterey, 
Calif., Sept. 16, 17, 1965, Paper . 16 p. 13 refs. 

Analysis of the directional radiative characteristics of a right 
circular conical cavity, having diffuse gray walls, in order to com¬ 
pare the results with the reflective characteristics of the moon. A 
beam of parallel solar radiation is considered as impinging upon 
the cavity at a certain angle, and a Monte Carlo analysis is used to 
determine the directional reflectivity of the cone. The parameters 
varied are the cone angle, surface absorptivity, and the angle of 
incidence of the solar radiation. The directional receptivity of a 
right circular cone with a 30° cone angle and a surface absorptivity 
of 0. 5 is found to compare well with experimental photometric 
results for the lunar surface. Implications of this result, for as¬ 
certaining the nature of the lunar surface, are noted. P. K. 


A66-18090 

OBSERVATIONAL MANIFESTATIONS OF THE INTERACTION OF 
THE LUNAR SURFACE WITH INTERPLANETARY SPACE. 

Zdenek Kopal (Manchester, University, Dept, of Astronomy, 
Manchester, England). 

IN: PLASMA SPACE SCIENCE SYMPOSIUM, CATHOLIC UNIVER¬ 
SITY OF AMERICA, WASHINGTON, D.C., JUNE 11-14, 1963, 
PROCEEDINGS. [A66-18072 07-30] 

Edited by C. C. Chang and S. S. Huang. 

Dordrecht, Netherlands, D. Reidel Publishing Co. , 1965, p. 317- 
323; Discussion, p. 324-331. 9 refs. 

Contract No. AF 6l(052)-380. 

Discussion of the nature of the energy source that is responsible 
for the luminescence of the lunar surface. Results of photographic 
(narrow-band filter) and spectrographic observations are examined 
to determine the extent to which such factors as the solar wind, 
solar corpuscular radiation, solar electromagnetic radiation, and 
radioactivity of the lunar surface can contribute to lunar luminosity. 
It is seen that it will not be possible to answer the question of the 
source of lunar Luminosity with any certainty until indications of 
luminosity on the dark side of the moon have been obtained. Of 
great significance is seen to be the discovery by Manchester astron¬ 
omers that during the day the surface of the moon emits luminous 
radiation, with indications of band structure, of an intensity of up 
to 9% of the ambient continuum; the intensity is not uniform over the 
lunar surface (indicating that the surface is composed of different 
materials) and also varies with time. These data, however, are 
still too sparse to permit a correlation of the fluctuations with any 
specific aspect of solar activity. V.P. 

A66-18265 

TOPOGRAPHY OF THE MOON. 

Zdenek Kopal (Manchester, University, Dept, of Astronomy, 
Manchester, England). 

Space Science Reviews , vol. 4, Sept. 1965, p. 737-855. 101 refs. 

Outline of methods for determining the exact shape of the lunar 
surface from observations which can be made from the earth, and 
brief discussion of the results that have so far been obtained by their 
application. The global form of the moon, the definition of lunar 
coordinates, and relative coordinates on the moon and their de¬ 
termination are considered, and a descriptive survey of formations 
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on the lunar surface is provided. Other subjects discussed are the 
origin of lunar formations, the lunar surface as an impact counter, 
and lunar stratigraphy. The optical lib rations of the moon are treated 
in an appendix. M. M. 


A66-18733 

SPECTRAL RESPONSE OF RANGER TV CAMERAS - MEASURE¬ 
MENT AND USE. 

L. Herczeg (Radio Corporation of America, Defense Electronic 
Products, Astro-Electronics Div. , Princeton, N.J.). 

IN: SPACE ELECTRONICS. 

Camden, N.J. , Radio Corporation of America, 1965, p. 34-39. 

All of the parameters of the Ranger TV cameras are fixed, and 
the electrical output of the cameras depends only on the luminance 
of the lunar scene. This output must be known in order to set the 
gain of the video amplifiers. However, a problem arises in that 
there is no usable source which approximates the moon's spectral 
distribution and luminance; therefore, some other source must be 
used, and, based on its spectral distribution, its luminance will be 
set to provide the same output from the camera as would be provided 
if the lunar scene were observed. This paper describes the method 
for determining the luminance of this artificial source; also discussed 
are methods for measuring the spectral response of camera systems. 

(Author) 

A66-18768 

LUNAR EXPERIMENTS - THE MOON AS A SITE FOR CERTAIN 
PHYSICAL MEASUREMENTS. 

R. D. Hill (Defense Research Corp. , Santa Barbara, Calif.). 

Science , vol. 151, Jan. 14, 1966, p.195, 196. 6 refs. 

Discussion of the surface of the moon as an ideal location for 
conducting certain experiments with elementary particles. If the 
lunar surface becomes available for conducting physical experi¬ 
ments it may be suited to thermal neutron, molecular, and atomic 
beam measurements. The possibilities of applying these beams to 
communication on the moon's surface are discussed and it is shown 
that ample particle intensities could be received at distant detectors; 
therefore, information could be transmitted between any two sta¬ 
tions on the surface of the moon. D. P. F. 


A66-19264 

THE SELENODETIC CONTROL SYSTEM OF THE AERONAUTICAL 
CHART AND INFORMATION CENTER OF THE U.S. AIR FORCE. 

C. L. Goudas (Boeing Co., Scientific Research Laboratories, 
Mathematics Research Laboratory, Seattle, Wash.). 

Icarus , vol, 4, Dec. 1965, p. 528-543. 25 refs. 

Values of the coefficients Jjj and J 1 ij °f the expansion into 
spherical harmonics of the surface of the moon as this is presented 
by the Selenodetic Control System of the Aeronautical Chart and 
Information Center (ACIC) of the USAF are derived. Data for the 
Marginal Zone are taken from the maps of Watts and Hayn and the 
measurements of Davidson and Brooks. It is found that the present 
values are in good agreement with those derived on the basis of the 
same data derived by Schrutka-Rechtenstamm and the Army Map 
Service. The ACIC Control System approximates best the figure of 
the Moon as this is derived from the study of its physical libration 
on the assumption of homogeneity. (Author) 

A66-19265 

A NOTE ON LUNAR RAY SYSTEMS. 

T. W. Rackham (Manchester, University, Dept, of Astronomy, 
Manchester, England). 

Icarus , vol. 4, Dec. 1965, p. 544-546, 

Comments on certain lesser ray systems on the moon. A 
description is given of the crater Delambre and of the area north of 
Bonpland J, according to photographs taken with the aid of Ranger 
spacecraft. An attempt is made to count the number of craters and 
craterlets in these areas of the moon. A. B.K. 


A66-1941 7 # 

LUNAR CRATER DISTRIBUTION FROM THE RANGER 7 PHOTO¬ 
GRAPHS . 


Robert T. Brinkmann (Florida, University, Dept, of Physics 
and Astronomy, Gainesville, Fla.). 

Journal of Geophysical Research , vol. 71, Jan. 1, 1966, p. 340-342. 
Grant No. NsG-429-S-l. 

Extension of the work of Miller on lunar crater distribution, 
from earth-bound telescopic data and analysis of the Ranger 7 
photographs. The validity of Miller's suggestion that secondary 
craters are present in significant abundance in the smaller sizes 
is reaffirmed. An approximate expression is derived for the secon¬ 
dary distribution corresponding to aprimary distribution. It is noted 
that the lunar surface should be markedly different from the surface 
of a meteorite, since the moon retains most of the mass blasted 
loose by impacting particles whereas a meteorite does not. The 
"stirring" of the lunar surface would soon produce a layer of matter 
darkened by exposure to the solar wind and UV radiation and extend¬ 
ing to a depth approximately equal to the penetration of the micro¬ 
meteorites. 


A66-19458 # 

AN EXPERIMENT IN INFRARED SPECTROPHOTOMETRY OF 
SATELLITES - THE MOON AND THE GALILEAN SATELLITES 
OF JUPITER [OPYT INFRAKRASNOI SPEKTROFOTOMETRII 
SPUTNIKOV - LUNA I GALILEE VSKIE SPUTNIKI IU PITER A], 

V. I. Moroz (Moskovskii Gosudarstvennyi Universitet, Go- 
sudarstvennyi Astronomicheskii Institut, Moscow, USSR). 
Astronomicheskii Zhurnal, vol. 42, Nov.-Dec. 1965 , p. 1287 -1295. 

19 refs. In Russian. 

Spectrophotometric study of selected areas of the moon, using 
a prismatic infrared spectrometer and a 125-cm reflector in the 
range from 0.8 to 3.8 4 and of the Galilean satellites of Jupiter, 
using this same spectrometer and 125- and 260-cm reflectors in 
the range from 0.8 to 2.5 4 . From an analysis of the spectra ob¬ 
tained for the sections of the lunar surface, it is found that the 
increase in albedo with wavelength, at least up to 2.2 u, is approx¬ 
imately identical for all the areas investigated. Among terrestrial 
materials observed, volcanic ash and slag are found to show a 
similar dependence of albedo on wavelength. Thermal radiation is 
seen to make a considerable contribution in the range from 3 to 4 4 . 
The temperature of the subsolar point, as determined from the 
thermal excess, is found to be 395°. The recordings obtained for 
Europa and Ganymede, two of the Galilean satellites, show details 
characteristic of the reflection spectrum of a snow layer. A. B. K. 

A66-20114 # 

INVESTIGATION OF THE SURFACES OF THE MOON AND PLANETS 
BY THE THERMAL RADIATION. 

V. S. Troitsky (Gorki State University, Institute of Radiophysics, 
Gorki, USSR). 

( Symposium on Planetary Atmospheres and Surfaces, Dorado , 

Puerto Rico, May 24-27, 1965, Paper . ) 

Journal of Research, Section D - Radio Science, vol. 69D, Dec. 

1965, p. 1585-1611; Discussion, p. 1611, 1612. 95 refs. 

In the present paper the ^attempt is made to summarize the 
numerous data, experimental and theoretical, of the investigation 
of the lunar and planetary surfaces based on their thermal radia¬ 
tion and to consider it from a common standpoint following from 
the physical principles discussed in this study. Accordingly, in 
the first part a brief theory is set forth of the methods for investi¬ 
gating the properties of planetary material. Secondly the results 
are given obtained by their application to the emission of the moon, 

(Author) 

A66-20173 

A FOURTH STATE OF MATTER ON THE SURFACE OF THE MOON ? 
R. O. Kapp. 

Space/Aeronautics, vol. 45, Jan. 1966, p. 130, 132, 134, 136, 138, 140. 

Examination of certain lunar phenomena which lead to the con¬ 
clusion that the lunar surface consists of a solid substance with 
mechanical properties quite different from those of terrestrial 
rock. The craters shown in the Ranger photographs indicate the 
lunar surface has a very low mechanical strength. That these 
craters should have been formed by the random impact of meteor¬ 
ites is found to be an untenable hypothesis. The craters bear a 
striking resemblance to terrestrial craters; this kind of formation 
could have been formed by a disturbance from below. However, 
such a disturbance, acting through a substantial thickness of hard 
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rock would produce large craters and not the many tiny craters 
observed on the moon. To account for these observations the ex¬ 
istence of matter in the "infrasolid" state is postulated. In such 
matter the average distance between constituent molecules has in¬ 
creased with time, D. P. F. 


A66-20286 

THE LUNAR ENVIRONMENT. 

John W. Salisbury, Donald H. Eckhard, and Mahlon S. Hunt 
(USAF, Office of Aerospace Research, Cambridge Research 
Laboratories, Bedford, Mass. ). 

IN: HANDBOOK OF GEOPHYSICS AND SPACE ENVIRONMENTS. 
Edited by S. L. Valley. 

New York, McGraw-Hill Book Co. , 1965, p. 19-1 to 19-16. 27 refs. 

Speculative discussion of the lunar environment. It is assumed 
that the major portion of our space effort will be directed first 
toward exploration of the moon, with exploration of planets follow¬ 
ing. Figures show the distribution of lunar temperatures at various 
phases, a cross section of typical highland terrain, and erosion of 
rubble layers to reduce relief. Suggested values for lunar constants 
for use in computations are given. M.. M. 


A66-20397 

STRUCTURE OF THE CRATER ALPHONSUS. 

Luciano B. Ronca (USAF, Office of Aerospace Research, Cambridge 
Research Laboratories, Lunar-Planetary Research Branch, Bedford, 
Mass. ). 

Nature, vol. 209, Jan. 8, 1966, p. 182. 7 refs. 

Analysis of the crater Alphonsus on the moon, using a photo¬ 
graph obtained by the Ranger 9 space vehicle. The strike-slip 
fault on the floor of Alphonsus is studied, and three sets of linea¬ 
ments present on the floor of the crater are discussed. The cen¬ 
tral peak is compared to Pelee Mountain in Martinique. It is con¬ 
cluded that Alphonsus is a crater deformed by a strike-slip fault 
of dextral type. B. B. 

A66-20885 

DETECTABILITY OF LUNAR X-RAYS. 

R. C. Haymes and R. D. Juday (William Marsh Rice University, 
Space Sciences Dept., Houston, Tex.). 

Planetary and Space Science , vol. 13, Dec. 1965, p. 1249-1254. 

17 refs. ~~ 

Grant No. AF AFOSR 858-65. 

We have examined several theories that imply the generation 
of X rays by the moon. The X-ray fluxes to be expected at the top 
of the earth's atmosphere are estimated and compared. For 
example, we find that an X-ray flux is to be expected when the moon 
is full and K p high, as a consequence of the configuration of the 
auroral electrons in space deduced from the long tail model of the 
magnetosphere. The X-ray photons are caused by energetic elec¬ 
trons in the tail that bombard the lunar surface. Alternatively, 

Gold has suggested that lunar X rays are produced by the bombard¬ 
ment by solar-wind electrons; this results in a lunar phase depen¬ 
dence that is different from the long tail model. The background is 
discussed and we conclude that the lunar X-ray flux may be detect¬ 
able. Experiments of this kind may provide useful tools for investi¬ 
gating the models. (Author) 

A66-21203 

SHAPE AND INTERNAL STRUCTURE OF THE MOON. 

D. L. Lamar (Earth Science Research Corp. , Malibu, Calif.) and 
Jeannine McGann (RAND Corp. , Santa Monica, Calif. ). 

Icarus, vol. 5, Jan. 1966, p. 10-23. 33 refs. 

USAF-supported research. 

Demonstration that the gross shape of the moon may be 
related to the distribution of continents and maria, and that 
the relationship between shape and moments of inertia is 
such that density variations unrelated to the distribution 
of continents and maria must occur in the moon's interior. 

The nature of the density variations is determined for two 
models of internal structure: (1) the moon is assumed to be 
a rigid body not in isostatic equilibrium; the density variations 


are assumed to be the result of randomly distributed inhomo¬ 
geneities, and (2) the moon is assumed to be in isostatic 
equilibrium, and differences in elevation are assumed to be 
compensated by variations in crustal thickness; the required 
density variations beneath the crust are assumed to be the 
result of temperature differences. It was found that both 
models are consistent with current knowledge of the moon. 

F.R. L. 


A 66-21210 

NOTE ON "SHAPE AND INTERNAL STRUCTURE OF THE MOON" 
BY LAMAR AND McGANN. 

C. L. Goudas (Boeing Co., Scientific Research Laboratories, 
Mathematics Research Laboratory, Seattle, Wash.). 

Icarus, vol. 5, Jan. 1966, p. 99, 100. 11 refs. 

Discussion of the attempt by the cited authors to establish 
that the density distribution of the moon cannot be homogeneous 
because the ellipsoidal component of the moon* s figure and the 
ellipsoid of inertia are not similar. Recent data, considered to 
be more reliable than those used by these authors, are said 
to suggest that the hypothesis they developed is not compatible 
with measurements. tt c t 


A66-21532 

THE POSSIBLE APPLICATION OF REMOTE GEOCHEMISTRY IN 
PLANETARY EXPLORATION. 

A. R. Barringer (Barringer Research, Ltd., Toronto, Canada). 

IN: SCIENTIFIC EXPERIMENTS FOR MANNED ORBITAL FLIGHT; 
PROCEEDINGS OF THE THIRD GODDARD MEMORIAL SYMPOSIUM, 
WASHINGTON, D. C. , MARCH 18, 19, 1965. [A66-21517 10-30] 

Edited by P. C. Badgley. 

Washington, D. C. , American Astronautical Society (AAS Science 
and Technology Series. Volume 4), 1965, p. 303-321. 7 refs. 

Proposal of a technique for the measurement of trace amounts 
of vapors in the lunar and terrestrial atmospheres as an indicator 
of biologic and geologic surface conditions. The monatomic vapors 
of a number of metals, iodine vapor, and sulfur dioxide are con¬ 
sidered, and such analytical techniques as atomic absorption and 
molecular absorption are discussed. The facility for the spectro- 
photometric analysis of light reflected from the lunar and terrestrial 
surfaces is described and illustrated, orbital scanning modes which 
could be performed with the equipment are outlined and illustrated, 
and methods of carrying out feasibility studies are explained. B. B. 


A66-21900 

SURVIVAL ON THE MOON. 

Lawrence Maisak. 

New York, Macmillan Co. , 1966. 159 p. 

$3.95. 

This book predicts the conditions man will have to face when 
exploring the lunar surface based on the composite data now available 
concerning the earth's satellite. The moon's most salient surface 
features, topography, and gravitational effects are described. The 
problems of maintaining a breathable atmosphere and the possibility 
of water existing on the moon are discussed. Sources of lunar water 
might be water of crystallization in minerals, ice on the surface of 
craters in places permanently shielded from the sun, and connate 
water which has remained out of contact with the surface for a very 
long time. The problems connected with the hydroponic growing of 
plants on the moon as a source of food are discussed. Types of 
temporary and permanent shelters which might be constructed on 
the moon are considered. It is shown that the principal stress to 
which such dwellings would be subjected is the pressure exerted 
from within by the artificial atmosphere which would have to be 
maintained. Surface dust and meteorites are discussed; lunar tem¬ 
peratures and the role of radiation both as a means of regulating 
temperature and as hazard are analyzed. Types of spacesuits 
adequate for lunar travel are described in detail. Working conditions 
on the moon are considered in the light of the moon's reduced gravity 
and total lack of an atmosphere. Various possible types of vehicles 
for long-range lunar exploration are discussed in the light of the 
probable nature of lunar terrain and exploration objectives. D. P. F. 
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A66-21943 # 

ECONOMIC IMPLICATIONS OF EXTRACTING PROPELLANTS 
FROM THE MOON. 

R. J. Salkeld (United Aircraft Corp. , Redondo Beach, Calif. ). 

Journal of Spacecraft and Rockets , vol. 3, Feb. 1966, p. 254-261. 

Lunar propellant extraction is analyzed to obtain a preliminary 
evaluation of its potential for reducing operational costs of space 
activities. Expressions are derived for the cost of propellant 
manufacture and deployment throughout earth-moon space using 
both expendable and reusable tankers for propellants manufactured 
both on the earth and on the moon, where the lunar extraction cost 
per pound of propellant is a parameter. Comparisons show that 
expendable tankers always are preferable for earth propellants and 
that reusable tankers are essentially always preferable for lunar 
propellants. The economic advantages of lunar propellants increase 
with increasing distance from earth and are evident particularly for 
deployment and refueling in lunar orbit. The results show that, for 
some values of extraction costs, significant operational cost savings 
are possible through use of lunar propellants. Speculative estimates 
indicate these values may be achievable, but that considerable 
ranges can be estimated within the present uncertainty about tech¬ 
nical feasibility of extraction methods. The results are essentially 
independent of earth launch costs, foreseeable advances in propulsion 
technology, and other lunar activity. Further study of this concept 
and its mission applications clearly seems justified, especially to 
determine more precisely the characteristics of the required lunar 
equipment and operations. (Author) 


A66-21955 # 

QUANTIFYING TERRAIN ROUGHNESS ON LUNAR AND PLANETARY 
SURFACES. 

Milton Schloss (Bendix Corp. , Bendix Systems Div. , Ann Arbor, 
Mich. ). 

(American Institute of Aeronautics and Astronautics, Annual Meeting , 
2nd, San Francisco, Calif., July 26-29, 1965, Paper 65-3890 
Journal of Spacecraft and Rockets , vol. 3, Feb. 1966, p. 283-285. 
[por abstract see issue 18, page 27 00, Accession no. A65-29372] 


A66-22571 # 

LUNAR DUST DEPTH IN MARE COGNITUM. 

Leonard D. Jaffe (California Institute of Technology, Jet 
Propulsion Laboratory, Pasadena, Calif.), 

Journal of Geophysical Research, vol. 71, Feb. 15, 1966, 
p. 1095-1103. 8 refs. 

Comparison of Ranger 7 photographs of lunar craters with photo¬ 
graphs of laboratory craters for which the preparation and imagery 
were refined in the following ways: (1) overlay materials of varying 
cohesion and particle size were used; (2) collimation of the illuminat¬ 
ing light matched that of the sun; (3) several lighting angles were 
used, bracketing the sun angles for all the Ranger frames considered; 
(4) crater images were passed through a television system at vari¬ 
ous scan line spacings, bracketing those provided by the Ranger tele - 
vision system for the lunar crater images. Results support the 
earlier conclusion that the appearance of lunar craters in the Ranger 
photographs is consistent with the presence of at least 5 m of granu¬ 
lar overlay, and probably considerably more, in the area of Mare 
Cognitum. M.F. 


A66-22964 

MEASURING THE SHAPE OF THE MOON. 

Robert L. Wildey (U.S. Geological Survey, Astrogeology Branch, 
Flagstaff, Ariz,). 

Sky and Telescope , vol. 31, Mar. 1966, p. 147-150. 

Discussion of various methods of determining the shape of the 
moon by measuring the distance from points on the lunar surface 
to the moon's center of mass. A number of important sources 
of uncertainty in lunar photogramme try are pointed out. The pos¬ 
sibility of using laser beams to transmit information concerning 
distances between points on the moon is considered. In spite of a 
number of formidable difficulties which must be solved, it is 
thought that the use of optical laser radar is feasible for this 
purpose. A.B.K. 


A66-23193 

TRANSIENT LUNAR EVENTS - POSSIBLE CAUSES. 

Barbara M. Middlehurst (Arizona, University, Lunar and Planetary 
Laboratory, Tucson, Ariz.). 

Nature , vol. 209, Feb. 5, 1966, p. 602. 7 refs. 

Statistical analysis of the correlation if any between transient 
lunar events (luminescence) and sunspot numbers. The previous 
work of Flamm and Lingenfelter which concluded that 19 events in 
the region of Aristarchus were negatively correlated to low sunspot 
number, is refuted. The same events are analyzed with respect to 
monthly sunspot number and to the distribution of sunspot numbers 
from 1749 to 1964. It is concluded that no correlation of lunar events 
with sunspot numbers exists, and that the statistics (summarized in 
a table) would seem to represent a random distribution of events 
superposed on an asymmetric distribution of sunspot numbers. 

M.L. 


A66-23506 # 

SPECTRAL STUDIES OF THE LUNAR SURFACE [SPEKTRAL'NYE 
ISSLEDOVANIIA LUNNOI POVERKHNOSTlj. 

N. N. Petrova (Akademiia Nauk SSSR, Glavnaia Astronomicheskaia 
Observatoriia, Pulkovo, USSR). 

Astronomicheskii Zhurnal , vol. 43, Jan. -Feb. 1966, p. 162-171. 

'll refs. In Russian. 

Results of spectrophotometric observations of 11 areas of the 
lunar surface, at the Astrophysical Institute of the Kazakh SSR. 

The distribution of spectral reflectivity is determined by a compari¬ 
son of lunar spectra with the solar spectrum and the spectra of 
early star classes. The reflectivity varies almost linearly with the 
wavelength, and the inclination angle of the brightness coefficient 
is nearly equal to that of some terrestrial rock rich in quartz and 
other silicon oxides. Theories are proposed to interpret particular 
features of the lunar spectra observed. V.Z. 

A66-23694 

A NONDISPERSIVE X-RAY SPECTROMETER FOR LUNAR AND 
PLANETARY GEOCHEMICAL ANALYSIS. 

Albert E. Metzger, Richard E. Parker (California Institute of Tech¬ 
nology, Jet Propulsion Laboratory, Space Sciences Div. , Pasadena, 
Calif.), and Jacob I. Trombka (NASA, Manned Space Sciences Div. , 
Washington, D.C.). 

( Annual Nuclear Science Symposium, 12th, San Francisco, Calif., 

Oct. 18-20, 1965, Paper.) 

IEEE Transactions on Nuclear Science, vol. NS-13, Feb. 1966, 
p. 554-561. 7 refs. 

Description of the application of nondispersive X-ray spectros¬ 
copy to the remote analysis of lunar and planetary surfaces. It is 
noted that it is possible to design an instrument which is light in 
weight, fast in response, can be deployed directly over an unprepared 
surface, and requires little power for each sample examined. An 
operating breadboard has been constructed and test results are pre¬ 
sented. A computer approach to data reduction is discussed, and 
several specific applications of the method are proposed. M.M. 

A66-23903 

THE MOON AS THE PARENT BODY FOR BRONZITE CHONDRITES 
[DER MOND ALS MUTTERKORPER DER BRONZIT-CHONDRITE]. 

H. WSnke (Max-Planck-Institut ftlr Chemie, Mainz, West Germany). 
Zeitschrift fttr Naturforschung, Ausgabe A, vol. 21, Jan. -Feb. 1966, 
p. 93-110. 72 refs. In German. 

Evaluation and analysis of experimental data to determine whether 
bronzite and hypersthene chondrites are of lunar or asteroidal origin. 
Porosity, the presence of light primordial rare gases, and the dis¬ 
tribution of cosmic ray exposure ages are arguments which can be 
used in favor of an asteroidal origin for bronzite chondrites. The 
time distribution of bronzite chondrite falls, on the other hand, in¬ 
dicates a lunar origin - those with high cosmic ray exposure tend 
to fall in the afternoon while in those that are morning falls the He 3 
and He 4 diffusion losses are higher and more frequent. The mean 
cosmic ray exposure age of bronzite chondrites is considerably 
lower than that of the hypersthene chondrites. While no isolated 
observation is conclusive, when all of the observations are consid¬ 
ered together it appears that bronzite chondrites are of lunar origin 
while an asteroidal origin is more probable for hypersthene chondrites. 

D. P. F. 
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A66-23916 

THE MOON FROM LUNA 9. 

G. Fielder, L. Wilson (London, University, Observatory, Mill 
Hill, Middx., England), and J. E. Guest (London, University, 
University College, Dept, of Geology, London, England). 

Nature , voi. 209, Feb. 26, 1966, p. 851-853. 12 refs. 

Research supported by the Science Research Council. 

Evaluation of the nature of the lunar terrain based on the photo¬ 
graphic evidence obtained from the Luna-9 TV photographic data. 

An analysis of the terrain indicates that the lunar surface bears a 
remarkable similarity to the scoriaceous surface of an aa (Hawaii) 
type lava flow, but it is recognized that the surface irregularities 
might equally have been formed by meteoric churning. Experiments 
with vessels containing molten igneous rocks from which the atmo¬ 
sphere has been rapidly evacuated have resulted in the formation of 
highly vesicular material consisting of interconnected vesicles from 
0.1 to 3 cm in diameter. Such material, after darkening by solar 
radiation, is consistent with the terrain resolved in the Luna photo¬ 
graphs and observed lunar photometric properties. The^se experi¬ 
ments support the lava-flow hypothesis for the lunar surface. 

D.P.F. 

A66-23943 

LUMINESCENCE ON THE LUNAR SURFACE [LUMINESZENZ AN 
DER MONDOBERFLACHE]. 

Zdenek Kopal (Manchester, University, Dept, of Astronomy, 
Manchester, England). 

Sterne und Weltraum, vol. 5, Mar. 1966, p. 56-61. In German. 

Analysis of the possibility that the surface of the moon is 
luminescent. The variations in the lunar light flux with solar ac¬ 
tivity are recounted. Spectral and quantitative studies lead to the 
conclusion that the luminescence of the moon’s surface must now 
be regarded as fact. R.A.F. 

A66-24033 # 

DISTRIBUTION OF LUNAR CRATERS. 

J. F, Byron (Liverpool, University, Liverpool, England). 

The Observatory , vol. 86, Feb. 1966, p. 31, 32. 

Review of Fielder's attempt to obtain a solution to the contro¬ 
versy about the origin of the lunar craters from a statistical analysis 
of the crater distribution over the lunar surface. Fielder has 
postulated that, if the craters are meteoric in origin, one would 
expect the impact craters to be randomly distributed, and to show 
an excess in that hemisphere of the moon that leads in its orbit, 
the eastern hemisphere. His results show that craters of all sizes 
tend to form clumpy distributions, and that there is an excess of 
craters in the trailing hemisphere, the western hemisphere. The 
crater densities for crater diameters varying from 5 to 150 km are 
summarized for both hemispheres. Fielder interpreted these 
results as evidence for the theory that the majority of craters are 
not of meteor itic origin. The basic assumptions of this interpreta¬ 
tion are criticized. M. F. 

A66-24199 

WHEN THE IRRESISTIBLE FORCE MEETS THE IMMOVABLE 
OBJECT. 

Eugene Shoemaker (California Institute of Technology, Pasadena, 
Calif.; U.S. Geological Survey, Astrogeology Branch, Flagstaff, 
Aria.). 

Engineering and Science , vol. 29, Feb. 1966, p. 11-15. 

General discussion of the craters caused by solid objects 
striking planetary masses at velocities of many km/sec. Bodies 
known to have struck, or nearly struck, the earth - such as Icarus, 
Hermes, and the Tunguska bolide of 1908 - are considered. Analysis 
of the degree of cratering on the moon indicates that the maria are 
only about a tenth as old as the earth. An explanation for the forma¬ 
tion of tektites is advanced. Examination of the pictures from 
Luna 9 also yields some information about craters on the moon. 

R.A.F. 

A66-24235 

MECHANISM OF LUNAR POLARIZATION. 

J. J. Hopfield (Princeton University, Dept, of Physics, Princeton, 

N. J. ). 

Science, vol. 151, Mar. 18, 1966, p. 1380, 1381. 9 refs. 

Contract No. NSR-24-005-047. 


A theoretical model to explain the negative polarization of 
moonlight at small lunar phase angles is developed. The model 
is based on the polarization of light in the diffraction region 
bordering the geometric shadow of an opaque dielectric obstacle. 

(Author) 


A66-24891 # 

THE BISTATIC, CONTINUOUS-WAVE RADAR METHOD FOR THE 
STUDY OF PLANETARY SURFACES. 

G. Leonard Tyler (Stanford University, Center for Radar As¬ 
tronomy, Stanford, Calif. ). 

Journal of Geophysical Research, vol. 71, Mar. 15, 1966, 
p. 1559-1567. 8 refs, 

A method is described for radar mapping of the surface of a 
planet. It is based on the use of a bi6tatic, continuous-wave mode 
of radar operation between the earth and a spacecraft orbiting or 
flying by the planet. The interference pattern resulting from a plane 
wave illuminating the planet and the fields scattered by the planet is 
analyzed. It is shown that the power in this pattern contains com¬ 
ponents corresponding to a linear superposition of the elementary 
wavelets scattered by the surface, multiplied by a phasor. The con¬ 
ditions under which the elementary wavelets may be recovered from 
a measurement of the interference pattern are given. Matched filter 
detection is then used to recover the amplitude of the local currents 
on the surface associated with each wavelet. The response to a point 
scatterer is calculated. Resolutions of a few wavelengths in range 
and azimuth can theoretically be obtained. Analogous applications to 
other geophysical problems are suggested. (Author) 

A66-24892 # 

STRUCTURE AND COHERENCY OF THE LUNAR DUST LAYER. 

R. Smoluchowski (Princeton University, Princeton, N.J.). 

Journal of Geophysical Research, vol. 71, Mar. 15, 1966, 
p. 1569-1574. 22 refs. 

Experiments show that corpuscular radiation such as solar 
wind can sinter fine dust by producing displaced atoms which dif¬ 
fuse toward the surface of the grain. The estimated rate of churning 
of the topmost layer of lunar dust excludes sintering through sputter¬ 
ing. It follows that the dust is probably not loose but is partly 
coherent (0.5 dyne/particle), which increases its mechanical strength 
and decreases its mobility. Lower layers of dust are compacted by 
meteorite bombardment, and a close-packed density is probably 
reached at a depth of a meter or so. Loads that will not commence 
to sink in loose and in sintered dust are calculated. (Author) 


A66-25603 

PHOTOMETRIC METHOD FOR LUNAR TOPOGRAPHY, 

T, Rindfleisch (California Institute of Technology, Jet Propulsion 
Laboratory, Pasadena, Calif. ), 

(Jet Propulsion Laboratory, Rep, no. 32-786, Sept. 15, 1965. ) 
Photogrammetric Engineering, vol, 32, Mar* 1966, p. 262-276. 

A general and rigorous treatment is given of the photometric 
method for deriving surface elevation information from a single 
picture of the surface. In the course of the derivation a brief 
indication is given of possible photometric function symmetries 
yielding exact solutions to the problem. It is shown that the photo¬ 
metric properties of the lunar maria are sufficient to produce an 
exact solution but with an inherent practical difficulty. The resulting 
equations are then specialized to the case of lunar photography and 
applied to the Ranger pictures as part of a digital processing 
procedure. Examples of the resulting elevation maps are given. 

(Author) 


A66-25810 

ATMOSPHERIC EXTINCTION BY DUST PARTICLES AS DETERMINED 
FROM THREE-COLOR PHOTOMETRY OF THE LUNAR ECLIPSE 
OF 19 DECEMBER 1964. 

Satoshi Matsushima, John R. Zink, and James E. Hansen (Iowa, 

State University, Iowa City, Iowa). 

Astronomical Journal, vol. 71, Mar. 1966, p. 103-110. 9 refs. 

NSF Grant No. GP-4742. 
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A66-26350 


Three-color pnotometric observations of the eclipsed moon were 
carried out with a 12-in. reflector during the total eclipse on Dec. 

19, 1964, with the purpose of obtaining data for determining the 
dust content in earth's atmosphere. In order to make possible a 
direct comparison with similar data obtained with the same equip¬ 
ment during the previous eclipse (Dec. 30, 1963), the photoelec¬ 
tric measurements were centered principally on the Mare Crisium 
region, except for a part of the observations which were made near 
Mare Frigoris, The maximum decreases in brightness at midtotality, 
which amounted to 12. 6, 13. 8, and 15. 9 mag. in V, B, and U colors, 
respectively, were much less than those obtained at the previous 
eclipse but were still considerably larger than those of a normal 
eclipse. As opposed to the Dec. 1963 eclipse in which no redden¬ 
ing effect was observed, the maximum increases of the BV and 

UB color indices were found to be 1. 1 and 2. 2 mag. , respectively. 
Theoretical calculations of the intensity distribution in the umbral 
region are made for various models of the earth 1 s atmosphere with 
different contents of dust and water particles. Comparisons with 
the observations indicate that the amount of dust and water particles 
at the time of the eclipse was such taht it produced an additional 
extinction of 0. 04 mag. per air mass. The corresponding value de¬ 
termined for the Dec. 1963 eclipse was about 0. 14 mag. per air mass. 

(Author) 


A66-26350 # 

MECHANISMS FOR LUNAR LUMINESCENCE. 

E. P. Ney, N, J. Woolf, and R. J. Collins (Minnesota, University, 
School of Physics and Astronomy, Minneapolis, Minn. ). 

Journal of Geophysical Research, vol. 71, Apr. 1, 1966, p. 1787- 
1793. 26 refs. 

Contract No. NSR-24-005-047. 

The visibility of luminescence on the moon depends on the 
competing processes that illuminate the moon and that provide 
energy for luminescence. It is shown that the most favorable times 
for seeing luminescence are at new moon, on the far side of the 
moon, and during rare dark eclipses. The luminosity and color of 
these rare eclipses are explained. Observations supposedly of 
luminescence during lunar day are criticized, and only the spectro¬ 
scopic evidence is taken to support the reality of luminescence. 

Both direct and storage processes have been considered for convert¬ 
ing energy to luminescence. Direct processes in lunar day cannot 
be energized by presently known sources of particles. If indirect 
processes occur they may give information about the dust particles 
at the extreme lunar surface. (Author) 


A66-27182 # 

RELATIVE DEPTHS OF LUNAR RING MOUNTAINS AND CRATERS 
IN THE "SEA OF CLOUDS" [OB OTNOSITEL' NYKH GLUBINAKH 
LUNNYKH KOL'TSEVYKH GOR I KRATEROV V "MORE OBLAKOV"]. 
A. V. Markov (Akademiia Nauk SSSR, Glavnaia Astronomiche skaia 
Observatoriia, Pulkovo, USSR). 

Akademiia Nauk SSSR, Doklady, vol. 167, Mar. 1, 1966, p. 63, 64. 

In Russian. 

Verification of Baldwin' s formula for determining the relation 
between the diameter D and the depth d of lunar craters and ring 
mountains in the "Sea of Clouds" near the point of incidence of Ranger 
VII. On the basis of photos obtained by Ranger VII for lunar craters 
ranging in diameter from 8 m to 67 km, it is concluded that Baldwin's 
formula fairly closely represents the relation between the diameter 
and the depth of the craters, deviations being observed only in the 
case «jx very large cirques and craters with bottoms that may have 
been inundated by an outpouring of lava, A. B. K. 


A66-27490 

LUNAR GEOLOGY. 

Gilbert Fielder (London, University, Observatory, Mill Hill, 
Middx. , England). 

Research supported by the Department of Scientific and Industrial 
Research. 

London, Lutterworth Press, 1965. 184 p. 

An introduction to selenology, with the stress on its relation 
to geology, is offered to students of both astronomy and geology. 


It is shown how these two subjects might, eventually, come together 
through the study of the moon. Lunar altitude determinations are 
treated, and other basic data are discussed. Methods of measuring 
the heights of the lunar mountains are defined, and a systematic 
study of the statistics of craters is made, including the distribution 
according to size and depth, the number-densities, slopes, central 
eminences, and the shapes of ring-structures. The nature of the 
lunar soil and the means used to study it are treated together with 
lunar faults, including crater chains, rills and ridges, the pattern 
of faulting and the origin of maria, ring-structures and craters. 

M. M. 

A66-27603 

REMARKS ON LUNAR AND ASTEROIDAL METEORITES. 

K, Sitte (Max-PLanck-Institut fttr Kernphysik, Heidelberg, West 
Germany). 

Zeitschrift ftir Naturforschung, Ausgabe A, vol. 21a, Mar. 1966, 
p. 231-237, 9 refs. 

Based on the experimental results of Gault et al. , and on the 
orbit calculations of Arnold, the relative strength of the contributions 
from impacts of bodies in solar orbit on the asteroids and on the 
moon has been estimated. It is concluded that the asteroidal belt 
accounts for at least a considerable fraction of all stony meteorites, 
but lunar impacts occurring at a rate of about one in a few 1()5 years 
cannot be ruled out. Small bodies produced in asteroidal collisions 
which remain orbiting in the belt can escape from it as a result of 
repeated "elastic" collisions by multiple scattering. Their Lifetime 
in the belt is only about 1. 4 x 10^ years. Satisfactory values are 
found for the mass loss and for the replenishment of the 'ebris in 
the asteroidal belt. (Author) 

A66-27823 # 

TEKT1TES - THEIR NATURE AND POSSIBLE ORIGIN. 

A. A. Mills. 

British Astronomical Association, Journal, vol. 76, Feb. 1966, 
p. 73-80. 

Review of recent research indicating a lunar origin for tektites. 
The five major types of tektites (classified according to geographical 
location) are reviewed. Based on potassium-40/argon-40 ratios, 
their ages are calculated to be between 0,6 and 34 million years. 

It is noted that artificial tektite-like objects have now been labora¬ 
tory produced by eroding glass spheres (of the correct chemical 
composition) with hot gases in an arc-jet tunnel, providing evidence 
for two distinct melting episodes in the history of such objects. 

These findings, together with the fact that apparently tektites do not 
contain the radioactive nuclide aluminum-26 (which would result 
from long-term cosmic-ray bombardment), suggest a maximum space 
lifetime of 10,000 yr - which is not long enough for tektites to have 
come from another planet or from the asteroid belt. It is concluded 
that, whatever the precise mechanism, the evidence now available 
supports a lunar origin for tektites. Several tektite photographs are 
presented. M. L. 


A66-27900 

ON THE POSSIBLE ORIGIN OF THE LUNAR MARIA. 

Zdenek Kopal (Manchester, University, Dept, of Astronomy, 

Manche ster, England). 

Nature, vol. 210, Apr. 9, 1966, p. 188. 13 refs. 

Discussion of new evidence of severely local nature concerning 
the origin of lunar maria. It is noted that a conspicuous asymmetry 
in the distribution of the maria over the lunar globe appears to be 
consistent with an assumption that the mare plains may constitute 
scars of mechanical damage wrought on the lunar hemisphere by 
disruptive tides of the earth when the moon entered the Roche limit. 
At first sight, such a hypothesis would seem to require that the 
maria be lowlands lying below the level of the continental areas, 
which is not found to be generally the case. However, the pos¬ 
sibility cannot be ruled out that the strain to which the lunar crust 
may then have been exposed could have led to its cracking, and that 
lava was exuded to the surface to fill up the original scars. M. M. 


A66-28105 

COMBINATION NEUTRON EXPERIMENT FOR REMOTE ANALYSIS. 
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A66-28741 


R. L. Caldwell, W. R. Mills, Jr., L. S. Allen (Socony Mobil Oil 
Co., Inc., Field Research Laboratory, Dallas, Tex.), P. R. Bell 
(Oak Ridge National Laboratory, Oak Ridge, Tenn. }, and 
R. L. Heath (National Reactor Testing Station, Idaho Falls, Idaho). 
Science, vol. 152, Apr. 22, 1966, p. 457-465. 11 refs. 

Description of two neutron-analysis techniques for determining 
the presence of hydrogen on lunar or planetary surfaces. In addi¬ 
tion, one of the techniques can give some indication of near-surface 
layering if it exists. The techniques proposed are based on the 
measurement of the energy of prompt and capture gamma rays, 
the energy and half-life of activation gamma rays, and the measure¬ 
ment of the rate at which thermal neutrons die away after a burst 
of fast neutrons. All four measurements can be performed with a 
single instrument. V.P. 


A66-28126 

A COMPARISON OF THE INFRARED SPECTRA OF THE MOON 
AND SIMULATED LUNAR SURFACE MATERIALS. 

Richard B. Wattson (Princeton University, New Observatory, 
Princeton, N. J. ) and Bruce W. Hapke (Cornell University, Center 
for Radiophys ics and Space Research, Ithaca, N.Y.). 

As trophy sical Journal, vol. 144, Apr. 1966, p. 364-368. 10 refs. 

NSF-NASA-Navy-supported research; Grant No. NsG-382. 

Reflection spectra of selected rock powders in the l-2.5-|i 
wavelength range are compared with the Stratoscope II spectrum of 
Mare Tranquilitatis . The spectra of natural powders are too bright 
and too flat to match the lunar reflectivity, which increases with 
wavelength in this range. However, irradiation by 2-kev H"*" ions 
equivalent to approximately 10^ years of solar-wind bombardment 
on the moon decreased the albedo and reddened the powders marked¬ 
ly in the infrared. Similar effects have been previously observed 
in the visible. A sample of powdered chondrite was not reddened 
by irradiation. The infrared reflectivities of the powders are too 
high even after irradiation, although their visible albedos are similar 
to the moon’s; a possible explanation is that the radiation-altered 
layer is optically thick in the infrared on the lunar surface but not 
on the laboratory samples. (Author) 


A66-28179 # 

ENVIRONMENTAL TEST CRITERIA FOR LUNAR AND PLANETARY 
SOILS. 

R. W. Johnson (General ELectric Co. , Missile and Space Div. , 
Philadelphia, Pa. ). 

Astronautics Acta , vol. 11, Juiy-Aug. 1965, p. 252-260. 32 refs. 

Review of the results of a study of lunar soil environment based 
on simulated soil and space environment models. Soil particle size 
and nature, clay as a soil constituent, soil hydrothermal alteration 
processes, and cohesion, adhesion, vacuum, temperature, gravity, 
and radiation effects are the aspects discussed at length. The 
current limitations in the use of simulated model techniques for the 
study of lunar soil environment are specified. Planetary soils are 
treated briefly. V.Z. 

A66-28180 # 

THE EFFECT OF VACUUM ON THE SHEAR STRENGTH OF AN 
IDEALIZED GRANULAR MEDIUM. 

L. R. Hill and A. S. Cakmak (Princeton University, Dept, of Civil 
Engineering, Princeton, N.J.). 

Astronautica Acta, vol. 11, July-Aug. 1965, p. 261-267. 9 refs. 

Experimental study of the shear strength of idealized granular 
media in vacuum, in conditions simulating environmental pressure 
conditions of the lunar surface layer. The behavior of shear strength 
in vacuum is given theoretical consideration. The test apparatus 
with its vacuum system, the test material, and the test procedure 
are described. The results indicate that an increase in the friction 
coefficient of individual granules in randomly packed assemblies of 
equal porosity leads to an exponential increase in the shear strength 
of such assemblies. The lunar surface layer is expected to have a 
bearing strength more than sufficient for space vehicle Landings. 

v.z. 

A66-28336 # 

SPECTRUM ANALYSIS OF TERRAIN OF MARE COGNITUM. 


R. M. Jaeger and D. J, Schuring (General Motors Corp. , Defense 
Research Laboratories, Santa Barbara, Calif.). 

Journal of Geophysical Research, vol. 71, Apr. 15, 1966, p, 2023- 
2028. 7 refs. 

The roughness of a portion of the lunar surface in Mare Cog- 
nitum is analyzed and compared with the roughness of the earth’s 
surface in two previously measured areas. A two-dimensional 
random walk is taken on a contour topographic map produced from 
photograph P979 provided by Ranger 7. The resulting lunar eleva¬ 
tion profile is treated as a realization of an ergodic, stationary 
time series and is analyzed in the spatial frequency domain by use 
of estimates of power-spectrum density. Similar estimates are 
presented for the Perryman test course at Aberdeen Proving Ground, 

for a grass runway, and for the Bonito lava flow, Arizona, to provide 
some basis for roughness comparison. The Aberdeen and Mare Cog- 
nitum spectrums are shown to be comparable in basic shape but 
significantly different in power in certain frequency ranges. An 
appendix presents a summary of the mathematical methods utilized. 

(Author) 


A66-28572 

MICROWAVE COLOR OF THE EARTH AND THE MOON. 

Isadore Katz (Johns Hopkins University, Applied Physics Laboratory, 
Silver Spring, Md.). 

IN: INSTITUTE OF ELECTRICAL AND ELECTRONICS ENGI¬ 
NEERS, 196 5 INTERNATIONAL ANTENNA AND PROPAGATION 
SYMPOSIUM, WASHINGTON, D. C. , AUGUST 30-SEPTEMBER L, 
1965. PROGRAM AND DIGEST. [A66-28566 15-09] 

Symposium supported by the U.S. Air Force and the U.S. Navy. 

New York, Institute of Electrical and Electronics Engineers, Inc. , 
1965, p. 52-55. Abridged. 

Study of the wavelength dependence of the radar reflectivity of 
land and sea surfaces. It is found that natural and man-made 
surfaces show a distinct variation of radar cross section with change 
in electromagnetic wavelength. Relationships among depression 
angle, cross section, and type of surface are determined. This 
study draws on resuLts of various experiments at several labora¬ 
tories and is part of a larger program aimed at determining radar 
parameters suitable for remote sensing of earth and lunar surfaces 
from satellites. R.A. F. 


A66-28681 

LOCAL CHANGES IN THE LUNAR SURFACE CAUSED BY "SOFT" 
LANDINGS AND ESPECIALLY BY THE LUNA-9 LANDING 
[LOKALE VERANDERUNGEN DER MONDOBERFLACHE BE! 
"WEICHEN" LANDUNGEN SPEZIELL DER LUNA-9" LAN DUNG]. 

Evan Harris Walker (Miami, University, School of Environmental 
and Planetary Sciences, Coral Gables, Fla. ) and Lothar W. Bander- 
mann (Maryland, University, Dept, of Physics, College Park, 

Md.). 

Astronautik, vol. 3, Mar. -Apr. 1966, p. 43-45. 6 refs. In German. 

Grant No. NGR-10-007-Oil. 

Consideration of the hypothesis that the rocket exhaust of Luna 
9 caused the formation of the shallow crater visible in the photographs 
taken by this lunar probe and also that the exhaust blew away the 
upper layer of dust and granular material. The photographs taken 
by the Ranger-7 lunar probe and the clouds of dust associated with 
the impact of Lunik 2 and Luna 5 are cited as evidence in favor of 
the existence of a dust layer on the lunar surface. The mechanism 
of dust and particle stripping from the lunar surface under action 
of the exhaust gases from Luna 9's rocket is examined. It appears 
that the difference between a crater produced by impact alone and 
one formed by the continued action of rocket exhaust gases is that 
in the latter case the dust and other surface detritus is expelled to 
a greater distance. D.P. F. 

A66-28741 # 

AN APPRECIATION OF THE LUNA 9 PICTURES. 

Eugene M. Shoemaker, Raymond M. Batson, and Kathleen B. 

Larson (U.S. Geological Survey, Astrogeology Branch, Flagstaff, 
Ariz.). 

Astronautics and Aeronautics, vol. 4, May 1966, p, 40-50. 
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A66-29257 


Preliminary analysis of the Luna 9 pictorial data. A detailed 
description is given of the Luna 9 spacecraft and instrument capsule. 
The Luna 9 imaging system is discussed, and an analysis is made 
of the sequence of image transmissions from the moon. Problems 
involved in the construction of a mosaic panorama of Luna 9 pictures 
are considered, emphasizing the need to determine the angular 
fields of view and to relate the vertical to the azimuthal angular 
dimensions of the pictures. The orientation of the capsule and of 
the imaging system with respect to the lunar surface is discussed, 
and an approximate solution for the position of the zero parallel is 
obtained. The structure of the local lunar surface, as portrayed in 
the Luna 9 pictures, is described. It is concluded tentatively that 
the near-field part of the Luna 9 pictures shows the upper surface 
of a debris layer with an average thickness of 1 to 2 m that probably 
blankets most of the maria and upland regions of the moon. 

A. B. K. 


A 66-29263 

A STOCHASTIC MODEL OF THE FORMATION AND SURVIVAL OF 
LUNAR CRATERS. Ill - FILLING AND DISAPPEARANCE OF 
CRATERS. 

A. H. Marcus. 

Icarus, vol. 5, Mar. 1966, p. 178-189. 21 refs. 

Contract No. AF 49(638)-700. 

A previous model is extended to include the effects of the disap¬ 
pearance of craters due to filling by dust or lava. Both the age dis¬ 
tribution and expected number density of lunar craters are obtained 
as functions of crater diameter and of time. These results are ap¬ 
plied to the meteoroidal impact hypothesis of the origin of lunar 
craters. Good agreement is obtained with observed number densi¬ 
ties on the lunar continents and maria. It is assumed that the rate 
of filling of craters on the continents corresponds to the rate of 
meteoritic accretion, and the rate of filling on the maria is 50 to 
100 times larger than on the continents, corresponding to filling of 
mare craters by lava. (Author) 


A66-29257 

LUNAR HISTORY AS SUGGESTED BY THE CIRCULARITY INDEX 
OF LUNAR CRATERS. 

Luciano B. Ronca and John W. Salisbury (USAF, Office of Aero¬ 
space Research, Cambridge Research Laboratories, Lunar-Plane¬ 
tary Research Branch, Bedford, Mass. ). 

Icarus, vol. 5, Mar. 1966, p. 130-138. 7 refs. . 

A quantitative way of measuring the circularity of lunar craters, 
the circularity index, is defined. Frequency curves of the circu¬ 
larity indexes of 86 craters reveal that two populations of craters 
are definable, one more circular than the other. The most likely 
explanation proposed is that the subcircular craters were formed 
during a period of stress in the lunar crust. (Author) 


SOME COMMENTS ON GEHRELS' MODEL OF THE LUNAR SURFACE. 
Bruce Hapke (Cornell University, Center for Radiophysics and Space 
Research, Ithaca, N.Y.). 

Icarus, vol. 5, Mar. 1966, p. 154-159; Comments, Thomas Gehrels 
(Arizona, University, Lunar and Planetary Laboratory, Tucson, 

Ariz. ), p. 160, 161. 21 refs. 

Grant No. NsG-382. 

Objections to the model put forward by Gehrels, Coffeen, and 
Owens in 1964 to explain their observations on the wavelength de¬ 
pendence of the optical properties of the lunar surface. This model 
consists of an optically thin layer of micron-sized particles electro¬ 
statically suspended over a darker surface in such a manner that the 
average distance between particles is about 10 times their radii. 

Hapke's objections have to do with the electrostatics of lunar par¬ 
ticles and the optical properties of the layer. Gehrels replies that 
most observations in lunar and asteroidal photometry and polarim- 


etry can be explained with a tenuous surface texture with intercon¬ 
nected (rather than freely suspended) scattering elements or par¬ 
ticles. R.A. F. 


A66-29264 

A STOCHASTIC MODEL OF THE FORMATION AND SURVIVAL OF 
LUNAR CRATERS. IV - ON THE NONRANDOMNESS OF CRATER 
CENTERS. 

A. H, Marcus (Case Institute of Technology, Cleveland, Ohio). 

Icarus, vol. 5, Mar. 1966, p. 190-200. 15 refs. 

Examination of the validity of a statistical test of randomness 
applied to lunar-crater data. The inherent nonrandomness of the 
distribution of observable craters is discussed, along with the dis¬ 
tribution of crater density. The effects of inhomogeneity of the 
lunar surface are considered. Verification of the analysis from 
empirical crater counts is described. R.A. F. 

A66-29265 

THE NATURE OF SECONDARY CRATERS PHOTOGRAPHED BY 
RANGER VII. 

Zdenek Kopal (Boeing Co. , Scientific Research Laboratories, Math¬ 
ematics Research Laboratory, Seattle, Wash. ). 

Icarus, vol. 5, Mar. 1966, p. 201-213. 

Analysis of the frequency distribution of the secondary (10 to 
1000 m) lunar craters in the region of Mare Cognitum, as determined 
by Shoemaker (1965) and others from photographs secured by Ranger 7 
in July 1964, It is hypothesized, on the basis of the analysis, that a 
large fraction of these depressions, counted by Shoemaker and others 
as craters due to secondary impacts, are in reality subsidence for¬ 
mations, possibly triggered by "moonquakes" which are expected to 
occur in the wake of all major primary impacts on the moon. 

R.A. F. 


A66-29657 

SURVEYOR I - PRELIMINARY RESULTS. 

Science, vol-. 152, June 24, 1966, p. 1737-1750. 

Preliminary analysis of scientific data received from Survey¬ 
or 1 during its first five days on the moon. The instrumentation of 
the craft is described, and the mechanical properties, thermal 
properties, and topography of the lunar surface are considered. 

R.A. F. 


A66-29262 

A STOCHASTIC MODEL OF THE FORMATION AND SURVIVAL OF 
LUNAR CRATERS. II - APPROXIMATE DISTRIBUTION OF DIAM¬ 
ETER OF ALL OBSERVABLE CRATERS. 

A. H. Marcus . 

Icarus, vol. 5, Mar. 1966, p. 165-177. 14 refs. 

Contract No. AF 49(638)-700. 

It is assumed that the number density of lunar craters evolves 
because of the arrival of new craters and the obliteration of earlier 
craters by the formation of more recent ones nearby. Approxi¬ 
mations are developed which permit the calculation of the expected 
number density of all observable lunar craters as a function of 
crater diameter and of time. This result is applied to the meteor¬ 
oidal impact hypothesis for the origin of lunar craters. It is shown 
that obliteration alone is not sufficient to explain observed crater 
diameter distributions. (Author) 


A66-29974 

ON THE INAPLICABILITY OF BALDWIN'S RELATION FOR THE 
DETERMINATION OF THE CAUSES OF LUNAR CRATERS. 

G. S. Shteinberg (Akademiia Nauk SSSR, Sibirskoe Otdelenie, 
Institut Vulkanologii, Kamchatka, USSR). 

( Akademiia Nauk SSSR, Doklady , vol. 165, Nov. 1, 1965, p. 55-57.) 
Soviet Physics - Doklady, vol. 10, May 1966, p. 1006-1008. 14 refs, 

T ranslation. 

[For abstract see issue 05, page 764, Accession no. A66-15332] 

A66-30629 

MARINER IV AND CRATERS ON MARS. 

E. J. Opik. 

Irish Astronomical Journal , vol. 7, June-Sept. 1965, p. 92-104. 

16 refs. 

Grant No. NsG-58-60. 
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A66-32132 


Study of the registration of craters on the planet Mars by 
Mariner 4. Impact craters on the surface of a planet can be clas¬ 
sified as belonging to two categories: primeval craters and later 
craters. On Mars, as far as the Mariner 4 pictures go, there is 
no indication of any areas where the primeval craters are preserved. 
Anders proposes that the Martian craters are not older than 800 
million years and that earlier craters, primeval or of later origin, 
were erased completely. The role of erosion, in particular aeolian 
erosion, is discussed. The Martian crater diameters are evaluated. 
The Mars and lunar maria are compared. The number of Martian 
later craters is estimated from the pictures. It is concluded that 
even for a time interval of 4500 million years there are no good theo¬ 
retical reasons to expect a very large density of later craters on 
Mars. The Mariner 4 photographs are reviewed. M.F. 


A 66-30644 

INDICATION OF LUMINESCENCE FOUND IN THE DECEMBER 
1964 LUNAR ECLIPSE. 

N. Sanduleak and Jurgen Stock (Cerro Tololo Inter-American Ob¬ 
servatory, La Serena, Chile). 

Astronomical Society of the Pacific, Publications , vol. 77, Aug. 
1965, p. 237-240. 7 refs. 

Evidence that the lunar surface fluoresces, obtained by ob¬ 
serving the region of Mare Nubium continuously as it emerged from 
the umbra of the Dec. 19, 1964 lunar eclipse and progressed through 
the entire penumbra. Comparison of brightness measurements with 
theoretical values discloses that near the umbra there is an excess 
of light amounting to several tenths of a magnitude. This excess 
brightness is attributed to luminescence. R. A. F. 


A66-30669 

LUNAR CHARTING FOR PROJECT APOLLO. 

Robert W. Carder and Samuel P. Scott (USAF, Aeronautical Chart 
and Information Center, Technical Planning Div. , St. Louis, Mo.). 
(Institute of Navigation, Annual National Meeting, Long Beach, 
Calif., June 21-23, 1965, Paper.) 

Navigation, vol. 13, Spring 1966, p. 49-58. 

Discussion of the USAF Aeronautical Chart and Information 
Center (ACIC) program to study and collect lunar data that would 
be useful in charting the moon. The predominant ACIC effort is 
concentrated on the production of a 1:1,000,000 scale series of 
Lunar Astronautical Charts (LAC). For planning purposes, 2,400,000 
mi^ of the lunar surface have been charted. Another 500,000 mi^ are 
being charted at a scale of 1: 500, 000 for use in site selection of 
potential landing areas. F.R.L. 


A66-30929 # 

PHOTOMETRIC STUDIES OF DIFFUSELY REFLECTING SURFACES 


[I APP 
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Philip Oetking (Southwest Center for Advanced Studies, Graduate 
Research Center of the Southwest, Geosciences Div. , Dallas, Tex. ). 
Journal of Geophysical Research, vol. 71, May 15, 1966, p. 2505- 
2513. 12 refs. 

Grant No. NsG-269-62. 

A series of light reflectivity measurements has been made on 
a variety of samples in a search for materials or surface textures 
which might reproduce the photometric properties of the lunar sur¬ 
face, particularly the pronounced rise of reflectivity at small phase 
angles. It has been found that most terrestrial substances, including 
standard diffusing surfaces, when observed with an instrument of 
small aperture, show a prominent rise in reflectivity if the direc¬ 
tion of observation is within ±5° of the direction of the incident light. 
Experiments show that the height of the intensity peak entails com¬ 
plex interrelations of the particle size, shape, and optical properties 
of the reflector. The abrupt increase in the brightness of the lunar 
surface at zero phase may not be an unusual property of the moon 
but is one common to most substances. An airplane passenger can 
easily verify that this phenomenon is a common one by noting the 
bright zone on the ground around the shadow of the airplane. 

(Author) 


A66-31483 * 

PHENOMENOLOGICAL MACRORHEOLOGY IN LUNAR SOIL 
PHYSICS. 


Rudolph Szilard (Denver, University, Denver Research Institute, 

Derive r, Colo . ). 

American Institute of Aeronautics and Astronautics, Aerospace 
Sciences Meeting, 4th, Los Angeles, Calif., June 27-29, 1966 , 

Pape r 66 -516. 16 p. 18 refs. 

Mrmbe r s, $0.75; nonmem be r s, $1.50. 

Contract No. AF 19(628)-4797. 

The lunar surface materials are classified into three major 
groups: lunar dust, consolidated lunar conglomerates, lunar rocks. 
The mechanical properties of these lunar surface materials, in¬ 
cluding their rate sensitivity, are described by rheological constants. 
These constants may be obtained analytically from microrheology 
or from rheometry using mac rorheological approaches. Generally 
valid mathematical models are proposed by coupling basic rheolog¬ 
ical properties in parallel and in series and by considering geo¬ 
metrical and physical nonlinearities. The validity of the proposed 
mathematical models for lunar dust, consolidated lunar soil, and 
for lunar rock, is discussed. Methods to obtain the required rheolog¬ 
ical properties in the laboratory are outlined including a determina¬ 
tion of the parameters influencing their variation under lunar en¬ 
vironment. (Author) 


A66-31700 * 

NEW DATA ON THE STRUCTURE OF THE LUNAR SURFACE 
[NEUE ERKENNTNISSE UBER DIE STRUKTUR DER MONDOBER- 
FLACHE]. 

Johannes Larink (Hamburg, Universitat, Sternwarte, Hamburg- 
Bergedorf, West Germany). 

Deutsche Gesellschaft fur Raketentechnik und Raumfahrt, 

Symposion fiber die Erforschung des Mondes und des Interplanetaren 
Raumes, Munich, West Germany, Apr. 22, 1966, Paper. 3 p. 

In German. 

Report on lunar photographs taken by Ranger 7 and demon¬ 
strated by the American astronomer, Kuiper, at the 1964 conference 
of the IAU in Hamburg. The structural features of the lunar sur¬ 
face, as they appear on these photographs, are described in some 
detail. V.Z. 


A66-31701 # 


RESULTS AND GOALS OF LUNAR GEOLOGICAL STUDIES 
[GEOLOGISCHE ERFORSCHUNG DES MONDES - ERGEBNISSE 
UND AUFGABEN]. 


Kurt von Biilow (Rostock, Universitat, Rostock, East Germany). 
Deutsche Gesellschaft fur Raketentechnik und Raumfahrt, Sym¬ 
posion iiber die Erforschung des Mondes und des Inte rplanetaren 
Raumes, Munich, West Germany, Apr. 22, 1966, Paper. 8 p. 

In German. 

Survey of lunar geology in the light of the latest Ranger and 
Luna satellite observations of the lunar surface. The advent of a 
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studies of the moon are outlined. 


V. z. 


A66-32024 

COMMISSION ON THE MOTION AND SHAPE OF THE MOON 
[COMMISSION DU MOUVEMENT ET DE LA FIGURE DE LA LUNE]. 
IN: TRANSACTIONS OF THE INTERNATIONAL ASTRONOMICAL 
UNION. VOLUME 12A - REPORTS ON ASTRONOMY. 

Edited by J. C. Pecker. 

London, Academic Press, Ltd., 1965, p. 219-225. 29 refs. In 

English and French. 

Review of published work on the motion and shape of the moon. 
Investigations of the rotational elements and shape of the moon are 
described, as well as work on right ascensions and declinations, 
predictions of lunar occultations, theoretical work on the internal 
structure of the moon and its gravitational field, and a new method 
for the adjustment of heliometric libration observations. A. B. K. 


A66-32132 * 

LUNAR TOPOGRAPHY AND CARTOGRAPHY [TOPOGRAPHIE ET 
CARTOGRAPHIE LUNAIRES]. 

J.-M. Triplet (Institut Pasteur, Bureau des Longitudes, Paris, 

F ranee). 

L'AstronQmie , vol. 80, May 1966, p. 183-189. 5 refs. In French. 


A66-32237 


Historical review of lunar cartography and a survey of the most 
prominent lunar topographical features. Due to the absence of a 
magnetic field, an astronaut on the moon's surface would have to 
determine his position from the configuration of the stars. The 
lunar atlas prepared by the USAF in I960 is an example of the ap¬ 
plication of cartography to the research work of many investigators 
in constructing a detailed map of the moon's topography with contour 
lines for differences in elevation of only 300 m. D.P.F. 

A66*32237 

AVERAGING EFFECT OF ANTENNA RADIATION PATTERN IN 
MEASUREMENTS OF THE RADIO EMISSION OF THE MOON. 

V. D. Krotikov (Gor'kovskii Gosudaratvennyi Universitet, Nauchno- 
Issledovatel'skii Radiofizicheakii Institut, Gorki, USSR). 
( Radiofizika , vol. 8, no. 3, 1965, p. 453-460.) 

Soviet Radiophyaics, vol. 8, May-June 1965, p. 322-327. 24 refs. 

T ranslation. 

[For abstract see issue 24, page 3666, Accession no. A65-36555] 


A66-32344 

DETERMINATION OF SE LENOGRAPHIC LATITUDE AND LON¬ 
GITUDE BY STAR OBSERVATIONS FROM THE FAR SIDE OF THE 
MOON. 

Maud W. Makemson. 

Journal of the Astronautical Sciences , vol. 12, Winter 1965, 
p. 117-122. 

Consideration of the factors which will affect the determination 
of selenographic latitude and longitude by an astronaut landed on 
the moon. The selenocentric system and the lunar prime meridian 
are defined. The manner in which a star's geocentric coordinates 
can be transformed to the lunar equatorial system is described in 
terms of the selenocentric right ascension, the selenocentric de¬ 
clination, and the prime meridian hour angle. Assuming that the 
astronaut possesses an instrument for measuring vertical and 
horizontal angles, explicit details are given on the manner in which 
this device together with an accurate watch set to Greenwich mean 
time {universal time) can be used to accurately determine position. 

D.P.F. 

A66-32942 

RADIOACTIVITY OF THE LUNAR SURFACE. 

Hobart W. Kraner, Gerald L. Schroeder (Massachusetts Institute 
of Technology, Dept, of Physics , Radioactivity Center, Cambridge, 
Mass.), Gilbert Davidson, and Jack W. Carpenter (American 
Science and Engineering, Inc., Cambridge, Mass.), 

Science, vol. 152, May 27, 1966, p. 1235, 1236. 12 refs. 

AEC Contract No. AT(30-1)-952. 

Observation that the diffusion of radon and thoron from the 
lunar surface provides a mechanism for production of a radioactive 
surface layer on the moon. The work is based on what is known 
about the terrestrial rates of convection and diffusion of these gases, 
which are generated through radioactive decay of U^® and Th^^. 

In the solution of the diffusion equations, a negligible concentration 
of radon at the lunar surface as compared with that at depth has 
been assumed; this assumption is consistent with a uniform atmo¬ 
sphere extending to an altitude of 10 km. The significance of lunar 
alpha activity is discussed, and it is expected that a measurement 
of such activity will indicate if the moon is differentiated. It is 
concluded that on the moon an astronaut with an exposed suit area 
of 1 will acquire a surface alpha activity of about 1 Jic. Thus, 
possible contamination of the interior of a spacecraft or of returned 
samples should be considered. M. L. 


A66-32958 # 

THE FIRST AUTOMATIC STATION TO LAND ON THE MOON. 
COSPAR Information Bulletin no. 31, Apr. 1966, p. 36-47. 

Description of the construction and flight of the Soviet space 
vehicle Luna 9, the first instrument to transmit scientific informa¬ 
tion from the surface of the moon. The four flight stages of 
Luna 9 are discussed and diagramed, and several of the images of 
the lunar surface which were transmitted to earth are reproduced. 

B. B. 


A66-33006 

OBSERVABILITY OF INDIGENOUS ORGANIC MATTER ON THE 
MOON. 

J. J. Gilvarry (NASA, Ames Research Center, Space Sciences 
Div. , Moffett Field, Calif, ). 

Icarus, vol. 5, May 1966, p. 228-236. 39 refs. 

The theoriesof Gilvarry and Sagan implying the presence of in¬ 
digenous organic matter on the moon are reviewed briefly, for com¬ 
parison. The former postulates the presence in the lunar maria 
of organic remains derived from a pristine biota in a hydrosphere 
formed by exudation from the moon's interior and lasting several 
billion years. The latter assumes the presence of organic matter 
on the lunar highlands, now covered by meteoritic infall, formed 
by the action of solar ultraviolet light and other agencies on a re¬ 
ducing protoatmosphere lasting significantly less than a billion 
years. However, the fact that meteoritic infall on a moon without 
an atmosphere causes a net loss of mass from that body is deter¬ 
minative for observability in the Surveyor and Apollo missions of 
the organic vestiges postulated in the two theories. On Gilvarry's 
model, a loss of mass from the lunar surface of at least 7 meters 
in depth is found for the effects of meteoritic impact and sputtering 
action (by the particles of the solar wind and flares) over the period 
of several billion years since the atmosphere and hydrosphere van¬ 
ished. As the organic remains producing the dark color of the 
maria are assumed distributed throughout the bulk of the sediments 
in the maria floors, the coloration cannot be destroyed by super¬ 
ficial loss of mass by meteoritic impact. It follows that future 
lunar explorers should find organic fossils below the depth of roughly 
3 to 5 meters fixed by the charring action of the most penetrating 
radiation, the cosmic rays. Self-consistently on Sagan's theory, 
no over all gain of mass by meteoritic action on the moon could occur 
which is at variance with his conclusion of a depth of burial of organic 
vestiges amounting to some tens of meters. The actual loss of mass 
on the model after the lunar atmosphere vanished would be at least 
10 meters in depth, and hence the organic remains postulated as 
superficially distributed at a remote time would be completely un¬ 
observable at present. (Author) 


A66-33010 

SOME RESULTS OF RESEARCH ON LUNAR LUMINESCENCE. 

A. Righini, Jr, (Astronomical Observatory, Padua, Italy) and 
M. Rigutti (Consiglio Nazionale delle Ricerche, Centro di Studio 
per 1* Astrofisica, Osservatorio Astrofisico, Arcetri, Italy). 
Icarus, vol. 5, May 1966, p. 258-265. 5 refs. 

Research on lunar luminescence has been done with a technique 
similar to that illustrated by Kopal and Rackham in the period from 
Nov. 1964 to Jan. 1965. No luminescence phenomena have been 
observed, but the analysis of the observations has pointed out that 
some precautions must be taken in order to obtain reliable photo¬ 
graphic observations. Also pointed out is the necessity of system¬ 
atic observations during a long period of time, possibly a solar 
cycle, in order to clarify the characteristics of the suspected re¬ 
lation between solar activity and lunar luminescence. (Author) 


A66-33019 

ON THE HARMONIC ANALYSIS OF ABSOLUTE LUNAR ELEVA¬ 
TIONS. 

Donald H. Eckhardt (USAF, Office of Aerospace Research, 

Cambridge Research Laboratories, Bedford, Mass.). 

Icarus, vol. 5, May 1966, p. 313-316. 12 refs. 

Discussion of methods used in the determination of the harmonics 
of absolute lunar elevations. Analyses are made showing that stabil¬ 
ity is achieved only with the assumption of symmetry and the introduc 
tion of limb elevations; it is shown that this is apparent through the 
fourth degree. It is important, therefore, to consider systematic 
differences between the two sets of elevations. The probable exis¬ 
tence of these differences leads to the conclusion that no matter 
how imposing the mathematics may be, available absolute lunar 
elevation data are insufficient to allow reliable spherical harmonic 
analysis of the geometric figure of the moon. M. M. 
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A66-33235 # 

CONVECTION IN THE MOON - A BOUNDARY CONDITION. 

G. Fielder (London, University, Observatory, Mill Hill, Middx., 
England). 

Geophysical Journal , vol. 10, Jan. 1966, p. 437-443. 8 refs. 

Research supported by the Science Research Council. 

Recent British and United States maps of a system of structural 
lineaments on the moon have been compared. The two principal 
families of lineaments trend SW-NE and SE-NW in the center of the 
moon’s disk, but the surface grid so formed loses its orthogonal 
character as the limb is approached along the prime meridian or 
equator. These two great circles are found to be lines of symmetry 
of the grid system in the orthographic plane. The symmetry defines 
an extraordinary boundary condition for any theory of convection 
within the moon; yet the condition appears to be fulfilled by the theory 
of second-order convection cells proposed for another reason by 
Runcorn. (Author) 


A66-33625 

EVIDENCE FOR THE VOLCANIC ORIGIN OF LUNAR AND MARTIAN 
CRATERS. 

John F. Simpson (Goodyear Aerospace Corp. ; Akron, University, 
Akron, Ohio). 

Earth and Planetary Science Letters, vol. 1, May 1966, p. 130, 131, 
Study of the relationship existing in the percentage distribution 
of crater diameters on the moon and Mars, which appears remark¬ 
ably similar when normalized to uniform gravity. The percentage 
distribution of craters on both the moon and Mars is plotted. It 
may be seen that the form of the curves is similar and that the aver¬ 
age value of the lunar crater diameters is approximately 3.15 times 
the Martian crater diameters at any percentage value. This rela¬ 
tionship is noted to be consistent with a volcanic origin for the 
majority of lunar and Martian craters. M. F, 


A66-33626 

ADDITIONAL EVIDENCE FOR THE VOLCANIC ORIGIN OF LUNAR 
AND MARTIAN CRATERS. 

John F. Simpson (Goodyear Aerospace Corp. ; Akron, University, 
Akron, Ohio). 

Earth and Planetary Science Letters, vol. 1, May 1966, p. 132-134. 

Complete results of a study showing the similarity in frequency 
distribution of lunar and Martian craters with terrestrial volcanic 
craters, and the dissimilarity of these groups with terrestrial me¬ 
teoric craters. Subjects discussed include Mars and lunar crater 
diameters, terrestrial volcanic and meteoritic crater diameters, 
the normalization of extraterrestrial craters to the earth's gravity, 
and surface density effects. It is concluded that the frequency dis¬ 
tributions of Martian and lunar craters are very similar to terrestrial 
volcanic craters, when normalized for surface gravity and density. 
Furthermore, a distinct dissimilarity exists between these frequency 
distributions and those of terrestrial meteoritic craters. Therefore, 
this represents a strong implication for a volcanic origin of the bulk 
of Martian and lunar craters. M. F. 


A66-34013 # 

RAPID REMOTE SENSING BY A ’’SPECTRUM MATCHING” TECH¬ 
NIQUE. I - DESCRIPTION AND DISCUSSION OF THE METHOD. 
Graham R. Hunt (USAF, Office of Aerospace Research, Cambridge 
Research Laboratories, Bedford, Mass.). 

Journal of Geophysical Research , vol. 71, June 15, 1966, p. 2919- 
2930. 6 refs. 

A method of rapid remote sensing is described which is ap¬ 
plicable for obtaining information about the compositions of materials 
from both terrestrial and extraterrestrial sources. It is a method 
of infrared spectrum matching, in which the emission spectrum from 
the source is instrumentally compared with the reflection spectra of 
a set of polished samples of different compositions. The effects of 
other variables, such as temperature and surface condition, are 
explored, and the effect of an intervening attenuator is considered. 

It is found that despite the presence of other variables identification 
of compositional differences between targets can be made. (Author) 


A66-34099 # 

SOME ENERGETICAL CALCULATIONS REGARDING THE RECENT 
VOLCANIC PHENOMENA OF THE MOQN. 

G. Deak, K. Erdosi, M. Fdredi, P. Hedervari, and I. Sugar. 

Gerlands BeitrSge zur Geophysik, vol. 75, no. 2, 1966, p. 122-128. 

6 refs. 

Discussion of two circular and one elliptical reddish spots 
which recently formed in the area of the crater Aristarchus. Based 
on the assumption of the volcanic origin of these spots, the thermal 
energy is calculated that was liberated from the interior of the moon 
during the development of the spots. The calculations make use of 
hypothetical data on the type and thickness of the material of the 
spots. The results of the calculations are seen to support the assump¬ 
tion of the volcanic origin of the spots. 


A66-34487 

INFRARED SPECTROPHOTOMETRY OF THE MOON AND THE 
GALILEAN SATELLITES OF JUPITER. 

V. I, Moroz (Moskovskii Gosudarstvennyi Universitet, Gosudarstven- 
nyi Astronomicheskii Institut, Moscow, USSR). 

( Astronomicheskii Zhurnal, vol. 42, Nov.-Dec. 1965, p. 1287-1295.) 
Soviet Astronomy, vol. 9, May-June 1966, p. 999-1006. 20 refs. 

Translation. 

[For abstract see issue 08, page 1298, Accession no. A66-19458] 


A66*34573 # 

TESTS FOR RANDOMNESS IN THE DISTRIBUTION OF LUNAR 
CRATERS. 

G. Fielder (London, University, Observatory, Mill Hill, Middx., 
England). 

Royal Astronomical Society, Monthly Notices, vol. 132, no. 4, 1966, 
p. 413-422. 11 refs. 

Analysis of the distribution of lunar craters. Two different 
methods are used to avoid mixing different number densities of 
craters in adjacent lunar regions. The results indicate clustering 
of significantly greater degree than predicted by the impact hy¬ 
pothesis. It is concluded that a significant proportion of the craters 
is of internal origin. R. A. F. 


A66-34655 

TRAN FORMAT ION S OF THE LUN*R COORDINATES AND ORBITAL 
PARAMETERS. 

W. J. Eckert, M. J. Walker, and D, Eckert (International Business 
Machines Corp. , Watson Laboratory, New York, N. Y. ), 

Astronomical Journal, vol. 71, June 1966, p. 314-332. 10 refs. 

Use of Brown's lunar theory as a basis from which to discuss 
observed lunar motion and to examine critically new and more precise 
theoretical developments. This theory is of high quality and has long 
been accepted as a standard of comparison. In the modification of 
Brown's basic solution to facilitate comparison with observations, 
the full precision of the solution was not preserved since this was not 
then considered necessary. An attempt is made to make the full 
accuracy of Brown’s solution available for comparison with obser¬ 
vations, and to increase the precision of the relations between the 
computed coordinates and the parameters on which they are based. 

The precision of the solar terms in sine parallax is improved by more 
than an order of magnitude. F. R. L. 


A66-34656 

AN IMPROVED THEORETICAL LUNAR PHOTOMETRIC FUNCTION. 
Bruce Hapke (Cornell-Sydney University Astronomy Center, Ithaca, 
N. Y. ). 

Astronomical Journal, vol. 71, June 1966, p. 333-339. 17 refs. 

Grant No. NsG-382. 

Improvement of a previously proposed theoretical photometric 
function for the lunar surface, which successfully predicted vari¬ 
ations of brightness for areas between selenographic longitudes 
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of ±60°, so that it better agrees with observations in the limb re¬ 
gions. The modification consists of wrinkling the porous, open 
surface of the previous model into a series of steep-sided depres¬ 
sions. The primary requirement is that the surface must be densely 
covered (~90%) with features, the walls of which make steep angles 
(> 45°) with the local horizontal, and that these walls must be visible 
even at glancing angles. This model is consistent with radar-deflec¬ 
tion data which indicate that the moon is rough on a subcentimeter 
scale. These roughness features are probably primary and secondary 
meteorite craters and ejecta debris which saturate the lunar surface 
on a small scale. F. R. L. 


A66-35048 

ISOPHOTES OF THE ARISTARCHUS REGION ON THE MOON. 

C. Titulaer (Utrecht, Rijksuniversiteit, Sterrewacht Sonnenborgh, 
Utrecht, Netherlands). 

Astronomical Institutes of the Netherlands, Bulletin, vol. 18, Jan. 
1966, p. 167-169. 5 refs. 

Isophotometric measurements have been made on plates, taken 
during the total eclipse of the moon on Dec. 19, 1964. This paper 
gives the profiles of the isophotes and their relative intensities. 

It was not possible to determine the variation of intensity with time. 
The plates were obtained with the Utrecht refractor and measured 
with the Amsterdam isophotometer. (Author) 


A66-35245 * 

THE LUNAR CRATER CAR AMU EL. 

D. A. Allen. 

British Astronomical Association, Journal, vol. 76, June 1966, p. 
248-255. 

Description of the geographic and topographic features of the 
lunar crater Caramuel, located at latitude 17. 2 and longitude 88. 5, 
with a diameter of 28-1/2 miles. It lies on a convex mound about 
60 mi in diameter and 12, 000 ft high. Difficulties in the course of 
past observations of the crater (which is only favorably visible on 
one night of the year) are described. Tables are presented which 
list the position and diameter of Caramuel as quoted by various authors 
and the height in feet of its features based on 1965 photographs. 

D.P. F. 

A66-35284 # 

LUNAR CRATER THEORY [K TEORII LUNNYKH KRATEROV]. 

A. K. Mukhamedzhanov and K. P. Staniukovich. 

Kosmicheskie Issledovaniia, vol. 4, May-June 1966, p. 408-413. 

12 refs. In Russian. 

Discussion of the peculiarities of the dispersion of matter 
resulting from meteorite impact on the lunar surface. It is shown 
that lunar substance dislodged by meteorite impact can produce a 
dislodgement of matter when falling back onto the surface. Each 
subsequent dislodgement effect, however, will be much weaker than 
the previous one. It is suggested that the concentric nature of crater 
structure can be explained by these effects. V.P. 


A66-35437 

THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS OF THE 
1965 INTERNATIONAL ASTRONOMICAL UNION/NASA SYMPOSIUM 
GODDARD SPACE FLIGHT CENTER, GREENBELT, MD., APRIL 
15, 16, 1965. 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess (NASA, Goddard Space Flight Center, 
Laboratory for Theoretical Studies, Greenbelt, Md,), D. H. Menzel 
(Harvard University, Harvard College Observatory, Cambridge, 
Mass.), and J. A. O'Keefe (NASA, Goddard Space Flight Center, 
Greenbelt, Md.). 

Baltimore, Md., Johns Hopkins Press, 1966. 320 p. 

$13.50. 

CONTENTS: 

INTRODUCTION. Wilmot N. Hess, John A. O'Keefe (NASA, 
Goddard Space Flight Center, Md.), and Donald H. Menzel (Harvard 
University, Cambridge, Mass.), p. vii, viii. 


INTERPRETATION OF RANGER PHOTOGRAPHS AND RELATED 
TOPICS. 

OBSERVATIONS ON THE RANGER PHOTOGRAPHS. H. C. 

Urey (California, University, La Jolla, Calif.), p. 3-21. [See A66- 
35438 .19-30] 

PRELIMINARY ANALYSIS OF THE FINE STRUCTURE OF THE 
LUNAR SURFACE IN MARE COGNITUM. Eugene M. Shoemaker 
(U.S. Geological Survey, Flagstaff, Ariz.), p. 23-77. 33 refs. 

[See A66-35439 19-30] 

THE SURFACE OF THE MOON. E. A. Whitaker (Arizona, 
University, Tucson, Ariz.), p. 79-98. [See A66-35440 19-30] 

THE SURFACE STRUCTURE OF THE MOON. Gerard P. 

Kuiper (Arizona, University, Tucson, Ariz.), p. 99-105. 7 refs. 

[See A66-35441 19-30] 

THE MOON'S SURFACE. T. Gold (Cornell University, Ithaca, 
N.Y.), p. 107-121. [See A66-35442 19-30] 

CRATER FORMATION AND SURFACE STRUCTURE. 

INTERPRETING RANGER PHOTOGRAPHS FROM IMPACT 
CRATERING STUDIES. Donald E. Gault, William L. Quaide, and 
Verne R. Oberbeck (NASA, Ames Research Center, Calif.), p. 
125-140. [See A66-35443 19-30] 

OPTICAL PROPERTIES OF THE MOON'S SURFACE. B. W. 
Hapke (Cornell University, Ithaca, N.Y.), p. 141-154. [See A66- 

35444 19-30] 

THE APPLICATION OF POLARIZED LIGHT FOR THE STUDY 
OF THE SURFACE OF THE MOON. A. Dollfus (Paris, Observa- 
toire, Meudon, Seine-et-Oise, France), p. 155-172. [See A66- 

35445 19-30] 

LUMINESCENCE OF THE MOON AND SOLAR ACTIVITY. 

Zdenek Kopal (Manchester, University, Manchester, England), p. 
173-183. 29 refs. [See A66-35446 19-30] 

A CRITICAL ANALYSIS OF LUNAR TEMPERATURE MEASURE¬ 
MENTS IN THE INFRARED. Hector C. Ingrao, Andrew T. Young, 
and Jeffrey L. Linsky (Harvard University, Cambridge, Mass.), p. 
185-211. 25 refs. [See A66-35447 19-30] 

PHYSICS AND CHEMISTRY OF THE LUNAR SURFACE. 

RECENT DISCOVERY OF HOT SPOTS ON THE LUNAR SUR¬ 
FACE - A BRIEF REPORT OF INFRARED MEASUREMENTS ON 
THE ECLIPSED MOON. R. W. Shorthill and J. M. Saari (Boeing 
Co., Seattle, Wash.), p. 215-228. [See A66-35448 19-30] 

REVIEW OF RADAR OBSERVATIONS OF THE MOON. T. 
Hagfors (Massachusetts Institute of Technology, Lexington, Mass.), 
p. 229-239. 17 refs. [See A66-35449 19-30] 

TERRESTRIAL CALDERAS, ASSOCIATED PYROCLASTIC 
DEPOSITS, AND POSSIBLE LUNAR APPLICATIONS. Robert L. 
Smith (U.S. Geological Survey, Washington, D.C.), p. 241-257. 

[See A66-35450 19-30] 

LUNAR ASH FLOWS. John A, O'Keefe (NASA, Goddard Space 
Flight Center, Md. ), p. 259-266. [See A66-35451 19-30] 

THERMAL HISTORY OF THE MOON AND THE DEVELOPMENT 
OF ITS SURFACE. B. J. Levin (Academy of Sciences, Moscow, 
USSR), p. 267-273. 15 refs. [See A66-35452 19-30] 

ELECTRONIC POLARIMETRIC IMAGES OF THE MOON. V. 

P. Dzhapiashvili and L. V. Ksanfomalti (Georgian Academy of 
Sciences, Mt. Kanobili, Georgian SSR), p. 275. 

RADIO MEASUREMENTS OF THE MOON. F. Drake (Cornell 
University, Ithaca, N.Y.), p. 277-284. [See A66-35453 19-30] 
CONCLUSIONS. 

SUMMING-UP OF THE CONFERENCE. Ernst Spik (Maryland, 
University, College Park, Md. ), p. 287-291. 

PANEL DISCUSSION, p. 293-313. 

SUBJECT INDEX, p. 315-319. 

NAME INDEX, p. 319, 320. 

A66-35438 

OBSERVATIONS ON THE RANGER PHOTOGRAPHS. 

H. C. Urey (California, University, La Jolla, Calif.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W . N. Hess, D. H. Menzel, and J. A. O’Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 3-21. 


56 




A66-35445 


Evaluation of the Ranger 7, 8, and 9 and terrestrial photographs 
of the moon's surface. The thermal history, chemical composition, 
and nature of the interior of the moon are discussed, and craters, 
ray areas, dimples, wrinkles, clifflike structures, presumed lava 
flows, and various maria are considered. B.B. 


A66-35439 

PRELIMINARY ANALYSIS OF THE FINE STRUCTURE OF THE 
LUNAR SURFACE IN MARE COGNITUM. 

Eugene M. Shoemaker (U.S. Geological Survey, Flagstaff, Ariz.). 
IN: THE NATURE OF THE LUNAR SURFACE: PROCEEDINGS OF 
THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA SYM¬ 
POSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 

MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union and 
NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 23-77. 33 refs. 

Review of the basic new facts established by the Ranger 7 satel¬ 
lite photographs, formulation of a model of the fine structure of the 
lunar topography in Mare Cognitum, and the development of hypothe¬ 
ses concerning the surface processes. The small topographic fea¬ 
tures revealed by the Ranger 7 photographs of Mare Cognitum are 
almost all craters. Primary and secondary craters are defined on 
the basis of morphology and distribution. One of the most striking 
features revealed by the Ranger 7 photographs is the rarity of small 
positive relief features other than crater rims. It is found that 
cratering is the dominant process responsible for the small relief 
features of Mare Cognitum. In considering a preliminary model 
for the fine structure of the Mare Cognitum it is found that the 
scattering lunar surface is covered with very fine, nearly opaque 
grains . D . P. F. 


A66-35440 

THE SURFACE OF THE MOON. 

E, A. Whitaker (Arizona, University, Lunar and Planetary 
Laboratory, Tucson, Ariz.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe, 
Baltimore, Md., Johns Hopkins Press, 1966, p. 79-98. 

Summary of conclusions reached by the Lunar and Planetary 
Laboratory of the University of Arizona concerning the lunar sur¬ 
face. Many of the photos from which the conclusions were drawn 
are given. R.A.F . 


A66-35441 

THE SURFACE STRUCTURE OF THE MOON. 

Gerard P. Kuiper (Arizona, University, Lunar and Planetary 
Laboratory, Tucson, Ariz.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT. 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N, Hess, D. H. Menzel, and J. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 99-105. 7 refs. 

Summary of some of the scientific results from the Ranger 7, 

8, and 9 missions. The texture of the maria, crater rays, crater 
classification, the mare ridges, rilles, and lineaments, and the 
bearing strength of a mare floor are discussed. R.A.F. 


A66-35442 

THE MOON'S SURFACE. 


T. Gold (Cornell University, Center for Radiophysics and Space 
Research, Newman Laboratory of Nuclear Studies, Ithaca, N.Y.). 
IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union and 
NASA. 

Edited by W. N. Hess, D. H. Menzel, andj. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 107-121. 

Consideration of the surface characteristics of the moon. 
Radar-scattering, optical-scattering, thermal, photographic, and 
other data are analyzed. R.A.F. 


A66-35443 

INTERPRETING RANGER PHOTOGRAPHS FROM IMPACT CRATE! 
ING STUDIES. 

Donald E. Gault, William L. Quaide, and Verne R. Oberbeck 
(NASA, Ames Research Center, Space Sciences Div., Moffett 
Field, Calif.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe. 
Baltimore, Md,, Johns Hopkins Press, 1966, p. 125-140. 

Results from impact cratering experiments and field studies 
of missile impact craters. The studies show that projectiles with 
velocities typical of secondary bodies on the moon produce craters 
with geometries which are sensitive to target strength and angle of 
impact. Interpretation of Ranger photographs in the light of these 
findings indicates that the lunar surface consists of materials having 
low cohesive strength, the thickness probably measuring in meters 
or tens of meters. R.A.F. 


A66-35444 

OPTICAL PROPERTIES OF THE MOON'S SURFACE. 

B. W. Hapke (Cornell University, Center for Radiophysics and 
Space Research, Ithaca, N.Y.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H. Menzel, andJ. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p, 141-154. 
NASA-sponsored research. 

Analysis of the outermost millimeter or so of the lunar sur¬ 
face, on the base of optical data on the moon's surface and related 
laboratory studies. The optical evidence is considered to give very 
strong indications that the surface of the moon is covered with a 
layer of fine dust, the thickness of the layer being unknown. 

R.A.F. 


A66-35445 

THE APPLICATION OF POLARIZED LIGHT FOR THE STUDY OF 
THE SURFACE OF THE MOON. 

A. Dollfus (Paris, Observatoire, Section d'Astrophysique, Meudon, 
Seine-et-Oise, France). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-3543? 19-30] 

Symposium sponsored by the International Astronomical Union and 
NASA. 

Edited by W. N. Hess, D. H. Menzel, andj. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 155-172. 
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Analysis of data on the polarization of light reflected from the 
lunar surface. It is concluded that the surface of the moon is com¬ 
pletely covered, in all areas, by a layer of small, uncompacted, 
highly absorbing dust particles. The polarization techniques are 
not precise enough to establish the exact composition of the dust. 

R.A.F. 


A66-35446 

LUMINESCENCE OF THE MOON AND SOLAR ACTIVITY. 

Zdenek Kopal (Manchester, University, Dept, of Astronomy, 
Manchester, England). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union and 
NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe. 

Baltimore, Md., Johns Hopkins Press, 1966, p. 173-183. 29 refs. 

Review of observations of transient luminous phenomena on the 
lunar surface, and discussion of their quantitative aspects. It is 
pointed out that several conspicuous instances of such phenomena 
followed transient disturbances on the sun by intervals of from 
several hours to a few days. This is seen to indicate that the sources 
of excitation are probably corpuscular, rather than electromagnetic, 
radiation. R.A.F. 


A66-35448 

RECENT DISCOVERY OF HOT SPOTS ON THE LUNAR SURFACE - 
A BRIEF REPORT OF INFRARED MEASUREMENTS ON THE 
ECLIPSED MOON. 

R. W. Shorthill and J. M. Saari (Boeing Co., Scientific Research 
Laboratories, Seattle, Wash.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H, Menzel, and J. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 215-228. 

Results from measurements of lunar thermal radiation in the 
10- to 12-4 region, taken during the total lunar eclipse of Dec. 19, 
1964. Some 400 anomalous hot spots are identified in the data. No 
explanation is advanced for these anomalies. R.A.F. 


A66-35449 

REVIEW OF RADAR OBSERVATIONS OF THE MOON. 

T. Hagfors (Massachusetts Institute of Technology, Lincoln Labora¬ 
tory, Lexington, Mass,). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE-FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 229-239; Dis¬ 
cussion, H. C. Urey (California, University, La Jolla, Calif.), 
p. 239. 17 refs. 

The methods available for the study of the moon by means of 
radar are briefly reviewed, a discussion is given of the informa¬ 
tion which can be derived from radar studies about the nature of 
the lunar surface, and results of radar observations of the moon 
are presented. From these results, it is concluded that the lunar 
surface is covered by a material having an effective dielectric 
constant of 2.6 and that the surface undulations on the moon have 
a mean slope of 11-12° on the scale of about 1 m. The enhanced 
reflectivity of young rayed craters has been interpreted as both a 
higher intrinsic reflectivity and a higher degree of roughness in 
these features. (Author) 


A66-35450 

TERRESTRIAL CALDERAS, ASSOCIATED PYROCLASTIC DE¬ 
POSITS, AND POSSIBLE LUNAR APPLICATIONS. 

Robert L. Smith (U.S. Geological Survey, Washington, D.C.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe. 

Baltimore, Md., Johns Hopkins Press, 1966, p. 241-257; Discussion, 
W. C. Cameron and J. Green, p. 257. 

Study of terrestrial calderas defined as basins of subsidence 
larger than volcanic craters and discussion of possible lunar ap¬ 
plications. Three major caldera types are briefly discussed: (1) 
Kilauean calderas, (2) Krakatoan calderas, and (3) resurgent 
cauldrons. Examples of each type of calderas are given together 
with illustrations. It is noted that the Krakatoan type calderas, 
formed by subsidence of the tops of large andesitic volcanoes, are 
the most common type among the active volcanoes on the earth, 
Kilauean calderas are primarily caused by subsidence without sur¬ 
face volcanism and resurgent cauldrons are typified by a central 
structural mountain mass. It is pointed out that many of the lunar 
craters of the large type appear to have one feature in common that 
is incompatible with all terrestrial calderas - i.e. , the hilly, 
hummocky, and chaotic topography that forms their rims and im¬ 
mediate surroundings. M.F. 


A66-35451 

LUNAR ASH FLOWS. 

John A. O'Keefe (NASA, Goddard Space Flight Center, Greenbelt, 
Md.). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe. 
Baltimore, Md., Johns Hopkins Press, 1966, p. 259-264; Dis¬ 
cussion, F. L. Whipple, M. Dubin, and Z. Kopal (Manchester, 
University, Dept, of Astronomy, Manchester, England), p. 264-266. 

Explanation of the softened appearance seen on some of the 
lunar craters by the presence of lunar ash flows. It is a fact that 
large craters, craters above a certain size, are softened in some 
way or another. As an explanation, the author proposes that this 
softening is the result of the deposit of a blanket of ash over the 
moon's surface . The problem of why this ash flow leads to shallow 
craters is examined. A distinction is made between the soft, large 
craters and the hard, small craters. An alternative explanation 
for this softening of the craters is erosion. But it is the author's 
contention that erosion is not the true cause. The origin of the 
energy for lunar volcanism is discussed and the explanation of the 
softening by erosion is upheld by other scientists in a discussion. 

M.F. 


A66-35452 

THERMAL HISTORY OF THE MOON AND THE DEVELOPMENT 
OF ITS SURFACE. 

B. J. Levin (Academy of Sciences, Institute of Physics of the 
Earth, Moscow, USSR). 

IN: THE NATURE OF THE LUNAR SURFACE; PROCEEDINGS 
OF THE 1965 INTERNATIONAL ASTRONOMICAL UNION/NASA 
SYMPOSIUM, GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MD., APRIL 15, 16, 1965. [A66-35437 19-30] 

Symposium sponsored by the International Astronomical Union 
and NASA. 

Edited by W. N. Hess, D. H. Menzel, and J. A. O'Keefe. 
Baltimore, Md. , Johns Hopkins Press, 1966, p. 267-271; Dis¬ 
cussion, p. 271-273. 15 refs. 

Discussion of the question of whether the idea of nearly simul¬ 
taneous formation of the lunar maria agrees with the calculations 
of the thermal history of the lunar interior. Calculations of the 
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thermal history of the moon lead to the conclusion that a period 
favorable for lava effusions occurred 2.5 to 3.0 aeons (billion years) 
ago (depending on the content of radioactive elements in the moon). 
At that time spontaneous breakthrough and effusions of lava were 
probably possible. A second question which arises is whether the 
thermal history of the moon is compatible with the history of the 
bombardment of its surface. The author's positive answer to this 
question is based on the idea of the common origin of the moon and 
the earth. The hypothetical melting of the interior of the moon is 
discussed. M.F. 


A66-35793 # 

AN HYPOTHESIS CONCERNING THE EVOLUTION OF THE LUNAR 
SURFACE. 

D. M. Miller. 

Current Science, vol. 35, May 5, 1966, p. 225-228. 9 refs. 

Statement and application of a hypothesis concerning the evolu¬ 
tion of the lunar surface. It is contended that at the time the lunar 
surface solidified into a crust the amount of interplanetary material 
was such that the subsequent infall would have covered the bedrock 
with a layer of dust the present average thickness of which is be¬ 
lieved to be of the order of a kilometer. The various features 
visible on the moon's surface are attributed to distortions of this 
layer caused by collisions of planete simals and other large bodies 
with it. This process is illustrated by a number of examples. 

A.B.K. 


A66-35901 

ACCURACY IN THE DETERMINATION OF LUNAR TRANSPONDER 
LOCATION FROM POSTARRIVAL TRACKING. 

T. H. Elconin (California Institute of Technology, Jet Propulsion 
Laboratory, Pasadena, Calif.). 

(American Institute of Aeronautics and Astronautics, and Institute 
of Navigation, Astrodynamics Specialist Conference, U.S. Naval 
Postgraduate School, Monterey, Calif., Sept. 16, 17, 1965, Paper 
65-694. ) 

IN: METHODS IN ASTRODYNAMICS AND CELESTIAL MECHANICS. 
Edited by R. L. Duncombe and V. G. Szebehely. 

New York, Academic Press, Inc., 1966, p. 297-323. 

[For abstract see issue 22, page 3345, Accession no. A65-33705] 


A66-36213 # 

MOON CHARTER. 

Janos Kiss. 

IN: COLLOQUIUM ON THE LAW OF OUTER SPACE, 8TH, ATHENS, 
GREECE, SEPTEMBER 14, 15, 1965, PROCEEDINGS. [A66-36201 
19-34] 

Colloquium sponsored by the International Institute of Space Law of 
the International Astronautical Federation. 

Edited by A. G. Haley and M. D. Schwartz. 

South Hackensack, N.J., Fred B. Rothman and Co. , 1966, p. 234- 
238. 

Brief comparison of the resolutions of the General Assembly 
of the UN, the International Law Association, and the Institute of 
International Law concerning the declaration of the fundamental 
international legal status of celestial bodies, especially the moon. 
Twelve general principles are recommended for a draft text of a 
moon charter. M.L. 


A66-36312 

THE CONCEPT OF VOLCANO-TECTONIC UNDULATION IN 
SELENOLOGY. 

G. J. H. McCall (Western Australia, University, Dept, of Geology, 
Nedlands, Australia). 

IN: ADVANCES IN SPACE SCIENCE AND TECHNOLOGY. VOLUME 

8 . 

Edited by F. I. Ordway, III. 

New York, Academic Press, Inc. , 1966, p. 1-64. 81 refs. 

Proposed mechanism for selenological processes which assumes 
that the lunar surface is anorogenically molded, and that the strange 


pattern of craters and lineaments stems from intermittent reactiva¬ 
tion of numerous linear anorogenic zones which form a close reticula¬ 
tion all over the lunar surface. Arguments are adduced to refute the 
concept of the formation of lunar craters by meteoric impact. 

Although ample use is made of terrestrial analogy, it is not con¬ 
sidered that the lunar vulcanism is identical, or even similar to that 
occurring on the earth. Based on geological considerations, a case 
is presented for supposing that lunar vulcanism involves much gas 
emission and only fumarolic encrustation to produce solid rocks 
(except for possible minor molten effusions of an unknown nature). 
This may have produced a volcanogenic envelope, unlike the terres¬ 
trial crust, F. R. L. 


A66-37019 

A SPECTROPHOTOMETRIC STUDY OF THE LUNAR SURFACE. 

N. N. Petrova (Akademiia Nauk SSSR, Glavnaia Astronomicheskaia 
Observatoriia, Pulkovo, USSR). 

(Astronomicheskii Zhurnal, vol. 43, Jan. -Feb. 1966, p. 162-171.) 
Soviet Astronomy, vol. 10, July-Aug. 1966, p. 128-135. 27 refs. 

Translation. 

[For abstract see issue 12, page 1945, Accession no. A66-23506] 


A66-37T51 # 

THERMAL HISTORY OF THE MOON [K VOPROSU O TEPLOVOI 
ISTORU LUNY]. 

O. I. Ornatskaia and la. I. Al'ber (Gor'kovskii Gosudarstvennyi 
Universitet, Nauchno-Issledovatel'skii Radiofizicheskii Institut, 
Gorki, USSR). 

(Soveshchanie po Planetnoi Kosmogonii, Moscow, USSR, June 21, 
1965. ) 

Radiofizika , vol. 9, no. 3, 1966, p. 615-617. 9 refs. In Russian, 

Solution of the equation of thermal conductivity for four combina¬ 
tions of concentration of radioactive elements in the lunar crust, as 
proposed by Krotikov, Troitskii and others. The thickness of the 
solid lunar crust is estimated on the basis of the results. V.Z. 


A66-37260 * 

HEAT TRANSFER IN LUNAR ROCK. 

P. E. Clegg, J. A. Bastin, and A. E. Gear (London, University, 
Queen Mary College, Dept, of Physics, London, England). 

Royal Astronomical Society, Monthly Notices, vol. 133, no. 1, 

1966, p. 63-66. 6 refs. 

It is suggested that radiative transfer may play an important 
part in the mechanism of heat flow in the lunar surface and a sim¬ 
ple treatment of this process is given. Rough estimates are made 
of the magnitude of the contribution of radiative transfer, and it is 
found that this process could account for a considerable fraction 
and perhaps almost all the heat flow deduced from infrared mea¬ 
surements. Furthermore such a mechanism is of the right form 
to remove certain discrepancies which have been noted in infrared 
and microwave data. (Author) 


A66-38025 

SIMULATED BASALT AND GRANITE MAGMA UPWELLED IN 
VACUUM. 

Walter I. Dobar (Bendix Corp. , Bendix Systems Div. , Ann Arbor, 
Mich.). 

Icarus, vol. 5, July 1966, p. 399-405. 

The upwelling and solidification of a simulated basalt and 
granite magma in vacuum has produced a porous material not found 
in nature. The photometric curves of the upwelled samples show 
excellent correlation with the photometric curves of the lunar sur¬ 
face. The visible colors associated with the simulated magma 
during vacuum upwelling matches the visual observations of the 
color phenomena observed on the lunar surface in Oct. and Nov. 
1964. The bearing strength of the vacuum-formed materials ranges 
from 1.5 to 6.5 tons/ft^. (Author) 
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A66-38026 

EARLY LUNAR CRATERING. 

William K. Hartmann (Arizona, University, Lunar and Planetary 
Laboratory, Tucson, Ariz.). 

Icarus, vol. 5, July 1966, p. 406-418. 24 refs. 

During the first seventh of lunar history, the cratering rate on 
the moon averaged roughly two hundred times the average postmare 
rate. The peak rate may have been much higher. Crater densities 
are thus not proportional to age. The large, circular mare basins 
fit the diameter distribution of the "continental" craters and are 
thus identified with the premare cratering. This cratering is as¬ 
sumed to be due to a high early bombardment rate by-objects of 
uncertain origin. Mars does not show early intense cratering. The 
objects were probably fragmented by collisions to a substantial 
degree and were probably not the planetesimals from which the moon 
and planets accreted. In this case, the true planetesimals from 
which the moon accreted were probably smaller than 1Q15 g, and may 
represent an intermediate stage in planetesimal growth. Of six 
hypothetical origins considered for the objects, a circumterrestrial 
swarm, probably related to the origin of the moon, appears the 
most likely. Observational tests for the hypotheses are listed. 

(Author) 


A66-38030 

SURVIVAL TIME OF LUNAR SURFACE IRREGULARITIES AND 
VISCOSITY DISTRIBUTION WITHIN THE MOON. 

Yasuo Shimazu (Manchester, University, Dept, of Astronomy, Man¬ 
chester, England). 

Icarus, vol. 5, July 1966, p. 455-458. 7 refs. 

Examination of the inequalities in the distribution of continents 
and maria on the lunar surface as a means to understanding the 
internal state of the moon. Various explanations for the abnormal 
amount of moment of inertia are described. The viscosity distri¬ 
bution within the moon is analyzed using the Navier-Stokes and 
the continuity equations. Only large craters are considered in the 
analysis; the results are given based on the nonuniform deformation 
of a viscous sphere as a model. A model consisting of a floating 
shell is the basis for an alternate set of calculations. D. P. F. 


A66-38052 

ENERGY BALANCE ON THE LUNAR SURFACE. 

Neil Ashby (Colorado, University, Dept, of Physics and Astro¬ 
physics, Boulder, Colo. ), 

Astronomical Society of the Pacific, Publications, vol. 78, June 
1966, p. 254, 255. 8 refs. 

NASA-supported research. 

Determination of the reflected energy reflected from the moon's 
surface. The value 0.106 ± 0. 01 cal cm“2 minr^ is assigned to the 
average reflected energy. Since about 0.008 cal cm“2 minr* is 
conducted into the surface, about 1.88 ± 0.02 cal cm"^ minT^ should 
be radiated. B. B. 


A66-38059 

ORIGIN OF LUNAR TEKTITES [DIE HERKUNFT DER TEKTITE 
VOM MONDj. 

Ernst Adams (Deutsche Versuchsanstalt fur Luft- und Raumfahrt, 

Institut fur angewandte Mathematik und Mechanik, Freiburg im 
Breisgau, West Germany). 

(Deutsche Gesellschaft ffir Raketentechnik und Raumfahrt, Sympo - 
sion Erforschung de s Mondes und des interplanetaren Raumes, 
Munich, West Germany, Apr. 22, 1966, Vortrag. ) 
Raumfahrtforschung , vol. 10, July-Sept. 1966, p. 105-109. 39 iefs. 

In German. 

Review of available data on the origin of tektites. It is consid¬ 
ered unlikely that tektites are of terrestrial origin. The moon is 
considered the most likely extraterrestrial source for tektites, so 
they may thus provide a source of information on the moon' s history 
and surface. R.A.F. 


A66-38506 

IMPLICATIONS OF HIGH VACUUM ON THE CHARACTERISTICS 
OF THE LUNAR SURFACE. 

Peter E. Glaser (Arthur D. Little, Inc., Cambridge, Mass.). 
(American Vacuum Society, National Vacuum Symposium, 12th , 

New York, N.Y., Sept. 28-Oct. 1, 1965, Paper.) 

Journal of Vacuum Science and Technology , vol. 3, July-Aug. 1966, 
p. 181-186. 58 refs. 

The pressure on the lunar surface, which may be no higher than 
10~^ terrestrial atmospheres, has already been shown to have an 
important effect on the behavior of postulated lunar surface ma¬ 
terials. The observational evidence on the nature of the lunar 
atmosphere is summarized and the implications of the low pressure 
on lunar surface structural and physical properties are discussed. 
Lunar environmental effects including micrometeoroid impact and 
solar radiation are shown to be contributing to the surface charac¬ 
teristics. The effects of low pressures on the vesiculation of lava 
are used to illustrate structural features which may be present 
on the lunar surface. Consolidation phenomena, which are ex¬ 
pected to produce adhesion of particles on the lunar surface, and 
the roles of chemical bonds and van der Waals and electrostatic 
forces are discussed. The effects of the high vacuum on heat- 
transfer phenomena on the surface are examined and the required 
characteristics of postulated materials, ranging from a lightweight 
interconnected structure to a vesicular low-density foam, are listed. 
The restraints imposed on lunar exploration by the absence of the 
atmosphere and the expected contamination caused by lunar probes 
and future lunar-landing vehicles are considered. (Author) 


A66-38637 

THE LINEAR NETWORK OF LUNAR SURFACE FEATURES. 

J. van Diggelen (Utrecht, Rijksuniversiteit, Sterrewacht Sonnenborgh, 
Utrecht, Netherlands). 

Astronomical Institutes of the Netherlands, Bulletin, vol. 18, July 
1966, p. 311-322. 23 refs. 

This investigation deals with a statistical method for deter¬ 
mining the preferential directions shown by lunar surface formations, 
known as the lunar grid system. This system is defined as the entire 
collection of linear formations revealed by mountains and ridges on 
the lunar continents, and also by the walls of polygonal craters. 
Objects belonging to the grid have been counted on some plates of the 
Photographic Lunar Atlas and their normalized distribution over the 
different sectors has been found. The distribution curve was 
corrected for curvature effects. The real distribution has been 
determined by subtracting a theoretical random distribution obtained 
by assuming that the visibility of these objects is proportional to the 
area of their shadows and by assuming a theoretical distribution of 
the slopes of the objects in accordance with the mean radar slope. 

A strong system radially orientated with respect to Mare Imbrium 
has been found in some lunar regions. Nearly all the systems men¬ 
tioned by Fielder (1963) could be confirmed by our statistical method. 
A comparison of the results is tabulated. (Author) 


A66-38822 

THE FIGURE AND GRAVITY FIELD OF THE MOON. 

C. L. Goudas (Boeing Co., Scientific Research Laboratories, 
Mathematics Research Laboratory, Seattle, Wash.). 

IN: ADVANCES IN ASTRONOMY AND ASTROPHYSICS. VOLUME 4. 
Edited by Zdenek Kopal. 

New York, Academic Press, Inc., 1966, p. 27-151. 62 refs. 

Study of the possibilities of deriving reliable models of the 
figure, density distribution, and gravity field of the moon on the 
basis of data obtainable through earth-bound telescopes. It is said 
that much of this work, with small alteration, can be adapted for 
use with spaceborne observations. Geometric and dynamic proper¬ 
ties of the moon are studied, and conclusions are drawn regarding 
its figure and gravity field. B. B.. 


A66-39895 

THE ON-SITE MANUFACTURE OF PROPELLANT OXYGEN FROM 
LUNAR RESOURCES. 
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A66-40544 


Sanders D. Rosenberg, Gerald A. Guter, and Frederick E. Miller 
(Aerojet-General Corp. , Azusa, Calif.). 

(American Institute of Chemical Engineers, Annual Meeting, 57th, 
Symposium on Chemical Processing in Extraterrestrial Environ¬ 
ments, Boston, Mass., Dec. 6-10, 1964, Preprint 46c .) 

Chemical Engineering Progress, Symposium Series, no. 61, 1966, 
p. 228-234. 

[For abstract see issue 04, page 518, Accession no. A65-13203] 


A66-39897 

WATER AND CHEMICAL RECOVERY IN A LUNAR ENVIRONMENT. 

R. N. Rickies (Dorr-Oliver, Inc., Stanford, Conn.). 

( American Institute of Chemical Engineers, Annual Meeting, 57th, 
Symposium on Chemical Processing in Extraterrestrial Environ¬ 
ments, Boston, Mass., Dec. 6-10, 1964, Preprint 46b .) 

Chemical Engineering Progress, Symposium Series , no. 61, 1966, 
p. 241-246. 14 refs. 

[For abstract see issue 04, page 518, Accession no. A65-13202] 


A66-40017 

LUNA 9 PHOTOGRAPHS - EVIDENCE FOR A FRAGMENTAL 
SURFACE LAYER. 

Donald E. Gault, William L. Quaide, Verne R. Oberbeck (NASA, 
Ames Research Center, Space Sciences Div. , Moffett Field, Calif.), 
and Henry J. Moore (U.S. Geological Survey, Menlo Park, Calif.). 
Science, vol. 153, Aug. 26, 1966, p. 985-988. 13 refs. 

Evaluation of the photographs of the lunar surface taken by 
Luna 9, which are considered to indicate that it consists of a non- 
cohesive to weakly cohesive, poorly sorted fragmental material of 
unknown source, with the bulk of the fragments having sizes less 
than 1 cm and probably less than a few millimeters. The minimum 
depth of this fragmental layer is approximately 20 cm, but it may be 
much deeper. Because of the movement of the spacecraft, it was 
possible to view the photographs stereoscopically. Good stereopsis 
was obtained for about 100° of the panoramic scan. The views 
reveal an undulating surface that is littered with rocks and pocked 
with shallow depressions. Some laboratory studies of cratering in 
various materials are cited in support of the conclusions. F.R.L. 


A66-40210 # 

THERMAL SIMULATION OF THE LUNAR SURFACE. 

Richard D. Wood and John N. Wilkinson (Aerospace Controls Corp. , 
Los Angeles, Calif.). 

IN: AMERICAN INSTITUTE OF AERONAUTICS AND ASTRONAU¬ 
TICS, INSTITUTE OF ENVIRONMENTAL SCIENCES, AND AMERI¬ 
CAN SOCIETY FOR TESTING AND MATERIALS, SPACE SIMULA¬ 
TION CONFERENCE, HOUSTON, TEX., SEPTEMBER 7-9, 1966. 
TECHNICAL PAPERS. [A66-40204 22-11] 

New York, American Institute of Aeronautics and Astronautics, 

1966, p. 43-55. 8 refs. 

Proposal of preliminary engineering data for the thermal 
simulation of the lunar surface. A conceptual analytical method 
which could be used effectively for simulating the lunar surface 
environment is initiated. To obtain the data points for the parametric 
curves a computer program was written for the IBM 360 computer. 
Small increments were taken and extensive data points were plotted. 
Careful use of these curves should give an error analysis to within 
about ±1%. The reported results indicate that adequate simulation 
can be provided using this technique in the design of a Lunar En¬ 
vironmental Simulator. Sufficient theoretical material is presented 
to analyze any particular spacecraft configuration and to minimize 
temperature error. M.F. 


A66-40398 

THE MOON'S SURFACE. 

Jack Green (Douglas Aircraft Co. , Inc. , Advanced Research Lab 
oratory, Huntington Beach, Calif. ). 

International Science and Technology , Sept. 1966, p. 59 -62, 64, 
66, 67, 82, 84. 


An examination of the controversy whether moon craters are 
of volcanic or meteoritic origin and of the survival advantages of 
a volcanic over an impacted terrain in case of lunar landing. It 
is believed that the moon's macrostructural features such as ori¬ 
entation of ridges, relation of domes and rim structures to craters, 
the relations of craters to regional and global fracture systems are 
not the result of chance impact of outside bodies, since they in¬ 
escapably resemble those seen in volcanic provinces on earth often 
down to the smallest telescopic details. Of the 40 lunar landscape 
features studied recently every one can be explained by defluidi¬ 
zation and only 12 can be explained by impact (or its erosional 
effects). The essential character of the moon's surface and its 
variability will not be determined, however, until samples of 
lunar material have been brought back to earth and examined. 

S. Z. 


A66-40518 

LUNAR SURFACE STRENGTH - IMPLICATIONS OF LUNA 9 
LANDING. 

L. D. Jaffe and R. F. Scott (California Institute of Technology, Jet 
Propulsion Laboratory and Div. of Engineering and Applied Sciences, 
Pasadena, Calif.). 

Science, vol, 153, July 22, 1966, p. 407, 408. 12 refs. 

The ability of the lunar surface to support statically the Luna 9 
capsule indicates that the surface can bear at least 5 x 10^ dynes/cm^ 
(lO - ^ lb/in. 2). Analysis of the landing dynamics, using available 
data, gives a lower bound of about 1 to 2 x 10^ dynes/cm^, but this 
estimate may not be conservative because of uncertainties regarding 
the shock-absorbing system used and the direction of the velocity 
vector at impact. (Author) 


A66-40522 

LUNA 9 PICTURES - IMPLICATIONS. 

T, Gold and B. W. Hapke (Cornell-Sydney University Astronomy 
Center, Ithaca, N. Y. ). 

Science, vol. 153, July 15, 1966, p. 290-293. 6 refs. 

Grant No. NsG- 382. 

Evaluation of evidence from Luna 9 which, it is considered, 
does not preclude the possibility that the moon may have a surface 
made up largely of very fine rock particles. Experiments were 
made with dry commercial cement powder, and surfaces were ob¬ 
tained which, in appearance, closely resembled the lunar surface 
as photographed at very close range. Attention is drawn to two 
apparent shifts of the package, which may indicate that the lunar 
subsurface contains very many cavities which are in a precarious 
state of equilibrium. F. R. L. 


A66-40544 

LUNAR BASINS, LUNAR LINEAMENTS, AND THE MOON'S FAR 
SIDE. 

William K. Hartmann (Arizona, University, Lunar and Planetary 
Laboratory, Tucson, Ariz. ). 

Sky and Telescope, vol. 32, Sept. 1966, p. 128-131. 

Discussion of the origin of lunar basins (or thalassoids), the 
evolution of ancient planetary surfaces, the history of huge con¬ 
centric structures, and the origin of radial and grid systems of 
lineaments on the lunar surface. Several photographs taken from 
earth are compared with photos of the same features taken by the 
Soviet space probe Zond 3. The word basin is used for the large 
circular features, which usually show radial and concentric structure 
and are flooded to a greater or lesser extent by mare material. A 
plot is included of the number of craters within certain ranges of 
diameter that occur in a million square kilometers of lunar surface. 
Detailed examination and discussion of the Mare Orientale is 
included. Especially of this system, but of these features in general, 
it is concluded that there exists a strong asymmetry with a tendency 
for northwest-to-southeast alignment (astronautic directions). In 
the light of the apparent existence of a similar pattern of surface 
features on Mars, basic mechanisms are discussed. M.L. 
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A66-411 51 


A66-41151 

A METHOD FOR TRANSLUNAR RADIO COMMUNICATION. 

Winfield W. Salisbury (Harvard University, Harvard College 
Observatory; Smithsonian Institution, Smithsonian Astrophysical 
Observatory, Cambridge, Mass.). 

Nature , vol. 211, Aug. 27, 1966, p. 950, 951. 

Discussion of the possibility of using sublunar surface materials 
as a propagation medium for translunar communication, on the basii. 
of the special properties which are believed to be likely for the 
lunar lithosphere. The immediate surface layers have an extremely 
low thermal conductivity and a very low content of liquid water, as 
shown by microwave thermal observations. Thus, there is some 
evidence that the outer layers of the moon contain considerable 
quantities of material similar to earthly pumice, in that this mate¬ 
rial has been expanded by gas bubbles during some stage of forma¬ 
tion, and/or was formed from meteoric splash dust and thermal 
cycle spallation products, rewelded on succeeding surfaces by 
direct solar action. If these conditions persist for an appreciable 
depth, then a considerable volume of the outer part of the moon is 
likely to be transparent to radio waves in the range from the lowest 
frequencies that can be radiated by practical antennas up to frequen¬ 
cies in tens of megacycles per second. M. M. 

A66-41209 # 

LUNAR DOMES. 

W. Leslie Rae. 

British Astronomical Association, Journal , vol. 76, Aug. 1966, 
p. 319-327. 17 refs. 

Definition of lunar domes and a historical review of work done 
in observing and listing them, which culminated in the publication 
of a catalog containing 113 cases. A criterion for inclusion in the 
catalog is that the dome must have been visually observed in a clear 
manner by several observers. The published study leads to the 
conclusion that they are principally spread widely over the lunar 
surface, but normally only in the lava areas - e.g. , on maria or 
the floors of lava craters. On the maria they tend to occur near 
the mare borders rather than in the central areas. Only a small 
number are associated with rilles. The majority appear to have 
some association with craters or ringlike structures. The principal 
tendency is to occur in clusters, where alignments are apparent 
and in some cases obvious. With the information currently available 
it is not possible to decide which igneous mechanism is most likely 
responsible for dome origin. S. Z. 

A66-41309 

"DUST" ON THE MOON. 

Harold C. Urey (California, University, La Jolla, Calif.). 

Science, vol. 153, Sept. 16, 1966, p. 1419, 1420. 10 refs. 

AEC-supported research. 

Observation that Gold's ideas of the surface characteristics of 
the moon's maria have been misrepresented in many instances by 
scientists and the press. It is generally assumed that Gold 
suggested that great depths of fluid dust, which will not support a 
space vehicle, fill the maria. It is noted that Gold did not imply 
that the dust layers have low physical strength. Several sources 
of the mare material are suggested, and some findings of Rangers 
7, 8, and 9; Surveyor l;and Lunas9 and 10 relating to the moon's 
surface are considered. B.B. 

A66-41410 # 

MEASUREMENT OF THE INTENSITY OF PENETRATING RADIA¬ 
TION ON THE SURFACE OF THE MOON [IZMERENIE INTENSIV- 
NOSTI PRONIKAIUSHCHEGO IZLUCHENIIA NA POVERKHNOSTI 
LUNY]. 

S. N. Vernov, P, V. Vakulov, E. V. Gorchakov, Iu. I. Logachev, 
G. P. Liubimov, A. G. Nikolaev, and N. V. Pereslegina (Moskov- 
skii Gosudarstvennyi Universitet, Moscow, USSR). 

Akademiia Nauk SSSR, Doklady , vol. 169, Aug. 11, 1966, p. 1044- 
1047. In Russian. 

Discus sion of the radiation count obtained by the soft landing 
of Luna 9 on the moon. The instrument used was an SBM-10 gas- 
discharge counter. If all the additional radiation recorded by the 
counter were considered to be due to gamma-radiation from the 
lunar surface in the Sea of Storms, where Luna 9 landed, the radia¬ 
tion level of the lunar surface would be about 20 times the level on 


the earth's surface. However, after correction for multiplication 
of primary cosmic radiation due to the albedo of the moon, doubled 
by the effect of the flow of particles from the moon due to its mag¬ 
netic field, the natural radioactivity of the lunar surface is found to 
be about the same as that of the earth's surface. Therefore cosmic 
rays will be the major radiation hazard on the moon. W.A.E . 


A66-41862 

APPARENT CORRELATION BETWEEN THE LUNAR ECLIPSE 
BRIGHTNESS AND THE SOLAR WIND. 

Satoshi Matsushima (Iowa, State University, Dept, of Physics and 
Astronomy, Iowa City, Iowa). 

Nature , vol. 211, Sept. 3, 1966, p. 1027, 1028. 11 refs. 

NSF-supported research. 

Investigation, based on recent results of space experiments, 
whether there is any correlation between the brightness of the moon 
during an eclipse and the interplanetary plasma flux. Data selected 
for the analysis are from Danjon, Dubois, and Rougier; they con¬ 
sist of a series of three-color photometric observations (centered 
near A = 4700, 5300, and 6200 A ) of 18 eclipses between 1932 and 
1957. All the measurements were taken at a point 10' inside the 
umbra-limb with the same "cat-eye" or double-image photometer. 
The relation between the lunar eclipse brightness and the planetary 
index, Kp, is graphed, and the eclipse brightness is plotted against 
the sunspot phase and number. Although calculations are approxi¬ 
mate, it is concluded that a correlation is found between the 
brightness of a lunar eclipse and the interplanetary Kp index which 
can be interpreted as arising from the effect of lunar luminescence. 

M. L. 


A66-42204 

LUNAR DISTURBING FUNCTION. 

D. Barton (Cambridge, University, St. John’s College, Cambridge, 
England). 

Astronomical Journal, vol. 71, Aug. 1966, p. 438-442. 

Description of how, using a new computing technique, it has 
been possible to expand the lunar disturbing function in terms of the 
elliptic elements and the mean anomalies to the tenth order of small 
quantities. It is shown that when the manipulative scheme is used 
the computer can undertake the entire calculation of the disturbing 
function beginning from the simplest expression. The result is 
identical with Delaunay's development to the eighth order. The ninth - 
and tenth-order terms are new. M.F. 


A66-42435 

ABUNDANCES OF MAGNETIC SPHERULES IN SILURIAN AND 
PERMIAN SALT SAMPLES. 

Thomas A. Mutch (Brown University, Dept, of Geological Sciences, 
Providence, R.I.). 

Earth and Planetary Science Letters , vol. 1, Sept. 1966, p. 325-329. 
13 refs. 

USAF-NASA-supported research. 

Study designed to compare the abundances of magnetic spherules 
in 26 ancient salt samples with those reported by Crozier (1966) 
from recent atmospheric collections. The spherule influx rates are 
very similar, which suggests that the meteoritic influx has been con¬ 
stant for the three periods of time sampled. This conclusion is in 
agreement with those of Utech (1963). These findings are believed 
to provide evidence in support of one of the basic assumptions 
(Shoemaker, 1964) underlying interpretation of lunar surface history - 
that meteoritic influx has been constant throughout geologic time, 
so that the age of a surface can be measured by noting crater density. 

S. Z. 

A66-42722 

THE RELATIVE DEPTHS OF LUNAR RING MOUNTAINS AND 
CRATERS IN MARE NUBIUM. 

A. V. Markov (Akademiia Nauk SSSR, Glavnaia Astronomicheskaia 
Observatoriia, Pulkovo, USSR). 

(Akademiia Nauk SSSR, Doklady, vol. 167, Mar. 1, 1966, p. 63, 64.) 
Soviet Physics - Doklady, vol. 11, Sept. 1966, p. 187, 188. 

T ranslation. 

[For abstract see issue 14, page 2379, Accession no. A66-27182] 
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A67-10387 


A66-43028 

IMPLICATIONS OF THE MARINER IV PHOTOGRAPHY OF MARS. 
G. J. H. McCall (Western Australia, University, Dept, of Geology, 
Nedlands, Australia). 

Nature , vol. 211, Sept. 24, 1966, p. 1384, 1385. 11 refs. 

Criticism of the impact theory of crater formation on the 
surfaces of the moon and of Mars. It is shown that the various 
modifications of the impact theory do not explain the anomaly of 
caldera features in rayed craters. It is believed that lunar and 
Martian craters do not resemble impact explosion craters, but 
rather terrestrial volcanotectonic craters - namely, calderas and 
surface cauldrons. Pronounced scalloping of the wall of a Martian 
crater observed in a Mariner IV photograph is regarded as evidence 
of volcanotectonic subsidence. The divergences in the degree of 
scalloping noted in lunar and Martian craters are said to be more 
compatible with a hypothesis of endogenous cratering than with the 
theory of impact cratering. A.B.K. 


1967 

IAA ENTRIES 


A67-10019 

FREQUENCY DEPENDENCE AND SURFACE ROUGHNESS. 

Adrian K. Fung (Kansas, University, Center for Research, Inc., 
Lawrence, Kan.). 

IEEE, Proceedings , vol. 54, Oct. 1966, p. 1482; Author's Reply, 
Petr Beckmann (Colorado, University, Dept, of Electrical En¬ 
gineering, Boulder, Colo.), p. 1482, 1483. 6 refs. 

NSF Grants No. GP-2259; No. GK-875. 

Examination of disparate approaches by Fung and Beckmann 
to problems of frequency dependence and surface roughness in lunar 
studies by radar. Fung considers two approaches. The first - the 
composite surface approach - assumes that the given surface is a 
sample function of a random process made up of a sum of many in¬ 
dependent random processes. The other approach - the composite 
correlation approach - uses the fact that in the average return 
power expression, the only function that characterizes the surface 
is the correlation function. Fung disagrees with Beckmann on his 
claim that, unlike the composite correlation method, the composite 
surface method explains the frequency behavior of the return signal. 
According to Beckmann, when the rough surface is treated as a com¬ 
posite one, the frequency sampling effect is already included and 
emerges quite naturally without further assumptions. M. F. 


A67-90249 

THERMOLUMINESCENCE OF THE MOON. 

K. H. Sun and J. L. Gonzalez (Westinghouse Electric Corp, , 

Atomic, Defense and Space Group, Research and Development 
Center, Research Laboratories, Pittsburgh, Pa.). 

Nature , vol. 212, Oct. 1, 1966, p. 23-25. 8 refs. 

Experimental measurement of the thermoluminescence of 
achondrite meteorites on the lunar surface, based on considerations 
of the rate of temperature rise at the lunar terminator. Previous 
observations had found the luminescence of enstatite achondrites 
to have a blue peak and a red peak, hence red and blue optical filters 
were used separately to investigate the thermoluminescence. Samples 
were bombarded with 2 Mev electrons at liquid nitrogen temperature 
in air and allowed to warm up first to room temperature and then to 
higher temperatures on a hot plate. As the samples warmed, vivid 
glows of blue and red light emitting and fading from various regions 
were seen. It is concluded that if the lunar surface is covered with 
meteorites of the enstatite achondrite type, it is almost certain that 
red and blue thermoluminescence occurs at the terminator of the 
moon at dawn. F. R. L. 


A67-10319 * # 

LUNAR SLOPE ANGLES AND SURFACE ROUGHNESS FROM RANGER 
PHOTOGRAPHS. 

Raoul Choate (California Institute of Technology, Jet Propulsion 
Laboratory, Pasadena, Calif.). 

IN: SYMPOSIUM ON REMOTE SENSING OF ENVIRONMENT, 4TH, 
UNIVERSITY OF MICHIGAN, ANN ARBOR, MICH. , APRIL 12-14, 
1966, PROCEEDINGS. [A67-10307 01-13] 

Symposium sponsored by the U.S. Navy, Office of Naval Research 
and the U.S. Air Force, Cambridge Research Laboratories. 

Ann Arbor, Mich., University of Michigan, Institute of Science 
and Technology, Willow Run Laboratories, Infrared Physics Labo¬ 
ratory, 1966, p. 411-432. 

Discussion of errors in many published estimates of large slope 
angles of lunar craters in late P-frame Ranger 7and Ranger 8 pic¬ 
tures due in part to interpretation of the dark areas in the craters 
in photographic prints as shadows. It is pointed out that shadows 
do not exist in late-frame Ranger 7 and Ranger 8 pictures and are 
barely present in most late P-frame Ranger 9 pictures. Sun angles 
for Rangers 7 and 8 were 23 and 15°; thus, slopes facing away from 
the sun and greater than these values cannot be present in the late 
P-frames. Recent work is discussed which demonstrates that most 
slopes in Ranger impact areas have small angles. Slope angle, 
local relief, and surface roughness measurements indicate that, 
although the impact area of Ranger 8 is somewhat smoother than 
that of Rangers 7 and 9, topography in all three impact areas proba¬ 
bly developed from the same geomorphic processes and is at or near 
equilibrium. M.M. 


A67-10324 # 

STUDIES OF THE RADAR PROPERTIES OF ROCKS IN VACUUM 
AND THE DESIGN OF A SPECIALIZED RADAR FOR MEASURING 
STRATIFICATION FEATURES OF THE LUNAR AND TERRESTRIAL 
SURFACE, 

D. W. Holdsworth and A. R. Barringer (Barringer Research, Inc., 
East Natick, Mass.). 

IN: SYMPOSIUM ON REMOTE SENSING OF ENVIRONMENT, 4TH, 
UNIVERSITY OF MICHIGAN, ANN ARBOR, MICH. , APRIL 12-14, 
1966, PROCEEDINGS. [A67-10307 01-13] 

Symposium sponsored by the U.S. Navy, Office of Naval Research 
and the U.S. Air Force, Cambridge Research Laboratories. 

Ann Arbor, Mich., University of Michigan, Institute of Science 
and Technology, Willow Run Laboratories, Infrared Physics Labo¬ 
ratory, 1966, p. 475-487. 

Experimental investigation of vhf radar techniques for detecting 
and mapping subsurface discontinuities such as soil layering, rock 
interfaces, and discrete bodies such as ore deposits, etc., in lunar 
and other planetary surfaces. Experiments were carried out using 
various materials which might be expected to be similar to the lunar 
rocks and soils. The materials were crushed to various sizes and 
were measured under extremely dry and vacuum-dried conditions. 
The loss tangents, dielectric constants and reflectivities were mea¬ 
sured. The experiments showed that it is possible to see that a 
substantial case exists for sounding the lunar surface in the same 
manner as we are now sounding the polar ice caps. M.M, 


A67-10387 * 

GEOCENTRIC INITIAL CONDITIONS OF TRAJECTORIES ORIGI¬ 
NATING AT THE MOON'S SURFACE. 

Barbara E. Shute (NASA, Goddard Space Flight Center, Special 
Projects Branch, Greenbelt, Md.), 

Astronomical Journal , vol. 71, Sept. 1966, p. 602-609. 6 refs. 

A reduced form of the patch conic method has been employed 
to determine the initial elements of a particle launched or ejected 
from the moon's surface with any arbitrary starting conditions. 

The reduction was obtained by considering the aelenocentric veloc¬ 
ity asymptotes. Explicit and tractable analytic functions have been 
derived for the geocentric energy, the Jacobi constant, the angular 
momentum, standard orbital elements, and conditions for moon-to- 
earth trajectories. Percents of randomly ejected material which 
initially strike earth, are in retrograde orbits, or go into helio¬ 
centric orbits have been obtained. The results are compared with 
results obtained by a numerical integration program for several 
different situations. (Author) 
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A67-10893 


A67-10893 

SMALL SCALE LUNAR ROUGHNESS. 

J. A. Bastin (London, University, Queen Mary College, London, 
England). 

Nature, vol. 212, Oct. 8, 1966, p. 171-173. 7 refs. 

Investigation of the small-scale roughness (centimeter and 
millimeter scale) of the lunar surface. The high degree of rough¬ 
ness of the surface was first detected by infrared measurements 
and has been confirmed by radar and millimeter-wave measure¬ 
ments, as well as by photographs from the U.S. and Soviet soft 
landings. The absence of horizontal directionality in the small- 
scale roughness observed in the photographs argues in favor of 
micrometeorites as the cause of the roughness. This is supported 
by the known distribution of meteorites with size. Since meteorites 
increase in number as their size decreases, the lunar surface should 
have many small craters of millimeter and centimeter dimensions 
and only a few much larger ones. This is the pattern that was 
actually observed. Micrometeorite bombardment rather than vol¬ 
canic effects would thus appear to be the principal cause of the 
small-scale surface roughness. W.A.E. 

A67-10904 * 

STRATIFIED AND FACETED FORMS ON PANORAMAS OBTAINED 
FROM THE LUNA-9 SPACE STATION [SLOiSTYE I GRANEVYE 
FORMY NA PANORAMAKH, POLUCHENNYKH SO STANTSII 
LUNA-9]. 

V. M. Vakhnin and G. I. Zmievskaia. 

Akademiia Nauk SSSR, Doklady , vol. 170, Sept. 21, 1966, p. 560. 

In Russian. 

Graphic interpretation of fragments from photographic panoramas 
of the lunar surface obtained by Luna 9. The straight-line boundaries 
between light and shadow observed on many of these photographs are 
typical only of faceted or flat-sided features of the relief. Stratified 
or "Layered" structures are also observed, presenting a typical 
sawtooth profile. It is postulated that these forms are connected 
with the mineral composition of the lunar surface. W.A.E. 

A67-10964 

WHAT LUNA 9 TOLD US ABOUT THE MOON. 

Iuri N. Lipskii (Moskovskii Gosudarstvennyi Universitet, Astro- 
nomicheskii Institut, Moscow, USSR). 

Sky and Telescope , vol. 32, Nov. 1966, p. 257-260. 

— Interpretation of millimeter-sized features of the moon revealed 
by Luna-9 photographs. The steepness of the flight trajectories of 
the rocks photographed on the moon favors the idea that the rocks 
are fragments of dense subsurface strata, which were not exposed 
to lunar erosion before ejection. This idea can explain why the 
surfaces of many rocks differ in microstructure from the soil on 
which they rest. The circumstances of the Luna-9 soft landing 
provide other evidence of the strength of the lunar soil. Luna 9 has 
refuted the hypothesis of lunar dust. M. M. 

A67-11123 * 

AN OMNIDIRECTIONAL PENETROMETER FOR LUNAR SURFACE 
CHARACTERIZATION. 

Richard G. McClellan and Robert S. Kraemer (Philco Corp. , 
Aeronutronic £>iv, , Newport Beach, Calif.). 

IN: INSTRUMENT SOCIETY OF AMERICA, NATIONAL AERO¬ 
SPACE INSTRUMENTATION SYMPOSIUM, 12TH, PHILADELPHIA, 
PA., MAY 2-4, 1966, PROCEEDINGS. [A67-11108 01-14] 

Pittsburgh, Instrument Society of America, 1966, p. 127-136. 

Contract No. NAS 1-4923. 

A spherical, telemetering, omnidirectional penetrometer has 
been developed for the NASA Langley Research Center with a capa¬ 
bility of transmitting acceleration vs time signatures during impact 
on soil-like materials. An extensive parametric impact research 
test effort has produced characteristic acceleration signatures for 
impacts at velocities of 20, 150, and 250 ft/sec; off-normal angles 
of 0, 30, and 60°; ambient pressures of 1 atm and 10“5 torr; pene¬ 
trometer diameters of 4, 8. 5, and 12 in. ; and penetrometer weights 
of 2.2, 5, and 8 lb. Target materials included very low bearing 
strength flocculent material (Cabosil), basalt silt, a variety of sands, 
cellular foam, cobbles and pebbles, and a rigid steel plate. This 
report outlines the design and performance characteristics of the 
prototype penetrometer, describes impact test techniques, and 
summarizes the test results. (Author) 


A67-11331 * 

THE SYSTEM OF LUNAR CRATERS, QUADRANT IV. 

D. W, G. Arthur, R. H. Pellicori, and C. A. Wood. 

Research supported by NASA, Grant No. NsG-l6i-6l. 
COMMUNICATIONS OF THE LUNAR AND PLANETARY LABORA¬ 
TORY. VOLUME 5, PARTI (NUMBER 70). 

Tuscon, University of Arizona Press, 1966. 220 p. 

Listing of the designation, diameter, position, central peak 
information, and state of completeness for each discernible lunar 
crater with a diameter exceeding 3.5 km in the fourth lunar quad¬ 
rant. Following the practice of the earlier parts, names have been 
given to large or conspicuous craters in the limb regions whenever 
such additions were considered necessary. The catalog contains 
about 8000 items and is illustrated by a map in 11 sections. M.M. 


A67-11458 

IMPLICATIONS OF THE NONUNIFORM COOLING BEHAVIOR OF 
THE ECLIPSED MOON. 

R. F. Fudali (Beilcomm, Inc., Washington, D.C.). 

Icarus, vol. 5, Sept. 1966, p. 536-544. 13 refs. 

Development of a theory explaining the existence of areas the 
thermal behavior of which differs sharply from that of the surrounding 
lunar terrain. The probable explanation for this behavior is a 
difference in the insulating properties of the material exposed in 
these areas. Specifically, a lack of insulating debris over all or 
parts of the anomalous areas is conceptually sound and explains all 
the known facts. An analysis of the features and associations of 
these "hot spots" suggests that the debris is lacking because of 
simple downslope movement on high angle slopes. The necessity of 
high angle slopes to promote efficient removal of debris indicates 
that electrostatic particle transport is not significant on the moon 
and debris accumulations must be strongly dominated by local 
sources. Thus, if there are widespread debris deposits of sub¬ 
stantial thickness on the moon, they must be characteristic of lunar 
continents rather than maria. The lack of debris on high angle 
slopes also suggests that the debris particles may be essentially 
noncohesLve in the Lunar environment. If this is true, the lunar 
deposits should approximate similar terrestrial deposits in density 
and strength. M. F. 


A67-11459 * 

LUNAR OVERLAY DEPTH IN MARE TRANQUILLITATUS, 
ALPHONSUS, AND NEARBY HIGHLANDS. 

Leonard D. Jaffe (California Institute of Technology, Jet Propul¬ 
sion Laboratory, Pasadena, Calif. ). 

Icarus, vol. 5, Sept. 1966, p. 545-550. 9 refs. 

Photographs of lunar craters obtained by the spacecraft Ranger 8 
and Ranger 9 have been compared with those of laboratory craters 
overlain with known amounts of granular material. Results are' con¬ 
sistent with the interpretation that at least 5 meters of granular ma¬ 
terial, and probably considerably more, have been deposited on 
Mare Tranquillitatus, Alphonsus, and nearby highland areas, sub¬ 
sequent to the formation of most of the craters 55 m in diameter or 
larger. This applies to both impact craters and those apparently 
of volcanic origin. The appearance of craters smaller than 30 m 
in diameter is consistent with less deposit of overlay subsequent 
to crater formation; hence these craters are believed to be newer. 

(Author) 


A67-11460 

NOTE ON THE NONUNIFORM COOLING BEHAVIOR OF THE 
ECLIPSED MOON. 

D. F. Winter (Boeing Co., Scientific Research Laboratories, Geo- 
Astrophysics Laboratory, Seattle, Wash. ). 

Icarus, vol. 5, Sept. 1966, p. 551-553. 7 refs. 

Proposal of an alternative not discussed by Fudali (1966) to 
account for the anomalous cooling of the moon's surface during 
lunar eclipses first observed by Saari and Shorthill. Bastin and 
Winter have suggested that preferential lunar surface roughness in 
the form of numerous cracks and declivities on a centimeter scale 
may explain the observed local nonuniformities in cooling rate during 
an eclipse. This explanation is elaborated on. M.F. 
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A67-12357 


• A67-11474 

- SHAPE OF THE MOON FROM THE ORBITER DETERMINATION 
OF ITS GRAVITATIONAL FIELD, 

C. L. Goudas (Boeing Co. , Scientific Research Laboratories, 

Seattle, Wash.), Z. Kopal (Manchester, University, Manchester, 
England), and Z. Kopal (Stanford University, Stanford, Calif. ). 
Nature , vo 1. 212, Oct. 15, 1966, p. 271. 5 refs. 

Description of the principal features of the global shape of the 
moon, as deduced from Orbiter data, in terms of tesseral harmonics. 
A comparison with the results of previous harmonic analysis shows 
close correspondence. The equations are believed to support the 
theory that the mass of the moon is distributed homogeneously. 

They are also believed to contradict the possibility that the under¬ 
lying deformations may constitute "frozen tides" caused by the 
attraction of the earth or any other body. The conclusion is drawn 
that the lunar globe possesses mechanical strength sufficient to 
sustain load differences amounting to at least 2. 2 kilometers of 
surface material over large areas. S. Z. 


A67-11567 # 

POSSIBLE STRUCTURE OF THE SURFACE LAYER OF THE MOON 
[O VOZMOZHNOI STRUKTURE POVERKHNOSTNOGO SLOIA LUNY]. 
G. N. Dul'nev, Iu. P. Zarichniak, and B. L. Muratova (Lenin - 
gradskii Institut Tochnoi Mekhaniki i Optiki, Leningrad, USSR). 
Radiofizika, vol. 9, no. 5, 1966, p. 849-858. 10 refs. In Russian. 

Derivation of an analytical expression for the effective thermal 
conductivity of bodies of various structures. The solution of the 
inverse problem - namely, the determination of the structure of a 
body from the effective coefficient of thermal conductivity - is con¬ 
sidered. Conjectures are made concerning the possible structure 
of the surface layer of the moon on the basis of an analysis of radio- 
astronomy data concerning the value of the parameter y - (Apc) - ^^ 
and certain other assumptions. A.B.K. 


A67-11603 * 

CROSS-POLARIZATION MEASUREMENTS AND THEIR RELATION 
TO TARGET SURFACE PROPERTIES. 

K. Krishen, W. W. Koepsel (Kansas State University, Dept, of 
Electrical Engineering, Manhattan, Kan.), and S. H. Durrani 
(Radio Corporation of America, Astro-Electronics Div,, RCA 
Space Center, Princeton, N.J.). 

IEEE Transactions on Antennas and Propagation , vol. AP-14, 

Sept. 1966, p. 629-635. 10 refs. 

Grant No. NsG-692; Contract No. NSR-17-004-003. 

It has often been suggested in lunar studies that measurements 
of radar cross-polarization factor D should yield information on the 
target's surface roughness and dielectric properties. This paper 
describes an experimental effort to obtain quantitative data on <D>, 
the average value of D, for randomly rough targets having Gaussian 
distribution of slopes. Bistatic X-band microwave measurements 
were conducted on targets with different dielectric constants but 
identical rough surfaces, and targets with same dielectric but dif¬ 
ferent statistics. The dependence of<D> on various parameters 
is shown graphically, and extension to M.I.T. data of lunar cross¬ 
polarization is discussed. (Author) 


A67-11700 * 

ON THE TWO-LAYER MODEL OF THE LUNAR SURFACE. 

Jack Copeland (Ewen Knight Corp., East Natick, Mass.), 
Astrophysical Journal, vol. 146, Oct. 1966, p. 297-301, 9 refs. 
Contract No. NASw-593. 

Analysis of the two-layer model of the lunar surface with the 
assumption of an outer, relatively deep layer of porous material. 

The lunar surface is opaque to infrared radiation, but partially 
transparent to microwave radiation, so that measurements on 
microwave wavelengths give a weighted average temperature. The 
calculations are performed for two cases: (1) when the surface ma¬ 
terial is transparent to microwave radiation and serves only as a 
thermal blanket for the subsurface and (2) when the surface is partial¬ 
ly transparent, to first-order terms, and serves as both a thermal 
blanket and a source of microwave flux. W.A.E. 


A67-11857 * 

PROTON-INDUCED HYDROXYL FORMATION ON THE LUNAR 
SURFACE. 

E. J. Zeller, P. W. Levy (Brookhaven National Laboratory, Upton, 
N.Y.), and L. B. Ronca (USAF, Office of Aerospace Research, 
Cambridge Research Laboratories, Bedford, Mass.). 

Journal of Geophysical Research, vol. 71, Oct. 15, 1966, p. 4855- 
4860. 22 refs. 

AEC Contract No. AT(11-1)-1057. 

Experimental evidence for proton-induced OH formation on 
the linear surface by bombarding a glass, chemically similar in 
composition to common silicate minerals, with high-energy protons. 
The concentration of OH, before and after irradiation, was determined 
by infrared absorption measurements. The OH formation rate was 
greatest at the start of the bombardment and decreased with increas¬ 
ing dose. The maximum proton-to-OH conversion rate, at the start 
of the irradiation, is at least 5 or 10% and may be as high as 100%. 
Using this result, together with estimates of the lunar age and recent 
solar proton flux data, we were able to make very rough calculations 
of the minimum proton-induced OH content in the lunar surface. If 
mixing or churning is not important, the upper centimeter could con¬ 
tain 4 x 10^ OH per cm^. When protons belotv 40 Mev and thfe higher 
conversion rate are included in the computation, the estimated OH 
concentrations could increase by a factor of 10 or more. If surface 
mixing or churning has occurred, they should be divided by an aver¬ 
age churning depth. (Author) 


A67-11858 • * 

STUDY OF RADIO ECHOES FROM THE MOON AT 23 CENTIMETERS 
WAVELENGTH. 

J. V. Evans and T. Hagfors (Massachusetts Institute of Technology, 
Lincoln Laboratory, Lexington, Mass.). 

Journal of Geophysical Research, vol, 71, Oct. 15, 1966, p. 4871- 
4889. 53 refs. 

Study of short-pulse radio reflections to determine the average 
scattering behavior of the lunar surface at a wavelength of 23 cm. The 
intensities of both the polarized (expected) and depolarized compo¬ 
nents of the return have been measured. A precise determination 
of the total radar cross section of the moon <Jq using the Lincoln 
calibration sphere (LCS) satellite as a comparison standard yielded 
the results otq * 0.065 i 0.008 times the physical cross section (jfa^). 
The observations reported here are compared with earlier measure¬ 
ments at 68- and 3.6-cm wavelength. It is concluded that, though the 
smoother parts of the moon's surface scatter in much the same fashion 
at 23-cm wavelength as at 68-cm wavelength, there appears to be an 
increase in the amount of surface covered with structure comparable 
in size to the wavelength. (Author) 


A67-11860 • * 

COMMENTS ON PAPER BY L. D. JAFFE, "DEPTH OF THE 
LUNAR DUST." 

Evan Harris Walker (Miami, University, School of Environmental 
and Planetary Sciences, Coral Gables, Fla.). 

Journal of Geophysical Research, vol. 71, Oct. 15, 1966, p. 5007- 
5010; Author's Reply, L, D. Jaffe (California Institute of Technology, 
Jet Propulsion Laboratory, Pasadena, Calif.), p. 5011, 6 refs. 

Grant No. NGR-10-007-011. 

Discussion of a paper by Jaffe in which the interpretation of 
the appearance of the smaller craters in the Ranger 7 pictures as 
due to the presence of an overlay of dust has been studied. The 
methods used by Jaffe in studying the appearance of lunar craters 
are questioned and alternative interpretations of the apparent erosion 
of craters are suggested. M.F. 


A67-12357 • * 

THERMAL CONTROL FOR THE APOLLO LUNAR SURFACE 
EXPERIMENTS PACKAGE (ALSEP). 

D. Wiserman (NASA, Manned Spacecraft Center, Houston, Tex.) 
and D. Bitondo (Bendix Corp. , Bendix Systems Div. , Ann Arbor, 
Mich. ). 

International Astronautical Federation, International Astronautical 
Congress, 17th, Madrid., Spain, Oct. 9-15, 1966, Paper. 16 p. 
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A67-12414 


Discussion of the thermal control subsystem for the seven 
scientific experiments to be set up on the lunar surface by the Apollo 
astronauts. The thermal control subsystem will operate satisfac¬ 
torily in the presence of lunar dust. The package is isolated from 
the widely varying thermal environment of the lunar surface in such 
a way that the primary mode of heat exchange is direct radiation 
from the thermal radiation plate to space. The system is totally 
passive to ensure reliability. A full-scale model of the subsystem 
has been tested under simulated conditions, and results are summa¬ 
rized. F. R. L. 


A67-12414 * # 

ADVANCED RESEARCH TELESCOPE FOR LUNAR SURFACE USE. 
Leo H. Narodny, Harold Cohen (Kollsman Instrument Corp. , Space 
Div., Syosset, N.Y.), and E. Ernest Wells (NASA, Marshall Space 
Flight Center, Huntsville, Ala.). 

International Astronautical Federation, International Astronautical 
Congress, 17th, Madrid, Spain, Oct. 9-15, 1966,. Paper. 16 p. 

Investigation of the engineering, operational, and programing 
problems involved in conversion of the Goddard Experiment Package 
(GEP) into an optical astronomy package (OAP) for incorporation in 
the Lunar Module (LM) designed for unmanned landing and 28 man- 
day life support. The OAP consists of a 38-in. telescope, a spectro¬ 
photometer, a data-processing subsystem, analog electronics, and 
controls, plus other devices. It weighs 700 lb and requires 30 watts of 
power. The optical system employs a Richey Chretien Cassegrainian 
configuration utilizing the largest beryllium optical primary mirror 
ever fabricated. The feasibility of modifying the GEP for inclusion 
in the LM is considered demonstrated, but merit studies remain to 
be completed. W.A.E. 


A67-12492 # 

PHOTOMETRY OF THE LIMB ZONE OF THE MOON [FOTOMETRIIA 
KRAEVOI ZONY LUNY]. 

N. P. Barabashov, O. I. Belobrova, V. I. Ezerskii, and V. A. 
Ezerskaia (Khar'kovskii Gosudarstvennyi Universitet, Astronomi- 
cheskaia Observatpriia, Kharkov, Ukrainian SSR). 

Astronomicheskii Zhurnal, vol. 43, Sept. -Oct. 1966, p. 1039-1046. 

24 refs. In Russian. 

Study of the photometric features of the eastern and western 
limb zones of the lunar surface on the basis of a comparison with 
data for the photometric mean lunar surface. On the basis of this 
study, it is indicated that there may possibly be a difference in the 
structure of the micro relief of the two limb zones - namely, a some¬ 
what denser state of the material in the outer cover in the eastern 
limb zone, including the region where the automatic station Luna 9 
landed, as compared with regions located in the western limb zone. 

A.B.K. 


A67-12493 # 

COLOR CONTRASTS ON THE LUNAR SURFACE [O TSVETOVYKH 
KONTRASTAKH NA LUNNOI POVERKHNOSTl]. 

N. N. Evsiukov (Khar'kovskii Gosudarstvennyi Universitet, Kharkov, 
Ukrainian SSR). 

Astronomicheskii Zhurnal , vol. 43, Sept.-Oct. 1966, p. 1047-1051. 

7 refs . In Russian. 

Derivation of a special color index for the Lunar disk by applying 
the method of photographic photometry in the UV and IR spectral 
regions. In the case of most of the details the deviation of this 
color i nt *ex from the mean for the moon is found to lie within the 
limits ±0 .25, although there are a number of details with a much 

larger deviation, attaining 0 m . 54 in the case of Aristarchus. 

A. B. K. 


A67-13049 * 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA. 


Leslie G. Polgar (NASA, Lewis Research Center, Cleveland, 

Ohio) and John R. Howell (NASA, Lewis Research Center, Funda¬ 
mental Heat Transfer Branch, Cleveland, Ohio). 

(American Institute of Aeronautics and Astronautics, Thermo physics 
Specialist Conference, 1st, U. S. Naval Postgraduate School, 
Monterey, Calif. , Sept. 13-15, 1965, Paper 65-669. ) 

IN: THERMOPHYSICS AND TEMPERATURE CONTROL OF SPACE¬ 
CRAFT AND ENTRY VEHICLES. 

Edited by G. B. Heller. 

New York, Academic Press, Inc. (Progress in Astronautics and 
Aeronautics. Volume 18), 1966 , p. 311-323. 12 refs. 

[For abstract see issue 21, page 3186, Accession no. A65-33346] 


A67-13892 

THE MOON'S SURFACE. 

John Salisbury (USAF, Office of Aerospace Research, Cambridge 
Research Laboratories, Lunar-Planetary Research Branch, 

Bedford, Mass. ). 

Science Journal , vol. 2, Nov. 1966 , p. 31-37. 

Discussion of the nature of Surveyor 1 photographs of the lunar 
surface in support of the theories which claim that no mechanism 
exists on the moon for ' sorting" diffe re nt-sized particles into layers. 
Hence the hazards of lunar dust are believed to be minimal if not 
nonexistent. The main conclusions that can be drawn from the 
photographs are that the uppermost surface layer is not composed 
entirely of fine particles and that there is no blanketing or mantling 
of large blocks by finer debris. It is pointed out that the photographs 
may not be typical of the lunar surface as a whole, since the thermal 
behavior of the lunar surface indicates that the surface material is 
not everywhere the same. c 7 


A67-13934 # 

DUST ON THE MOON’S SURFACE? 

Heinz H. Lettau (Wisconsin, University, Dept, of Meteorology, 
Madison, Wis.). 

Journal of Geophysical Research , vol. 71, Nov. 15, 1966, p. 5469, 

5470. 

Discussion of the problem of determining the nature of the lunar 
surface. The interpretations of the Luna 9 photographs by Jaffe and 
by Kuiper are examined. The author points out that these experts 
based their conclusions solely on visual impressions from photographs. 
It is noted that significant information on the physical structure of 
the lunar surface has been derived from measurements of thermal 
radiation at various wavelengths - e.g., Kopal (I960) and Shorthill 
(1962). The author 1 s interpretation is that the lunar crust is most 
likely porous rather than covered by dust. M.F. 


A67-13936 * # 

DISCUSSION OF PAPER BY J. A. O'KEEFE AND E. W. ADAMS, 
’’TEKTITE STRUCTURE AND LUNAR ASH FLOWS. 11 
Kenzo Yagi (Hokkaido University, Dept, of Geology and Mineralogy, 
Sapporo, Japan). 

Journal of Geophysical Research , vol. 71, Nov. 15, 1966, p. 5492, 
5493; Author's Reply, J. A. O'Keefe and P. D. Lowman (NASA, 
Goddard Space Flight Center, Laboratory for Theoretical Studies, 
Greenbelt, Md. }, p. 5494. 10 refs. 

Evaluation of theoretical calculations on the pressure, tempera¬ 
ture, and voidage of ash flows both on the earth and moon. It is 
decided that if ash flows are formed on the surface of the moon, the 
acidic parent materials of such flows would have been derived from 
the basaltic magma solely through crystallization differentiation 
without any contamination of siliceous sediments, which are entirely 
absent on the moon. Therefore, they should be similar in chemical 
composition to an acid differentiate of some basaltic intrusions. 

B. B. 


A67-14133 * # 

APOLLO LUNAR SURFACE EXPERIMENTS PACKAGE. 
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A67-15064 


Clyde R. Murtaugh (Bendix Corp. , Bendix Systems Div. , Ann Arbor, 
Mich. ). 

American Institute of Aeronautics and Astronautics, Annual Meeting , 
3rd, Boston, Mass., Nov. 29-Dec. 2, 1966, Paper 66-919. 5 p. 

Members, $0.75; nonmembers, $1.50. 

Contract No. NAS 9-5829. 

Review of a lunar surface experiment program to be carried out 
with the use of the Apollo package of scientific instruments and 
supporting subsystems. Operation of this equipment includes manned 
and unmanned activities, involving basic scientific tasks of surface 
assessment and sample collection, and the deployment of instruments 
to operate for one year after departure of the spacecraft. Provisions 
are being made for the following long-term experiments: passive 
seismic, active seismic, magnetometer, solar wind spectrometer, 
suprathermal ion detector, heat flow, and charged-particle lunar 
environment. S. Z. 


A67-14308 

HUMANIZING A MOON ROVER. 

Joseph L. Seminara (Lockheed Aircraft Corp., Lockheed Missiles 
and Space Co., Sunnyvale, Calif.). 

Machine Design , vol. 38, Nov. 24, 1966, p, 124-128. 

Discussion of the local scientific survey module (LSSM), a 
small lunar vehicle designed to provide two astronauts with trans¬ 
portation and a portable scientific lab on the lunar surface. This 
concept is one of several being studied for exploration of the moon 
after the first Apollo landings. The LSSM would be delivered to the 
lunar surface along with a LEM (lunar excursion module) shelter in 
one unmanned package. The two machines would then be alone on the 
surface for up to 90 days, until the arrival of the two crew members. 
The astronauts would descend to the moon in a LEM shuttle to oc¬ 
cupy the shelter, which would serve as a fixed base and provide 
habitable living quarters. The LSSM would be used for daily explora¬ 
tion sorties of 3 to 6 hr. At the end of 14 days, the crew would start 
their journey home by lifting off the moon in the LEM shuttle to the 
orbiting Apollo Command Module. M.M. 


A67-14555 # 

PROPELLANT SUPPLY AT EXTRATERRESTRIAL BASES ON THE 
MOON AND PLANETS [TREIBSTOFFVERSORGUNG AUF AUSSER- 
IRDISCHEN MOND- UND PLANETENSTUTZPUNKTEN]. 

E. W. Schmidt (Deutsche Versuchsanstalt ftlr Luft- und Raumfahrt, 
Institut fQr Raketentreibstoffe, Stuttgart, West Germany). 

Wissenschaftliche Gesellschaft fflr Luft- und Raumfahrt and Deutsche 
r.pc^llsrhaft. fflr Raketentechnik und Raumf ahrt, Jahrestagung 1966, 

Bad Godesberg, West Germany, Oct. 4-8, 1966, Paper. 12 p. 

6 refs. In German. 

Consideration of the structure and composition of the moon and 
planets' crust as determined by Luna-9, Surveyor-1, and Mariner-4 
photographs, as a conceivable economical-source of fuel for interplan 
etary manned traffic. Lack of information on water content in lunar 
rock is the principal obstacle in the evaluation of lunar fuel resources. 
It is believed, however, that for a certain large number of launchings 
propellant preparation from extraterrestrial materials, rather than 
transportation from the earth, will be preferable. Rocket fuel pro¬ 
duction under extraterrestrial conditions is discussed. V.Z. 


A67-14735 

THREE-COLOR PHOTOELECTRIC PHOTOMETRY OF THE MOON. 
Geraint L. Roberts (Manchester, University, Dept, of Astronomy, 
Manchester, England). 

Icarus, vol. 5, Nov. 1966, p, 555-564. 18 refs. 

Grant No. AF EOAR 64-72; Contract No. AF 61(052)-882. 

Preliminary results are described of a program of detailed 
high - re solution lunar photoelectric photometry. A three-beam 
photoelectric photometer designed specifically for lunar colorimetric 
studies is described briefly. Experiments designed to measure short 
time variations in lunar luminescence gave negative results. This is 
attributed to lack of solar activity. Photoelectric: measurements 
during the lunar eclipse of June 25, 1964 at. wavelengths A 5 4 50 
X 6714 A, and X 7889 A are discussed. It is proposed to produce 
detailed color index contour maps of the moon. (Author) 


A67-14739 

A STOCHASTIC MODEL OF THE FORMATION AND SURVIVAL OF 
LUNAR CRATERS. V. 

Allan H. Marcus (Case Institute of Technology, Cleveland, Ohio; 
Cambridge, University, Cambridge, England). 

Icarus, vol. 5, Nov. 1966, p. 590-605. 18 refs. 

Approximate upper and lower bounds are obtained for the 
expected number density of lunar craters by means of a model 
which takes into account the formation of primary and secondary 
craters and the destruction of craters by obliteration and filling. 
Some numerical examples considered are relevant to primary and 
secondary craters formed by meteoroidal impacts. Predicted 
number densities are compared with crater-diameter distributions 
from photographs taken by the Ranger 7 spacecraft. The shape of 
the observed distribution is the same as that of the predicted dis¬ 
tribution, but the observed density of small craters is about 15 times 
larger than that predicted by analogy with terrestrial explosion cra¬ 
ters. If the observed excess is real, then either some primary 
craters produce an unusually large number of secondaries, or else 
many of the smaller lunar craters are of internal origin. The ex¬ 
cess may be explained in part by incompleteness of secondary crater 
counts for terrestrial explosion craters upon which the model func¬ 
tions are based. (Author) 


A67-14740 * 

MODELS OF THE LUNAR SURFACE INCLUDING TEMPERATURE- 
DEPENDENT THERMAL PROPERTIES. 

Jeffrey L. Linsky (Harvard University, Harvard College Observatory, 
Cambridge, Mass.). 

Icarus, vol. 5, Nov. 1966, p. 606-634. 61 refs. 

Grant _ No. NsG-64-60. 

The thermal conditions in the lunar surface are considered on a 
gross scale in terms of models with temperature-dependent thermal 
properties, including radiative energy transport. Agreement is ob¬ 
tained with infrared measurements of cold terminator temperatures 
and radio lunation data at millimeter wavelengths for a range of postu¬ 
lated parameters of the surface material. The observed increase of 
mean radio brightness temperature with wavelength is interpreted 
as due to radiative energy transport and the resultant nonlinearity of 
the heat-conduction equation, rather than to a large radioactive heat 
flux. The postulated existence of radiative energy transport is con¬ 
sistent with a porous or frothy medium, in agreement with photo¬ 
metric and laboratory simulation experiments, as well as with recent 
radar depolarization measurements. A distance scale of 0.1 to 0.3 
mm for the effective mean separation of radiating surfaces is sug¬ 
gested by this interpretation of the data. (Author) 


A67-14741 

INFRARED AND VISIBLE IMAGES OF THE ECLIPSED MOON OF 
DECEMBER 19, 1964. 

J. M. Saari, R, W. Shorthill, and T. K. Deaton (Boeing Co., Sci¬ 
entific Research Laboratories, Seattle, Wash.). 

Icarus, vol. 5, Nov. 1966, p. 635-659. 10 refs. 

Contract No. AF 19{628)-4371. 

The moon was scanned with 10" resolution at 0.45 and 10 to 
12 u during the total lunar eclipse of Dec. 19, 1964. It was found 
that the lunar surface exhibits a surprising amount of thermal in¬ 
homogeneity. Hundreds of thermal anomalies were observed, most 
of which can be identified with bright craters or white areas. Certain 
maria and portions of maria were found to be thermally enhanced over 
their environs during the eclipse. The analog signals recorded on 
magnetic tape were used to make visible and infrared images from the 
scan data. (Author) 


A67-15064 

LUNAR GEOLOGICAL RESEARCH [RECHERCHE GEOLOGIQUE 
LUNAIRE]. 
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A67-15065 


J. H. Focas and A. Dollfus (Centre National de la Recherche 
Scientifique, Service d'Aeronomie, Observatoire de Meudon, 

Meudon, Seine-et-Oise, France), 

IN: RESEARCH IN GEOSCIENCES AND ASTRONOMY; PROCEED¬ 
INGS OF THE FIRST LUNAR INTERNATIONAL LABORATORY 
SYMPOSIUM, ATHENS, GREECE, SEPTEMBER 16, 1965. [A67- 

15062 04-11] 

Edited by F. J. Malina. 

Vienna, Springer-Verlag, 1966, p. 20-27. 24 refs. In French. 

Discussion of the present state of knowledge of lunar geology 
and of the probable state of knowledge of this subject at the beginning 
of a Lunar International Laboratory (LIL) program. The available 
data on the thermal and optical properties of the lunar soil are sum¬ 
marized. An attempt is made to predict the state of knowledge of 
the morphology of the lunar surface and the origin of its geological 
formations at the beginning of an LIL program. The morphological 
characteristics of certain terrestrial formations are compared with 
those of the lunar formations photographed by spacecraft, in order 
to furnish a basis for geological classification of the lunar formations. 
The nature of the geological research to be carried out on the moon 
after the LIL has been set up on the lunar surface is specified. 

A. B. K. 


A67-15065 

A LUNAR PHYSICS PROGRAM FOR A LUNAR INTERNATIONAL 
LABORATORY [SUR UN PROGRAMME DE SELENOPHYSIQUE 
POUR UN LABORATOIRE LUNAIRE INTERNATIONAL]. 

Georges Jobert (Paris, Universite, Institut de Physique du Globe, 
Paris, France). 

IN: RESEARCH IN GEOSCIENCES AND ASTRONOMY; PROCEED¬ 
INGS OF THE FIRST LUNAR INTERNATIONAL LABORATORY 
SYMPOSIUM, ATHENS, GREECE, SEPTEMBER 16, 1965. [A67- 

15062 04-11) 

Edited by F. J. Malina. 

Vienna, Springer-Verlag, 1966, p. 28-34. In French. 

Development of a program of exploration of the lunar surface 
to be carried out by a Lunar International Laboratory. It is 
assumed that the most effective method of determining the lunar 
structure will be seismology, either using automatically functioning 
stations or by carrying out seismic explosions. Certain difficulties 
in determining the response of the moon to solar and terrestrial 
tidal forces by means of gravimeters and inclinometers and in mea¬ 
suring the thermal flux against a background of large variations in 
the surface temperature are pointed out. It is believed that it may 
be possible to carry out magnetic measurements, in spite of the 
probable absence of a planetary magnetic field (although in the 
absence of an actual magnetosphere, it is thought very unlikely that 
the magnetotelluric method can be used). Electrical methods are 
believed to be applicable under conditions which may be analogous 
to those encountered in terrestrial deserts. A. B. K. 


A67-15I77 # 

ACCURACY OF LUNAR RELATIVE HEIGHT VALUES - NEW VALUES 
FOR 163 POINTS [DIE GENAUIGKEIT DER ANGABEN VON RELA- 
TIVEN H<5hEN AUF DEM MONDE - NEUE WERTE FUR 16 3 PUNKTEj. 
Josef Hopmann. 

Oste rreichische Akadenne der Wissenschaften, Mathematisch- 
naturwissenschaftliche Klasse, Sitzungsberichte, Abtcilung 2 , 
vol. 174, no. 1-4, 1965, p. 57-84. 20 refs. In German. 

Micrometric determination of the absolute and relative heights 
of 16 3 unobtrusive points (small hills and ridges) on the moon. The 
values obtained for these points are tabulated and discussed with 
respect to their accuracy in comparison to the values obtained by 
MSdler, Schmidt, and the U.S. Army Map Service. It is seen that 
the accuracy of the relative heights is roughly f 0.25 km for each of 
the sources studied. Visual micrometer measurements appear to 
be slightly superior to photographic data. However, data obtained 
from illumination (extinction) of peaks beyond the terminator are 
also fairly accurate. The unreliability of the determination of the 
coordinates of a point is found to contribute greatly to the mean 
error of height measurements. V.P. 


A67-16051 # 

STUDY OF LUNAR X-RAY EMISSION WITH THE AID OF THE 
LUNAR ORBITER LUNA 10 [ISSLEDOVANIIA RENTGENOVSKOGO 
IZLU CHE Nil A LUNY S POMOSHCH'IU SPUTNIKA LUNY "LUNA-10"]. 
S. L. Mandel'shtam, I. P. Tindo, and V. I. Karev. 

Kosmicheskie Issledovaniia, vol. 4, Nov. -Dec. 1966, p. 827-837. 

12 refs. In Russian. 

Calculation of the intensity of the characteristic spectral lines 
of Si, Al, and Mg of lunar surface rock, made fluorescent by solar 
X rays. The Luna 10 equipment for the detection of lunar X-ray 
emission is described. Measured results are given for the cosmic 
radiation background in the vicinity of the moon, for terrestrial 
magnetosphere electrons of energies above 40 kev, and for lunar 
X-ray emission. V.Z. 

A67-16053 # 

STUDY OF CORPUSCULAR RADIATION BY THE LUNA 10 SPACE 
VEHICLE [IZUCHENIE KORFUSKULIARNOI RADIATSII NA KOS- 
MICHESKOM APPARATE "LUNA-10"]. 

N. L. Grigorov, V. L. Maduev, N. F. Pisarenko, and I. A. Savenko. 
Kosmicheskie Issledovaniia, vol. 4, Nov.-Dec. 1966, p. 842-850, 

5 refs. 

In Russian. 

Results of corpuscular radiation measurements with devices 
on board the Luna 10 orbiter. The intensity of primary cosmic 
radiation in interplanetary space, the albedo of the lunar surface, 
and soft particle fluxes in the tail of the terrestrial magnetosphere 
are measured. The measuring technique is described, and tabulated 
and plotted data are given. V.Z. 

A67-16154 

RESULTS FROM LUNAR ORBITER 2. 

Sky and Telescope , vol. 33, Jan. 1967, p. 22-26, 

Discussion of some results of the photographic reconnaissance 
of the moon by Lunar Orbiter 2 to determine possible landing sites 
for the Apollo mission. Several views of some of the potential 
landing sites axe given, and the launch, space flight, and injection 
of the Luna 2 into a moon orbit is described. Details of the pho¬ 
tographic facility are outlined, and some oblique views of the crater 
Copernicus are evaluated. B. B. 


A67-16155 

COLOR EVENTS ON THE MOON. 

Patrick Moore (Armagh Observatory, Armagh, Northern Ireland). 
Sky and Telescope , vol. 33, Jan. 1967, p. 27. 

Brief description of the British moon-blink program with 
emphasis on the observations of the crater Gassendi on Apr. 30 
and May 1, 1966. The moon is viewed directly through an eyepiece 
instead of with an image tube; the blink device consists of a filter 
wheel carrying 120 sectors of red and blue gelatin filters, and a 
clear space. B. B. 


A67-16463 * 

INSTRUMENT FOR LUNAR SURFACE CHEMICAL ANALYSIS. 
Anthony Turkevich, Karlfried Knolle (Chicago, University, Enrico 
Fermi Institute for Nuclear Studies and Dept, of Chemistry, 
Chicago, Ill. ), Richard A. Emmert, Wayne A. Anderson (Chicago, 
University, Enrico Fermi Institute for Nuclear Studies, Laboratory 
for Astrophysics and Space Research, Chicago, Ill. ), James H. 
Patterson (Argonne National Laboratory, Chemistry Div., Argonne, 
Ill. ), and Ernest Franzgrote (California Institute of Technology, 

Jet Propulsion Laboratory, Pasadena, Calif. ). 

Review of Scientific Instruments, vol. 37, Dec. 1966, p. 1681-1686. 
10 refs. 

AEC-supported research; Grant No. NsG-127-6l; Contracts No. 

JPL-950750; No. JPL-950315. 

An instrument has been designed and constructed which utilizes 
the interactions of monoenergetic alpha particles with matter for 
surface chemical analysis. The source of alpha particles is a 
radioactive nuclide, such as ^ 2 Cm. The energy spectra of back- 
scattered alpha particles are measured with semiconductor detec¬ 
tors. Other detectors (with gold foils over them to eliminate alpha 
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particles) register protons from ot, p reactions. Transistorized 
electronics provide 128-channel pulse height analyzers for both alpha 
and proton spectra. The first prototype instrument designed for the 
presently planned Surveyor lunar missions weighs less than 4 kg 
and uses less than 1. 3 watts. (Author) 


A67-16545 

ELEMENTAL ANALYSIS USING NEUTRON INELASTIC SCATTERING. 
James A. Waggoner and Richard J. Knox (California, University, 
Lawrence Radiation Laboratory, Livermore, Calif. ). 

IN: RADIOISOTOPES FOR AEROSPACE; PROCEEDINGS OF THE 
FIRST SYMPOSIUM ON RADIOISOTOPE APPLICATIONS IN AERO¬ 
SPACE, DAYTON, OHIO, FEBRUARY 15-17, 1966. PART 2 - 
SYSTEMS AND APPLICATIONS. [A67-16526 05-22] 

Symposium sponsored by the U. S, Air Force, the U.S. Atomic 
Energy Commission, and the Instrument Society of America. 

Edited by J. C. Dempsey and Paul Polishuk. 

New York, Plenum Press, Division of Plenum Publishing Corp. , 

1966, p. 270-291. 7 refs. 

The technique of elemental analysis by analysis of the y rays 
resulting from the inelastic scattering of 14-Mev neutrons is de¬ 
scribed. This method is especially suitable for analysis of the major 
constituents of bulk samples such as planetary surfaces. Sample 
size, limits of sensitivity for Fe, Si, O, Mg, Al, Na, K, and Ca, 
detector resolution, shielding requirements, and geometrical effects 
are considered. An instrument designed for planetary surface 
analysis will be described as one possible application of this method. 
This instrument wei ghs about 15 lb and includes a pulsed source of 
14-Mev neutrons, a y-ray detector, and a 256-channel pulse height 
analyzer as well as the necessary electronics. (Author) 


A67-16546 4 

LUNAR AND PLANETARY SURFACE ANALYSIS USING NEUTRON 
ACTIVATION. 

M. Y. Cuypers, J. S. Hislop, W. E. Kuykendall, and R. E, 

Wainerdi (Texas Agricultural and Mechanical University, College 
Station, Tex. ). 

IN: RADIOISOTOPES FOR AEROSPACE; PROCEEDINGS OF THE 
FIRST SYMPOSIUM ON RADIOISOTOPE APPLICATIONS IN AERO¬ 
SPACE, DAYTON, OHIO, FEBRUARY 15-17, 1966. PART 2 - 
SYSTEMS AND APPLICATIONS. [A67-16526 05-22] 

Symposium sponsored by the U.S, Air Force, the U.S. Atomic 
Energy Commission, and the Instrument Society of America. 

Edited by J. C. Dempsey and Paul Polishuk. 

New York, Plenum Press, Division of Plenum Publishing Corp. , 

1966, p. 292-308. 9 refs. 

Grant No. NsG-239-62. 

The 14-Mev neutron activation analysis (NAA) technique has 
been used for the determination of silicon, iron, aluminum, mag¬ 
nesium and oxygen in granites and basalts. A prototype system for 
lunar surface analysis has been developed and utilized to investigate 
the feasibility of the technique. The principle of operation involved 
the use of a rotating assembly for alternately positioning the neutron 
generator and the y-ray detector directly above the surface to be 
analyzed. Results are based on the analyses of decay curves and 
y-ray spectra obtained by multiple counting of irradiated samples. 

(Author) 


A67-16575 * 

DETERMINATION OF THE MASSES OF THE MOON AND VENUS, 

AND THE ASTRONOMICAL UNIT FROM THE RADIO TRACKING OF 
MARINER II. 

John D. Anderson and Michael R. Warner (California Institute of 
Technology, Jet Propulsion Laboratory, Pasadena, Calif.). 

IN: TRAJECTORIES OF ARTIFICIAL CELESTIAL BODIES; COSPAR, 
INTERNATIONAL ASTRONOMICAL UNION, AND INTERNATIONAL 
UNION OF THEORETICAL AND APPLIED MECHANICS, SYMPOSIUM, 
PARIS, FRANCE, APRIL 20-23, 1965, PROCEEDINGS. [A67-16554 
05-30] 

Edited-by Jean Kovalevsky. 

Berlin, Springer-Veriag, 1966, p. 216-246. 14 refs. 

Description of the use of Doppler data from the Mariner 2 
space probe to Venus to obtain independent determinations of the 


masses of the moon and Venus and the astronomical unit. A number 
of sources of systematic error are investigated. Particularly 
emphasized are the uncertainties in the ephemerides of the earth and 
Venus and the contribution of low-thrust forces from the attitude- 
control system. The inclusion of these effects, together with an 
improvement in the computation of the Mariner 2 orbit in the 
vicinity of Venus, results in more reliable values for the constants 
than those previously published. The earth-to-moon mass ratio is 
unchanged and is consistent with a value of 81. 30, A value of 
408,600 for the reciprocal mass of Venus satisfies the improved 
determination. FinaLly, a provisional value of the astronomical unit 
is in agreement with other radar determinations. S.Z. 

A67-16578 

A SURVEY OF DARK LUNAR RADIAL BANDS. 

W. J. Leatherbarrow. 

British As tronomical Association, Journal, vol. 77. Dec. 1966. 
p. 33-36. 

Complement to the classification of banded craters established 
by Abineri and Lenham by the addition of a new class (Kunowsky). 
Craters in this class have extremely large and extremely dark 
floors. Under no conditions of light was it possible to see shadow 
prolongations in any craters of this type. It is concluded that when 
a band traverses an unusually dark floor it does not show the shadow 
prolongation and may therefore be assumed not to lie in a valley¬ 
like depression. Some comments are made on the distribution of 
banded craters, bands in Prosper Henry, and the nature of radial 
bands. F. R L 


A67-16594 # 

TRANSIENT CHANGES ON THE MOON. 

Barbara M. Middlehurst (Arizona, University, Lunar and Planetary 
Laboratory, Tucson, Ariz. ). 

The Observatory , vol. 86, Dec. 1966, p. 239-242. 15 refs. 

NSF Grant No. GP-5940. 

Analysis of the statistics of about 200 events concerning tran¬ 
sient changes of the moon, which have occurred in the 18th, 19th, 
and 20th centuries, from the following points of view: (1) type of 
event, (2) lunar phase, (3) relative frequency and duration, (4) cor¬ 
relation with solar activity, (5) position in the lunar orbit, (6) posi¬ 
tion of the sites of the events on the surface of the moon. Bright 
spots in color changes which occur on the dark side of the moon as 
well as on the illuminated part and which involve areas of the order 
of few kilometers in diameter are considered, together with reports 
of obscurations. S. Z. 

A67-16612 

TRAFFICABILITY OF THE LUNAR SURFACE CONSIDERING THE 
BEARING CAPACITY AND FAILURE MODES OF LUNAR SURFACE 
MATERIALS. 

John D. Peters (U.S. Armed Forces Industrial College, Fort Leslie 
J. McNair, Washington, D.C.). 

IN: SPACE AGE FACILITIES; AMERICAN SOCIETY OF CIVIL 
ENGINEERS, AERO-SPACE TRANSPORT DIVISION, SPECIALTY 
CONFERENCE, COCOA BEACH, FLA., NOVEMBER 17-19, 1965. 
PROCEEDINGS. [A67-16606 05-11] 

New York, American Society of Civil Engineers, 1966, p. 163-201. 

20 refs. 

Evaluation of the characteristics of the lunar surface to deter¬ 
mine its ability to carry traffic. A model of the lunar surface is devised , 
and strength and failure modes of the surface material are considered. 
The landing system design of the Apollo program 1 s Lunar Excursion 
Module and its suitability to the lunar surface is discussed, and de¬ 
signs of the lunar landing and tractive systems are studied. B.B. 


A67-16714 * 

INTERPRETATION OF RANGER VII RECORDS. 

Gerard P. Kuiper (Arizona, University, Lunar and Planetary 
Laboratory, Tucson, Ariz.). 

( JPL Technical Report No. 32-700 , Feb. 10, 1965, p. 9-73.) 

IN: COMMUNICATIONS OF THE LUNAR AND PLANETARY LABO¬ 
RATORY. VOLUME 4 (Numbers 58-59). 

Tucson, University of Arizona Press, 1966, p. 1-70. 22 refs. 
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Interpretation of Ranger VII photographs and assessment of 
their impact on lunar science. The lunar maria are classified on 
the basis of their gross structure as found from earth-based pho¬ 
tography. A study of the vertical structure of maria in general at 
the intermediate scale is made, and results on the presence or 
absence of a cosmic dust layer are given. The important data 
yielded on lunar craters and crater rays are reviewed, and clues 
to the morphology of the ridges in the maria are discussed, together 
with the mechanical structure of the upper layers of the mare floor. 
Ranger records have shown a new class of objects - shallow depres¬ 
sions and dimple craters. They have no rims, and the outer por¬ 
tions are identical in that their shape approximates an inverted 
Gaussian curve, rotated around its vertical axis. M.M. 


A67-16715 # 

FURTHER OBSERVATIONS ON THE RANGER VII RECORDS. 

Ewen A. Whitaker. 

( JPL Technical Report No. 32-700 , Feb, 10, 1965, p, 149-154.) 

IN: COMMUNICATIONS OF THE LUNAR AND PLANETARY LABO¬ 
RATORY. VOLUME 4 (Numbers 58-59). 

Tucson, University of Arizona Press, 1966, p. 71-76. 

Discussion of evidence provided by Ranger VII records in sup¬ 
port of the theory that the lunar maria were originally formed by 
processes involving the flow of material rather than by gradual dust 
transport or sudden deposition of shattered surface materials re¬ 
sulting from very large impacts. It is concluded that (1) smooth 
conical lunar craters are presumably formed by impacting solid 
meteoritic bodies; (2) the larger ray systems appear to be more 
readily explainable on the basis of impacts with cometary nuclei, 
the ray crater is assumed to be formed by the impact of the main 
nucleus, the rays are assumed to be thin deposits of cometary dust, 
fanned radially by the expanding gas and vapor dome produced by 
the vaporized ices; (3) the ray material is evenly distributed and 
has not been deposited in discrete clumps, and the general dimness 
of the Mare Cognitum rays, as compared with bright rays, suggests 
that nowhere do these rays completely blanket the mare surface 
material; and (4) the shallow, round or elongated, soft-edged de¬ 
pressions seen in some of the ray elements are believed to have no 


A67-17083 

THE SURFACE OF THE MOON. 

G. P. Kuiper (Arizona, University, Lunar and Planetary Laboratory, 
Tucson, Ariz.). 

IN: INTERNATIONAL ASTRONOMICAL UNION, GENERAL ASSEM¬ 
BLY, 12TH, HAMBURG, WEST GERMANY, AUGUST 25-SEPTEM- 
BER 3, 1964, PROCEEDINGS. [A67-2706S 05-30] 

Edited by J. -C. Pecker. 

London, Academic Press, Ltd. (International Astronomical Union, 
Transactions, Volume 12B), 1966, p. 658-662. 6 refs. 

Brief review of some of the scientific results and tentative ex¬ 
planations of the surface of the moon which have been arrived at 
from a subjective interpretation of two Ranger 7 atlases and the 
Experimenters' Report. The color study has shown that the moon 
is not covered with a layer of cosmic dust which would have obliter¬ 
ated the color differences, and that any migration of a hypothetical 
layer of lunar dust is restricted to subtelescopic dimensions because 
the color provinces observed have extremely sharp boundaries. The 
conclusion has been reached that the flows observed on the lunar 
maria were originally covered by a layer roughly 10-m-thick of ex¬ 
tremely vesicular rock, with a bulk density of 0.1 to 0.3, and a 
bearing strength of the order of 1 to 10 kg/cm^. Below this surface 
layer, there is expected to be a denser rock which resulted from 
solidification of the very fluid magma responsible for the bulk of the 
flow. (Author) 


A67-17084 

INTERPRETATION OF THE SMALL CRATERS OF THE MOON'S 
SURFACE REVEALED BY RANGER VII. 


E. M, Shoemaker (U.S. Geological Survey, Flagstaff, Ariz.). 

IN: INTERNATIONAL ASTRONOMICAL UNION, GENERAL ASSEM¬ 
BLY, 12TH, HAMBURG, WEST GERMANY, AUGUST 25-SEPTEM- 
BER 3, 1964, PROCEEDINGS. [A67-17068 05-30] 

Edited by J. -C. Pecker. 

London, Academic Press, Ltd. (International Astronomical Union, 
Transactions. Volume 12B), 1966, p. 662-672. 7 refs. 

Interpretation of small lunar craters revealed by Ranger 7 
photographs of Mare Cognitum. The craters observed are classified 
by size into categories of primary craters, secondary craters, and 
craters less than 300 m in diameter. Primary craters on the lunar 
maria are interpreted as having been formed by impact of meteoroids 
and larger interplanetary objects, such as asteroids and comet nu¬ 
clei, while secondary craters are interpreted as having been formed 
by impact of comparatively low-velocity fragments of the moon ejected 
from primary craters located both on the maria and on other parts 
of the lunar surface. It is concluded that the rays on Mare Cognitum 
consist primarily of mare material ejected from the secondary cra¬ 
ters but contain a small admixture of material derived from the more 
distant primary crater with which the rays are associated. The siae- 
frequency distributions of primary and secondary craters on the lunar 
maria are estimated, taking into account the effects of interaction 
among small craters. A.B.K. 


A67-17202 * 

LUNAR RING DIKES FROM LUNAR ORBITER I. 

John A. O'Keefe, Paul D. Lowman, Jr., and Winifred S. Cameron 
(NASA, Goddard Space Flight Center, Greenbelt, Md. ), 

Science, vol. 155, Jan. 6, 1967, p. 77-79. 16 refs. 

Orbiter photographs of the wall of a large circular formation 
on the moon show that the wall is a convex body resembling a flow 
of viscous lava. The slopes are less than the angle of repose of 
dry rock; hence an explanation in terms of mass wastage is hard 
to support. The viscosity is approximately 10 13 centimeter-gram- 
second units, indicating an acid lava. (Author) 


A67-17293 # 

THE SIZE DISTRIBUTION OF LUNAR CRATERS. 

C. A. Cross. 

Royal Astronomical Society, Monthly Notices, vol. 134, no. 3, 1966, 
p. 245-252. 10 refs. 

Use of a total of 1600 measurements ranging from 0.65 to 69,000 
m of all the readily visible crater diameters on Ranger 7, 8, and 9 
pictures to establish the size distribution of craters on three areas 
of the moon. The results show that in all three areas the frequency 
of crater occurrence is inversely proportional to the square of the 
crater diameter and that this relation holds accurately over the 
whole size range. The overall crater frequency is shown to be 
lowest in the Mare Tranquillitatis, 1.4 times higher in the Mare 
Nubium, and 2. 5 times greater in the Alphonsus region. The con¬ 
sequences of extrapolating this distribution law to still larger and 
smaller structures is briefly examined. M. F. 


A67-17295 # 

COMMENTS ON "DISTRIBUTION OF CRATERS ON THE LUNAR 
SURFACE. " 

Allan Marcus (Cambridge, University, Statistical Laboratory, 

Camb ridge, England). 

Royal Astronomical Society, Monthly Notices, vol. 134, no. 3, 1966, 
p. 269-274. 8 refs. 

Examination of a recent empirical study by Fielder (1965) on 
the diameter frequency, distribution of centers, and distribution of 
number density of lunar craters. His results are compared with 
certain theoretical studies by the author. It is found that the cutnu- 
lative number of craters larger than diameter 6 follows an inverse 
power law CA~ S with index s ■ 2. 0, for craters larger than 30 km 
in diameter; this suggests that the original distribution of crater 
diameter is an inverse power law with index greater than 2. Avail¬ 
able crater statistics neither preclude nor establish the impact of 
volcanic hypothesis for the origin of craters. M. F. 
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. A67-17386 # 

, SOLAR PROTON ACTIVATION OF THE LUNAR SURFACE. 

D. B. Ebeoglu and K. M. Wainio {Bendix Corp,, Bcndix Systems 
Div., Ann Arbor, Mich.). 

Journal of Geophysical Research, vol. 71, Dec. 15, 1966, p. 5863- 
5872. 13 refs. 

The nuclear activation on the surface of the moon due to solar 
protons has been estimated. Proton and neutron fluxes and the 
production rate of radionuclides have been calculated as a function 
of depth, and comparisons have been made between several models 
of the lunar crust. The purpose of the calculations has been to 
evaluate the effectiveness of lunar material as a radiation shield 
and also to predict the particle flux reflected from the surface. 

The build-up of Mn 54, Na22,C14, and Be 7 is givenin compositions 
representing both the volcanic and meteoritic-impact hypotheses 
for the lunar surface. The effect of the angular distribution of the 
protons on the radionuclide production rate and particle fluxes has 
also been investigated. Examples involving a monoenergetic beam 
of 400-Mev protons as well as a solar proton spectrum are included, 
permitting direct comparisons with experimental irradiations of 
similar targets. The results show that the activation is strongly 
dependent on the spectrum and angular distribution of incident protons 
but relatively insensitive to the composition. (Author) 
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ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 



APOLLO SPACECRAFT 


SUBJECT INDEX 


MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA-TM-X-57274 N66-18666 

GEOLOGICAL FIELD STUDIES OF LUNAR SURFACE AT 
VARIOUS APOLLO LANDING SITES N66-18667 

EARTH ORBIT EXPERIMENTS* LUNAR ORBIT AND SURFACE 
MEASUREMENTS, AND GENERAL REFERENCES RELATED TO 
APOLLO APPLICATIONS PROGRAM - ANNOTATED 
BIBLIOGRAPHY N66-24202 

APOLLO MISSION PROFILE FOR LUNAR EXPLORATION BY 
GEOLOGICAL SAMPLING AND PHOTOGRAPHING OF SURFACE 

N66-25059 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST AND INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA-CR-65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA—CR-65341 N66-25576 

DESIGN STUDY OF GEOPHYSICAL PROBE SYSTEM FOR 

MEASURING PROPERTIES OF LUNAR SURFACE AND 
SUBSURFACE DURING APOLLO APPLICATIONS LUNAR 
SURFACE MISSION 

NASA-CR-76413 N66-31385 

LUNAR GEOPHYSICAL SURFACE AND SUBSURFACE PROBES 

FOR APOLLO APPLICATIONS PROGRAM 

NASA-CR-76721 N66-32960 

LUNAR GEOPHYSICAL SURFACE AND SUBSURFACE PROBES 

FOR APOLLO APPLICATIONS PROGRAM 

NASA-CR-76720 N66-32961 

PENETROMETER FOR MEASURING LUNAR SURFACE 
CHARACTERISTICS FOR FIRST APOLLO LANDING 
NASA-CR-66178 N66-36345 

THERMAL CONTROL SUBSYSTEM FOR APOLLO LUNAR 
SURFACE EXPERIMENTS PACKAGE, NOTING CONSTRUCTION 
AND OPERATION PRINCIPLES A67-12357 

LOCAL SCIENTIFIC SURVEY MODULE / LSSM/, SMALL 
LUNAR VEHICLE DESIGNED TO PROVIDE TWO ASTRONAUTS 
WITH TRANSPORTATION AND PORTABLE SCIENTIFIC LAB ON 

LUNAR SURFACE A67-14308 

FEASIBILITY OF ADAPTING OPTICAL ASTRONOMY PACKAGE 
TO APOLLO APPLICATION PROGRAM MISSIONS ON 
LUNAR SURFACE 

NASA-TM-X-53496 N67-10864 

APOLLO SPACECRAFT 

APOLLO LUNAR SURFACE EXPERIMENTS PACKAGE / ALSEP/ 
OF SCIENTIFIC INSTRUMENTS AND SUPPORTING 
SUBSYSTEMS 

AIAA PAPER 66-919 A67-I4133 

APPROXIMATION METHOD 

LUNAR CRATER DISTRIBUTION MEASUREMENT FROM RANGER 

VII PHOTOGRAPHIC DATA ANALYSIS, DERIVING 
APPROXIMATE EXPRESSION FOR SECONDARY DISTRIBUTION 

A66-19417 

APPROXIMATION SOLUTION TO INTEGRAL EXPRESSIONS OF 
RADAR BACKSCATTER FROM DISTANT ROUGH SURFACES 
FOR LUNAR SURFACE PROPERTY DETERMINATION 
NASA-CR-76016 N66-29733 

ASTEROID 

BRONZITE AND HYPERSTHENE CHONDRITES, EVALUATING 
LUNAR OR ASTEROIDAL ORIGIN A66-23903 

LUNAR AND ASTEROIDAL METEORITES 

A66-27603 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA-CR-67369 N66-30438 

ASTRONAUT PERFORMANCE 

LAYMAN BOOK ON LUNAR EXPLORATION INCLUDING 
TOPOGRAPHICAL DATA, LUNAR WATER, FOOD, SHELTER AND 


TRAVEL, SPACE SUITS, WORKING CONDITIONS, ETC 

A66—21900 

FACTORS AFFECTING DETERMINATION OF SELENOGRAPHIC 
LATITUDE AND LONGITUDE BY ASTRONAUT LANDED ON 
MOON, DEFINING SELENOCENTRIC SYSTEM AND LUNAR 
PRIME MERIDIAN A66-32344 

ASTRONAUT TRAINING 

SIMULATION CHAMBERS FOR LUNAR SURFACE ENVIRONMENT, 
LIFE SYSTEMS, AND ASTRONAUT TRAINING STUDIES 

N66-35925 

ASTRONOMICAL COORDINATE 

RESEARCH ON LUNAR FIGURE ANO MOTION IN U.S.S.R. - 
CONSTRUCTION AND USE OF SELENOCENTRIC COORDINATE 
NETWORK FOR LUNAR SURFACE ANO LIBRATION STUDIES 
JPRS-35227 N66-24366 

CONSTRUCTION OF SELENOCENTRIC COORDINATES OF LUNAR 

SURFACE BASE POINTS N66-24371 

ASTRONOMICAL MAP 

PHOTOGRAPHIC ATLAS OF LUNAR SURFACE 

N66-32193 

LUNAR CRATERS, QUADRANT IV, DESIGNATION, 

DIAMETER, POSITION, CENTRAL PEAK INFORMATION, ETC 

A67-H331 

MICROMETRIC MEASUREMENT OF ABSOLUTE AND RELATIVE 
HEIGHTS OF 163 UNOBTRUSIVE POINTS ON LUNAR 
SURFACE, COMPARING VALUES OF MAEDLER, SCHMIDT 
AND U.S. ARMY MAP SERVICE A67-15177 

ASTRONOMICAL MODEL 

DIELECTRIC CONSTANTS, COMPOSITION, AND DEPTHS OF 
LAYERS OF MOON BASED ON TWO-LAYER LUNAR MODEL 
USING RADAR ECHOES 

TG-4 N66-16169 

ASTRONOMICAL PHOTOGRAPHY 

THERMAL HISTORY, CHEMICAL COMPOSITION AND INTERIOR 
OF MOON EVALUATED FROM RANGER VII, VIII AND 
IX AND TERRESTRIAL PHOTOGRAPHS 

A66-35438 

LUNAR AND PLANETARY LABORATORY OF UNIVERSITY OF 
ARIZONA, SUMMARIZING CONCLUSIONS CONCERNING LUNAR 
SURFACE A66-35440 

ASTRONOMICAL PHOTOMETRY 

LUNAR TOPOGRAPHY AND CARTOGRAPHY, NOTING 
APPLICATION TO LUNAR ATLAS PREPARATION, ABSENCE OF 
MAGNETIC FIELO, ETC A66-32132 

LUNAR PHOTOMETRIC BRIGHTNESS VARIATIONAL FUNCTION 
BASED ON JPL STUDY OF MOON TOPOLOGY 

A66-34656 

OPTICAL PHOTOMETRIC PROPERTIES OF LUNAR SURFACE, 
DISCUSSING BRIGHTNESS EFFECTS, SOLAR WIND, ALBEDO, 
REFLECTIVITY, BACKSCATTER, CHEMICAL COMPOSITION, 
ION BOMBARDMENT EFFECTS, ETC A66-35444 

STATISTICAL TECHNIQUES FOR COMPUTER ANALYSIS OF 

MICROPHOTOMETRIC MEASUREMENTS TAKEN ON 

FULL-MOON PHOTOGRAPHIC PLATE N66-35605 

PHOTOMETRIC FEATURES OF EASTERN ANO WESTERN LIMB 
ZONES OF LUNAR SURFACE COMPARED WITH DATA ON 
PHOTOMETRIC MEAN A67-12492 

LUNAR DISK COLOR INDEX DERIVATION BY APPLYING 
METHOD OF PHOTOGRAPHIC PHOTOMETRY IN UV AND IR 
SPECTRAL REGIONS A67-12493 

DIRECTIONAL ABSORPTIVITY CHARACTERISTICS OF 
CONICAL CAVITIES AND USE AS THERMAL MODEL FOR 
LUNAR METEOR CRATERS 

AIAA PAPER 65-669 A67-13049 

ASTRONOMICAL SPECTRUM 

LUNAR SPECTRAL REFLECTIVITY DISTRIBUTION 
DETERMINED BY COMPARISON OF LUNAR SPECTRA WITH 
SOLAR SPECTRUM AND SPECTRA OF EARLY STAR CLASSES 

A66-23506 

LUNAR SPECTRAL REFLECTIVITY DISTRIBUTION 
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CARTESIAN COORDINATE 


DETERMINED BY COMPARISON OF LUNAR SPECTRA WITH 
SOLAR SPECTRUM AND SPECTRA OF EARLY STAR CLASSES 

A66-37019 

THERMOLUMINESCENCE OF ACHONDRITE METEORITES ON 
LUNAR SURFACE BASED ON RATE OF TEMPERATURE RISE OF 
LUNAR TERMINATOR A67-10249 

ASTRONOMICAL TELESCOPE 

L EM OPTICAL ASTRONOMY PACKAGE / OAP/ CONTAINING 
ASTRONOMICAL TELESCOPE* SPECTROPHOTOMETER, DATA 
PROCESSING SUBSYSTEM AND OTHER DEVICES, FOR 
UNMANNED LANDING AND LIFE SUPPORT 

A67-12414 

ASTRONOMICAL UNIT 

MASSES OF MOON AND VENUS AND ASTRONOMICAL UNIT 
DETERMINED FROM MARINER II DOPPLER DATA, NOTING 
SOURCES OF ERROR A67-16575 

ASTRONOMY 

POSITION ANGLE METHOD TO DETERMINE CONSTANTS OF 
LUNAR PHYSICAL LIBRATION N66-24368 

MOON CRATER POSITION ANGLES FOR ANALYSIS OF LUNAR 

PHYSICAL LIBRATION N66-24369 

TOPOGRAPHIC EVALUATION OF LUNAR PHOTOGRAPHS BY 
SELENOGRAPHIC POINT COORDINATES 

N66-24373 

EPHEMERIS COMPUTATION OF LUNAR CRATER FROM OPTICAL 
OBSERVATION DATA N66-24374 

NEWCOMB DERIVATIVE FOR CORRECTION OF LUNAR CRATER 
EQUINOX VALUE N66-24375 

MERIDIAN OBSERVATIONS OF LUNAR CRATER FOR EQUINOX 
CALCULATIONS N66-24377 

CONFERENCE OF ASTRONOMICAL COUNCIL OF SCIENCE 

U.S.S.R ON FIGURE AND MOTION OF MOON 

N66-24380 

FEASIBILITY OF ADAPTING OPTICAL ASTRONOMY PACKAGE 
TO APOLLO APPLICATION PROGRAM MISSIONS ON 
LUNAR SURFACE 

NASA-TM-X-53496 N67-10864 

ATLAS AGENA LAUNCH VEHICLE 

LUNAR ORBITER B SPACECRAFT, SPACECRAFT 
CONFIGURATION, TASKS, ATLAS AGENA D LAUNCH 
VEHICLE, DEEP SPACE NETWORK, MISSION, AND FLIGHT 
EVENTS 

NASA NEWS RELEASE—66-286 N66-39950 

ATMOSPHERIC COMPOSITION 

THREE-COLOR PHOTOMETRIC STUDY OF ATMOSPHERIC 
EXTINCTION BY DUST PARTICLES FROM LUNAR ECLIPSE 
PHOTOELECTRIC MEASUREMENTS OF MARE CRISIUM 
REGION A66-25810 

AURORAL BOMBARDMENT 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT AND FLUX INTENSITY 

A66-20885 

AUTOMATIC CONTROL 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICROGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA-CR—69215 N66-15064 

B 

BACKSCATTER 

SPECTRAL AND SUSPENDED PARTICLE PHOTOMETRY AND 
GEOMETRY OF BACKSCATTERING SURFACES IN STUDY ON 
PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES 

NASA-CR—65263 N66-20989 

APPROXIMATION SOLUTION TO INTEGRAL EXPRESSIONS OF 
RADAR BACKSCATTER FROM DISTANT ROUGH SURFACES 
FOR LUNAR SURFACE PROPERTY DETERMINATION 
NASA—CR—76016 N66-29733 

RELATIONSHIP BETWEEN PHOTOMETRIC DATA AND 


GEOMETRY OF BACKSCATTERING SURFACES OF MOON 

N66-35508 

BALLOON 

COMPUTER STUDY TO DETERMINE EFFECT OF BALLOON 
FOOTPRINT AND OPTICAL CHARACTERISTICS ON 
MATERIAL TEMPERATURES OF SPHERE ON LUNAR SURFACE 
FOR HIGH NOON CONDITION 

NASA—CR—66166 N66-36783 

BIBLIOGRAPHY 

LUNAR MOTION ANO SHAPE, REVIEWING OBSERVATIONAL 
AND THEORETICAL WORK OF VARIOUS OBSERVATORIES AND 
LABORATORIES A66-32024 

INTERPLANETARY SPACE BIBLIOGRAPHY ON MOON AND 
VENUS STUDIES N66-21161 

EARTH ORBIT EXPERIMENTS, LUNAR ORBIT AND SURFACE 
MEASUREMENTS, AND GENERAL REFERENCES RELATED TO 
APOLLO APPLICATIONS PROGRAM - ANNOTATED 
BIBLIOGRAPHY N66-24202 

LUNAR SURFACE BIBLIOGRAPHY WITH ABSTRACTS AND 
INDEXES 

NASA-SP-7003/02/ N66-24932 

ANNOTATED BIBLIOGRAPHY ON LUNAR REVOLUTION, 
ROTATION, LIBRATION, AND MAPPING TECHNIQUES 
ATO-8—66-96 N66-39434 

BIBILOGRAPHY ON MANNED EXPLORATION, COLONIZATION, 
AND EXPLOITATION OF LUNAR SURFACE 

TRW—99900-6045-T000 N67-16587 

BRIGHTNESS 

LUNAR PHOTOMETRIC BRIGHTNESS VARIATIONAL FUNCTION 
BASED ON JPL STUDY OF MOON TOPOLOGY 

A66-34656 

PROFILES OF ISOPHOTES AND RELATIVE INTENSITIES FOR 
ARISTARCHUS REGION OF MOON TAKEN DURING TOTAL 
ECLIPSE ON DECEMBER 19, 1964 A66-35048 

OPTICAL PHOTOMETRIC PROPERTIES OF LUNAR SURFACE, 
DISCUSSING BRIGHTNESS EFFECTS, SOLAR WIND, ALBEDO, 
REFLECTIVITY, BACKSCATTER, CHEMICAL COMPOSITION, 
ION BOMBARDMENT EFFECTS, ETC A66-35444 

MECHANISMS CAUSING INCREASED BRIGHTNESS OF LUNAR 
SURFACE - SOLAR FLARE PROTON AND ELECTRON 
IRRADIATION 

NASA-CR—69289 N66-15345 

THEORETICAL MODELS FOR LUNAR BRIGHTNESS AT SMALL 

PHASE ANGLES AND POLARIZATION OF MOONLIGHT 

TG-8 N66-16173 

SPECTRAL BRIGHTNESS COEFFICIENTS OF LUNAR CRATERS 
AND COMPARISON OF SPECTRA N66-33528 

BRIGHTNESS AND POLARIZATION OF REFLECTED LIGHT 
FROM LAVA SAMPLES AND COMPARISON WITH LUNAR 
SURFACE DATA N67-16107 

BRIGHTNESS DISCRIMINATION 

LUMINESCENCE IN DECEMBER 1964 LUNAR ECLIPSE, 
NOTING BRIGHTNESS MEASUREMENT RESULTS IN MARE 
NUBIUM REGION A66-30644 

C 

CARBON MONOXIDE 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 
OXYGEN FROM METALLIC SILICATES FOUND ON MOON 
AICE PREPRINT 46C A66-39895 

CARTESIAN COORDINATE 

LUNAR PHOTOGRAPHIC MEASUREMENT REDUCTION INTO 
REFRACTION FREE CARTESIAN AND POLAR COORDINATES 
AD-634501 N66-34195 

LUNAR PHOTOGRAPHIC DATA REDUCTION INTO REFRACTION 
FREE CARTESIAN COORDINATES N66-34196 

REFRACTION FREE CARTESIAN AND POLAR COORDINATE 
MEASUREMENTS ON LUNAR PHOTOGRAPH 

N66-34197 
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CARTOGRAPHY 


SU8JECT INDEX 


CARTOGRAPHY 

LUNAR CHARTING FOR PROJECT APOLLO 


A66-30669 


CHEMICAL REACTION AS ENERGY SOURCE CONSIDERED 

FOR RADIOACTIVE DATING OF LUNAR SURFACE 

NASA—CR—80730 N67-13662 


LUNAR TOPOGRAPHY AND CARTOGRAPHY, NOTING 
APPLICATION TO LUNAR ATLAS PREPARATION, ABSENCE OF 
MAGNETIC FIELD, ETC A66-32132 

CELESTIAL BODY 

LEGAL STATUS OF MOON AND CELESTIAL BODIES 

A66-36213 

CELESTIAL GEODESY 

NEWCOMB DERIVATIVE FOR CORRECTION OF LUNAR CRATER 
EQUINOX VALUE N66-24375 

MERIDIAN OBSERVATIONS OF LUNAR CRATER FOR EQUINOX 
CALCULATIONS N66-24377 


CHEMICAL REACTOR 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 
OXYGEN FROM METALLIC SILICATES FOUND ON MOON 
AICE PREPRINT 46C A66-39895 

CHONDRITE 

BRONZITE AND HYPERSTHENE CHONDRITES, EVALUATING 
LUNAR OR ASTEROIDAL ORIGIN A66-23903 

CHRONOLOGY 

CHRONOLOGICAL LISTING OF OBSERVED AND RECORDED 
EVENTS ON LUNAR SURFACE FROM 5 MARCH 1587 TO 
15 NOVEMBER 1965 

NASA—TM—X—55470 N66-24927 


CELESTIAL MECHANICS 

ABSTRACTS AND DISCUSSION OF TOPICS INCLUDED IN 
NASA CONFERENCE ON CELESTIAL MECHANICS 
NASA-TM-X-57856 N66-35017 

CELESTIAL OBSERVATION 

MINOR PLANETS, PLANETARY ORBITS, LUNAR LIBRATION, 
AND STORMER THEORY OF DIFFERENTIAL EQUATIONS 
TREATED IN THEORETICAL ASTRONOMY BULLETIN - 
U*S.S*R. N66-37853 

TRANSIENT CHANGES ON MOON DURING LAST THREE 
CENTURIES, CONSIDERING TYPE OF EVENT, LUNAR PHASE, 
CORRELATION WITH SOLAR ACTIVITY, ETC 

A67-16594 

CHARGED PARTICLE 

LEVITATION OF DUST PARTICLES ABOVE LUNAR SURFACE 
AND DANGER TO ASTRONAUT FROM CHARGED PARTICLES 
TG-6 N66-16171 


CIRCULAR CONE 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND RELATION TO REFLECTIVE 
CHARACTERISTICS OF MOON A66-17729 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA 
NASA—TM—X-52090 N66-22256 

COLOR PERCEPTION 

SPECTROGRAMS OF LUNAR SURFACE FEATURES USED FOR 
DETECTING COLOR CONTRASTS N66-33529 

DEVELOPMENT OF MOON- BLINK DETECTOR, AND LUNAR 

TELESCOPIC COLOR SURVEILLANCE PROGRAM 

NASA—CR-630 N66-39543 

COLOR EVENTS ON MOON OBSERVED THROUGH COLOR 
FILTERS ALTERNATELY, NOTING CRATER GASSENDI 

A67-16155 


PHYSICAL ENVIRONMENT OF ATMOSPHERE OF EARTH AND 
OTHER PARTS OF SOLAR SYSTEM - LUNAR SURFACE 
COOLING, CHARGEO PARTICLE TRANSPORT, RADIO STAR 
SCINTILLATIONS, AND COSMIC RAY NEUTRONS 

N66-17399 

CHEMICAL ANALYSIS 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 

LUNAR SURFACE CHEMICAL ANALYSIS USING INTERACTION 
OF MONOENERGETIC ALPHA PARTICLES WITH MATTER 

A67-16463 

METHOD FOR CHEMICAL ANALYSIS OF LUNAR SURFACE BY 
USE OF ALPHA PARTICLES AND DEVELOPMENT OF 
PROCEDURES FOR ALPHA-SCATTERING EXPERIMENT ON 
LUNAR VEHICLE 

NASA-CR-75121 N67-12180 

INSTRUMENT FOR LUNAR SURFACE CHEMICAL ANALYSIS 
THAT USES INTERACTIONS WITH MATTER OF 
MONOENERGETIC ALPHA PARTICLES 

NASA-CR—75747 N67-13228 

ALPHA PARTICLE DETECTOR EXPERIMENT FOR CHEMICAL 
ANALYSIS OF LUNAR SURFACE BY SURVEYOR 
SPACECRAFT 

NASA—CR-75748 N67-13243 

CHEMICAL COMPOSITION 

CHEMICAL COMPOSITION OF TEKTITES RELATED TO 

LUNAR IGNEOUS ACTIVITY N66-32032 

CHEMICAL EXPLOSION 

COMPUTATION OF IMPACT DENSITIES AND VELOCITY 
DISTRIBUTION OF DEBRIS FROM LUNAR SURFACE 
EXPLOSIONS 

NASA-CR—78970 N67-12235 

CHEMICAL PROPERTY 

CHEMICAL AND STRUCTURAL PROPERTIES OF LUNAR 
GEOTHERMAL DEPOSITS FOR POSSIBLE USE AS ENERGY 
SOURCES N66-35513 

CHEMICAL REACTION 

REMOTELY CONTROLLED RARE GAS ANALYZER WITH 


COLOR PHOTOGRAPHY 

COLOR STUDY OF LUNAR SURFACE SUGGESTING 
NONEXISTENCE OF COSMIC DUST LAYER 

A67-17083 

LUNAR MARE DATA FROM COLOR PHOTOGRAPHS OF RANGER 
VII 

NASA-CR-81160 N67-15400 

COLORIMETRY 

RED-GREEN- IR THREE-BEAM HIGH RESOLUTION 
PHOTOELECTRIC PHOTOMETRY DURING LUNAR ECLIPSE FOR 
LUNAR COLORIMETRIC STUDIES A67-14735 

COMET 

SPECTROPHOTOMETRY AND POLARIMETRY OF LUNAR 
REGIONS, OPTICAL PROPERTIES OF ATMOSPHERE AND 
SURFACE OF MARS, AND COMETARY TAILS 
NASA—TT—F-382 N66-33526 

COMMUNICATION THEORY 

RADIO AND RADAR STUDIES OF SPACE PLASMAS, LUNAR 
AND PLANETARY SURFACES, COMMUNICATION THEORY, 

AND SPACECRAFT INSTRUMENTATION 

NASA-CR-81306 N67-16602 

COMPONENT RELIABILITY 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA—CR—68285 N66-16389 

COMPUTER METHOD 

ACCELEROMETER AND COMPUTER SYSTEM, INDEPENDENT OF 
ACCELERATION VECTOR, TO DETERMINE SITE FOR 
MANNED LUNAR LANDING N66-28464 

rnMPIITFR PROGRAM 

STATISTICAL TECHNIQUES FOR COMPUTER ANALYSIS OF 

MICROPHOTOMETRIC MEASUREMENTS TAKEN ON 

FULL-MOON PHOTOGRAPHIC PLATE N66-35605 

COMPUTER PROGRAMMING 

DIGITAL COMPUTER TECHNIQUES FOR COMPUTATION OF 
LUNAR DISTURBING FUNCTION A66-42204 

COMPUTER SIMULATION 

CONCEPTUAL ANALYTICAL METHOD FOR SIMULATING LUNAR 
SURFACE ENVIRONMENT, USING COMPUTER PROGRAM FOR 
PARAMETRIC CURVES A66-40210 
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CRATERING 


CONFERENCE 

NATURE OF LUNAR SURFACE - IAU/NASA SYMPOSIUM, 
GODDARD SPACE FLIGHT CENTER, GREENBELT, 
MARYLAND, APRIL 1965 A66-35437 

LUNAR SURFACE STUDIES DEALING WITH DUST LAYER, 
METEOR IMPACT, POLARIZATION, ELECTRIC FIELD, AND 
ELECTROMAGNETIC AND THERMAL PROPERTIES - TYCHO 
MEETING 

NASA-CR—69878 N66-16166 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING AND 
ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA-TM-X-57274 N66-18666 

CONFERENCE OF ASTRONOMICAL COUNCIL OF SCIENCE 
U.S.S.R ON FIGURE AND MOTION OF MOON 

N66-24380 


CONTAMINATION 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST ANO INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA-CR—65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHOOS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-65341 N66-25576 

CONTINUITY EQUATION 

VISCOSITY DISTRIBUTION WITHIN MOON ANALYZED, 

USING NAVIER- STOKES AND CONTINUITY EQUATIONS, 
ABNORMAL INERTIA MOMENT EXPLAINED, MARIA AND 
CONTINENT DISTRIBUTION EXAMINED FOR UNDERSTANDING 
INTERNAL STATE OF MOON A66-38030 

CONTINUOUS WAVE 

RADAR MAPS OF MOON AND PLANETS USING BISTATIC 
CONTINUOUS WAVE MODE OF RADAR OPERATION BETWEEN 
ORBITING SPACECRAFT AND GROUND STATION 

A66-24891 


CONTOUR 

CONTOUR MAP BASED ON SELENODETIC CONTROL SYSTEM OF 
AERONAUTICAL CHART AND INFORMATION CENTER 
01-82-0518 N66-31418 

CONVECTIVE FLOW 

LUNAR STRUCTURAL LINEAMENTS AS BOUNDARY CONDITIONS 

FOR CONVECTION THEORY A66-33235 

CONVECTIVE HEAT TRANSFER 

THERMAL RESPONSE OF LUNAR SURFACE AT LANDING SITE 
DUE TO RAOIATIVE AND CONVECTIVE HEAT TRANSFER 
FROM LEM EXHAUST NOZZLE 

NASA-CR-76648 N66-32298 

COOLING 

HYPOTHESIS THAT ANOMALOUS COOLING OF CERTAIN 
REGIONS OF MOON DURING ECLIPSE IS DUE TO 
PREFERENTIAL SURFACE ROUGHNESS ON CENTIMETER 
SCALE 

Dl-82-0531 N66-34528 

COORDINATE SYSTEM 

LUNAR TOPOGRAPHICAL ASPHERICITY, LUNAR 
COORDINATES, ABSOLUTE AND RELATIVE, HARMONIC 
ANALYTICAL INTERPOLATION, FORMATIONS, STRATIGRAPHY 
AND OPTICAL LIBRATIONS A66-18265 

RECTANGULAR SELENOCENTRIC COORDINATING POINTS FOR 
LUNAR SURFACE ANALYSIS N66-24372 

MEASUREMENT AND REDUCTION METHODS USED IN CHARTING 
MOON AND POTENTIAL LUNAR LANDING SITES, AND 
DERIVATION OF LUNAR COORDINATES 

ACIC-TP-15 N66-28260 

COORDINATE TRANSFORMATION 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 


LUNAR MOTION ANO ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

CORPUSCULAR RADIATION 

STRUCTURE AND COHERENCY OF LUNAR OUST LAYER, 
CONSIDERING CORPUSCULAR RADIATION SUCH AS SOLAR 
WIND AND METEORITE BOMBARDMENT A66-24892 

COSMIC OUST 

COLOR STUOY OF LUNAR SURFACE SUGGESTING 
NONEXISTENCE OF COSMIC DUST LAYER 

A67-17083 

COSMIC PLASMA 

RADIO ANO RADAR STUDIES OF SPACE PLASMAS, LUNAR 
ANO PLANETARY SURFACES, COMMUNICATION THEORY, 

AND SPACECRAFT INSTRUMENTATION 

NASA-CR-81306 N67-I6602 

COSMIC RADIATION 

BRONZITE AND HYPERSTHENE CHONDRITES, EVALUATING 
LUNAR OR ASTEROIOAL ORIGIN A66-23903 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-41410 

INTENSITY OF CHARACTERISTIC SPECTRAL LINES OF SI, 

AL AND MG OF LUNAR SURFACE ROCK MADE FLUORESCENT 

BY SOLAR X-RAYS DETERMINED FROM LUNA X 
MEASUREMENTS A67-16051 

CRATER 

CRATERS ON MARS FROM MARINER IV PICTURES, 

SHOWING NO EVIDENCE OF PRIMEVAL CRATER AND 
ANALYZING AEOLIAN EROSION A66-30629 

CRATERS PRODUCED BY METEORITE COLLISION OF LUNAR 
SURFACE 

TG-3 N66-16168 

INAPPLICABILITY OF BALDWINS CORRELATION TO 
DETERMINATION OF LUNAR CRATER FORMATION 
JPRS-33897 N66-16319 

FIELD ANO LABORATORY INVESTIGATIONS OF VOLCANIC, 
EXPLOSIVE, IMPACT, ANO OTHER CRATER PHENOMENA 
MADE IN CONNECTION WITH PROGRAM TO DETERMINE 
ORIGIN AND STRUCTURE OF LUNAR CRUST 
NASA-CR-71420 N66-21584 

STRUCTURES OF LUNAR CRATERS, MARES, LINEAMENTS, 

AND COLLAPSE DEPRESSIONS FROM RANGER BLOCK 
III PHOTOGRAPHS N66-25048 

SIZE-FREQUENCY ANO SPATIAL DISTRIBUTIONS OF SMALL 
CRATERS ON MOON FROM RANGER BLOCK III 
PHOTOGRAPHS N66-25049 

LUNAR SURFACE MATERIALS ANO CRATER MORPHOLOGY FROM 
RANGER IX PHOTOGRAPHS N66-25050 

TEXTURAL UNITS AND LINEAMENTS ON LUNAR CRATER 
FLOOR STUDIED FROM RANGER IX PHOTOGRAPHS 

N66-25051 

LUNAR GEOLOGIC MAPPING OF ALPHONSUS CRATER FROM 
RANGE IX PHOTOGRAPHS N66-25056 

CRATER OBSERVATIONS ANO CALCULATIONS USED TO 
DETERMINE CONSTANTS OF LUNAR PHYSICAL LIBRATION 

N66-37858 

MARINER IV OBSERVATIONS ON FORMATION RATE, 
DENSITY, AND AGE OF CRATERS ON MARS 

N67-12746 

ERROR CORRECTION IN LUNAR SLOPE ANGLES AND SURFACE 
ROUGHNESS OF RANGER PHOTOGRAPHS 

N67-13497 

CRATERING 

COMPARISON OF CRATERING ON EARTH ANO MOON, 
RESULTING FROM HIGH VELOCITY IMPACT OF SOLIO 
OBJECTS UPON PLANETARY MASSES A66-24199 

HYPOTHESIS THAT LUNA IX ROCKET EXHAUST DURING 
SOFT LANDING CAUSED FORMATION OF SHALLOW CRATER 


OBSERVATIONS OF MOON, VENUS, MARS, ANO 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA-CR—76142 N66-31446 


1-5 




CROSSED FIELD 


SUBJECT INDEX 


VISIBLE IN RANGER VII LUNAR PROBE PHOTOGRAPHS 

A66-28681 

EVALUATING SCHROTERS RULE CONCERNING LUNAR CRATER 
FORMATION 

NASA-CR-71416 N66-21352 

GEOLOGIC MAPPING OF LUNAR SURFACE, CRATER 
PHENOMENOLOGY, AND PETROLOGY OF EXTRATERRESTRIAL 
MATERIAL 

NASA-CR-71419 N66-21635 

ASTROGEOLOGIC STUDIES DEALING WITH CRATERING, 
HYPERVELOCITY IMPACT, EARTH-MOON LIBRATION 
REGION, TEKTITE ANALYSIS, AND LUNAR MAPPING 
NASA—CR-58623 N66-35596 

STOCHASTIC MODEL OF CRATERING AND SURVIVAL OF 
CRATERS ON MOON, DISCUSSING APPROXIMATE DIAMETER 
DISTRIBUTION OF PRIMARY AND SECONDARY CRATERS 

A67-14739 

LUNAR SURFACE ROUGHNESS COMMINUTION ESTIMATED BY 
CONSIDERING METEORIC BODY CATERING PROCESS 
NASA-CR-80137 N67-I2165 

CROSSED FIELD 

STUDY OF ANOMALOUS PHOTOVOLTAGES, CROSSED FIELD 
POLARIZATION, MICROELECTRONICS FOR LOGIC 
CIRCUITS, AND LUNAR SURFACE STUDY 

N66-17461 

CRYOGENIC STORAGE 

PROBLEMS OF CRYOGENIC STORAGE ON LUNAR SURFACE FOR 
EXTENDED TIME PERIODS N66-35512 

CURVED SURFACE 

LUNAR AND PLANETARY TERRAIN ROUGHNESS IN TERMS OF 
CURVATURE STATISTICS, BASED ON RANGER VII AND 
BONITA LAVA FLOW CONTOUR MAP ANALYSIS 
AIAA PAPER 65-389 A66-21955 

D 

DATA ANALYSIS 

EPHEMERIS COMPUTATION OF LUNAR CRATER FROM OPTICAL 
OBSERVATION DATA N66-24374 

DATA RECORDING 

LUNAR CRATERS, QUADRANT IV, DESIGNATION, 

DIAMETER, POSITION, CENTRAL PEAK INFORMATION, ETC 

A67-I1331 

DATA REDUCTION 

LUNAR PHOTOGRAPHIC MEASUREMENT REDUCTION INTO 
REFRACTION FREE CARTESIAN AND POLAR COORDINATES 
AD-634501 N66-34195 

LUNAR PHOTOGRAPHIC DATA REDUCTION INTO REFRACTION 
FREE CARTESIAN COORDINATES N66-34196 

INSTRUMENT FOR DIAGNOSIS OF LUNAR SURFACE AND DATA 
REDUCTION PROCEDURES 

NASA-TM-X-55596 N67-13225 

DEEP SPACE 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA—CR—67369 N66-30438 

DENSITY DISTRIBUTION 

NOTE ON PAPER OISCUSSING LUNAR SHAPE AND INTERNAL 
STRUCTURE IN CONNECTION WITH INHOMOGENEITY OF 
DENSITY DISTRIBUTION, SHOWING INCOMPATIBILITY OF 
HYPOTHESIS WITH MEASUREMENTS A66-21210 

LUNAR MODELS OF FIGURE, DENSITY DISTRIBUTION AND 
GRAVITY FIELD FROM EARTH TELESCOPE DATA 

A66-38822 

DENSITY MEASUREMENT 

BULK DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 
SHEAR STRENGTH, AND P-WAVE VELOCITY 
MEASUREMENTS OF LUNAR ANALOG MATERIALS 

N66-37367 

DEPTH MEASUREMENT 

RELATIVE DEPTHS OF LUNAR RING MOUNTAINS AND 


CRATERS IN MARE NUBIUM - COMPARISON OF BALDWIN 
FORMULA AND SPACECRAFT PHOTOGRAPHS 

T-457-R N66-28217 

DETECTOR 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA—CR-79306 N67-13019 

DIELECTRIC CONSTANT 

DIELECTRIC CONSTANTS, COMPOSITION, AND DEPTHS OF 
LAYERS OF MOON BASED ON TWO-LAYER LUNAR MODEL 
USING RADAR ECHOES 

TG-4 N66—16169 

DIFFERENTIAL EQUATION 

MINOR PLANETS, PLANETARY ORBITS, LUNAR LIBRATION, 
AND STORMER THEORY OF DIFFERENTIAL EQUATIONS 
TREATED IN THEORETICAL ASTRONOMY BULLETIN - 
U.S.S.R. N66-37853 

DIGITAL COMPUTER 

DIGITAL COMPUTER TECHNIQUES FOR COMPUTATION OF 
LUNAR DISTURBING FUNCTION A66-42204 

DISCONTINUITY 

USE OF UHF RADAR TECHNIQUES TO DETECT AND MAP 
SUBSURFACE DISCONTINUITIES IN LUNAR SURFACES 

N67-13502 

DISINTEGRATION 

COMMINUTION THEORY FOR AND EXPERIMENTS UNDER 
ULTRAHIGH VACUUM CONDITIONS, FOR SPECULATION 
ON LUNAR SURFACE MAKE-UP AND CHARACTERISTICS 
RM-313 N66-26955 

DISTRIBUTION FUNCTION 

SIZE DISTRIBUTION OF LUNAR CRATERS FROM RANGER 

PICTURES SHOW THAT FREQUENCY OF CRATER OCCURRENCE 
IS INVERSELY PROPORTIONAL TO SQUARE OF DIAMETER 

A67-17293 

FIELDER ANALYSIS ON DIAMETER FREQUENCY AND 
DISTRIBUTION OF CENTERS AND NUMBER DENSITY OF 
LUNAR CRATERS A67-17295 

DISTURBING FUNCTION 

DIGITAL COMPUTER TECHNIQUES FOR COMPUTATION OF 
LUNAR DISTURBING FUNCTION A66-42204 

DIURNAL VARIATION 

IONOSPHERIC SOUNDING - FARADAY ROTATION, ELECTRON 
DENSITY, DIURNAL VARIATIONS, AND LUNAR SURFACE 
REFLECTIONS 

REPT.-7 N66-15601 

DRILL 

LUNAR ROCK DRILLING DEVICE FOR EXTRACTING CORE 
SAMPLES 

NASA-CR-65188 N66-15364 

LOW THRUST ROTARY AND PERCUSSIVE DRILLS FOR 
SAMPLING LUNAR SURFACE 

NASA-CR-74239 N66-23763 

DUST 

LUNAR SURFACE STUDIES DEALING WITH DUST LAYER, 
METEOR IMPACT, POLARIZATION, ELECTRIC FIELD, AND 
ELECTROMAGNETIC AND THERMAL PROPERTIES - TYCHO 
MEETING 

NASA-CR-69878 N66-16166 

PRESENCE OF ICE BELOW AND DUST LAYER ABOVE LUNAR 
SURFACE AS EVIDENCE DISPROVING VOLCANISM ON MOON 

TG-5 N66-16170 

LEVITATION OF DUST PARTICLES ABOVE LUNAR SURFACE 

AND DANGER TO ASTRONAUT FROM CHARGED PARTICLES 
TG-6 N66-16171 

E 

EARTH 

HISTORICAL REVIEW OF LUNAR SURFACE EVENTS FROM 
5 MARCH 1587 TO 15 NOVEMBER 1965 - CORRELATION 
TO EARTH TIOAL ACTION 

NASA—TM—X-55468 N66-25371 
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SUBJECT INOEX 


ENGINEERING 


THERMAL HISTORY AND MEAN DENSITY EVALUATIONS 
FOR MOON, MARS, AND EARTH TO ACCOUNT FOR 
INNER PLANET INTERNAL STRUCTURE DIFFERENCES 

N66-31455 

EARTH ATMOSPHERE 

PHYSICAL ENVIRONMENT OF ATMOSPHERE OF EARTH AND 
OTHER PARTS OF SOLAR SYSTEM - LUNAR SURFACE 
COOLING, CHARGED PARTICLE TRANSPORT, RADIO STAR 
SCINTILLATIONS, AND COSMIC RAY NEUTRONS 

N66-17399 

EARTH-MOON SYSTEM 

POSSIBLE ORIGIN OF LUNAR MARIA, SUGGESTING THEY 
MAY BE SCARS OF MECHANICAL DAMAGE WROUGHT ON LUNAR 
HEMISPHERE BY DISRUPTIVE TIDES OF EARTH 

A66-27900 

STUDY OF DYNAMICAL HISTORY OF EARTH-MOON SYSTEM, 
LUNAR GEOLOGY, AND GEOPHYSICAL DISCOVERIES BY 
SATELLITES TO DETERMINE ORIGIN OF MOON 
NASA-TM-X-56134 N66-15236 

ASTROGEOLOGIC STUDIES DEALING WITH CRATERING, 
HYPERVELOCITY IMPACT, EARTH-MOON LIBRATION 
REGION, TEKTITE ANALYSIS, AND LUNAR MAPPING 
NASA-CR-58623 N66-35596 

EARTH-MOON TRAJECTORY 

ADAPTABILITY OF LUNAR ORBITER TO SURFACE 
EXPERIMENTS USING FLYBY AND EARTH RETURN 
TRAJECTORY 

NASA-CR-66269 N67-16603 

EARTH ORBIT 

EARTH ORBIT EXPERIMENTS, LUNAR ORBIT AND SURFACE 
MEASUREMENTS, AND GENERAL REFERENCES RELATED TO 
APOLLO APPLICATIONS PROGRAM - ANNOTATED 
BIBLIOGRAPHY N66-24202 

EARTH SURFACE 

RADAR CROSS SECTION OF EARTH SURFACES AS AFFECTED 
BY WAVELENGTH, WITH REFERENCE TO PROBING LUNAR 
SURFACES A66-28572 

EVIDENCE FOR PARTICULATE MATTER IN SPACE AND ITS 
POTENTIAL ACCRETION RATE BY MOON AND EARTH 
TG-IO N66-16I75 

TOP SOIL BLANKET IN VICINITY OF TERRESTRIAL 
VOLCANOES PHOTOMETRICALLY STUDIED IN EFFORT TO 
FIND EQUIVALENT IN LUNAR SURFACE LAYER 
NASA-TT-F-9322 N66-24907 

ELECTRIC DISCHARGE 

STATIC ELECTRIC DISCHARGES AND RADIO NOISE FROM 
LUNAR CRATERS 

NASA—TM-X-56088 N66-22175 

ELECTRIC FIELD 

LUNAR SURFACE STUDIES DEALING WITH DUST LAYER, 
METEOR IMPACT, POLARIZATION, ELECTRIC FIELD, AND 
ELECTROMAGNETIC AND THERMAL PROPERTIES - TYCHO 
MEETING 

NASA-CR—69878 N66-16166 

POTENTIAL AND ELECTRIC FIELD OF LUNAR SURFACE 
UNDER CONDITIONS OF NORMAL INCIDENCE OF SOLAR 
RADIATION 

TG-7 N66-16172 

ELECTRIC POTENTIAL 

ELECTRICAL POWER SYSTEMS FOR EARTH ORBITAL AND 
LUNAR SURFACE MISSIONS N66-32612 

ELECTRIC PROPERTY 

SCIENTIFIC OATA AND RESULTS OF LUNAR SURFACE 
EXPLORATION BY SURVEYOR I SPACECRAFT 
NASA-CR-79150 N67-10061 

RADAR INSTRUMENTATION ON SURVEYOR I SPACECRAFT 
AND USE IN DETERMINING ELECTRICAL PROPERTIES OF 
LUNAR SURFACE N67-10066 

ELECTROMAGNETIC MEASUREMENT 

ELECTROMAGNETIC AND THERMAL PROPERTIES OF LUNAR 
SURFACE DETERMINED BY RADAR REFLECTION, 
RADIOMETRIC, INFRARED, AND LABORATORY 
EXPERIMENTS 


TG-9 N66-16174 

ELECTROMAGNETIC RADIATION 

ENERGY SOURCES OF LUNAR LUMINESCENCE NOTING 
EFFECTS OF SOLAR WIND, CORPUSCULAR RADIATION, 
ELECTROMAGNETIC RADIATION AND RADIOACTIVITY 

A66-X8090 

TERRESTRIAL OBSERVATIONS OF LUNAR AND PLANETARY 
ELECTROMAGNETIC RADIATIONS AND CHEMICAL- 
MINERALOGICAL COMPOSITION, AND SPACE PROBE DATA 
AND INSTRUMENTATION 

NASA-SP-99 N66-23475 

ELECTROMAGNETIC WAVE 

APPROXIMATION SOLUTION TO INTEGRAL EXPRESSIONS OF 
RADAR BACKSCATTER FROM DISTANT ROUGH SURFACES 
FOR LUNAR SURFACE PROPERTY DETERMINATION 
NASA—CR-760I6 N66-29733 

ELECTRON BOMBARDMENT 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT AND FLUX INTENSITY 

A66-20885 

ELECTRON DENSITY 

IONOSPHERIC SOUNDING - FARADAY ROTATION, ELECTRON 
DENSITY, DIURNAL VARIATIONS, AND LUNAR SURFACE 
REFLECTIONS 

REPT.-7 N66-15601 

MOON-REFLECTED SIGNALS FOR FARADAY ROTATION AND 
ELECTRON CONTENT IN IONOSPHERE - SPIRAL ANTENNA 
FOR SIGNAL DEPOLARIZATION AT LUNAR SURFACE 
REPT.-9 N66-23947 

ELECTRON RADIATION 

MECHANISMS CAUSING INCREASED BRIGHTNESS OF LUNAR 
SURFACE - SOLAR FLARE PROTON AND ELECTRON 
IRRADIATION 

NASA—CR—69289 N66-15345 

ELEMENT ABUNDANCE 

LUNAR ANO PLANETARY SURFACE ELEMENTAL ANALYSIS 
TECHNIQUE BY ANALYSIS OF GAMMA RAYS RESULTING FROM 
INELASTIC SCATTERING OF NEUTRONS 

A67-I6545 

NEUTRON ACTIVATION ANALYSIS OF SI, FE, AL, MG 
AND 0 CONTENT OF LUNAR ANO PLANETARY SURFACES 

A67-16 546 

ENERGY BUDGET 

ENERGY REFLECTED FROM SUBSOLAR POINT ON MOON 
DETERMINED, NOTING ENERGY BALANCE AND RADIATED 
ENERGY A66-38052 

ENERGY CONVERSION 

SPECTROSCOPIC EVIDENCE FOR LUNAR LUMINESCENCE, 

AND DIRECT AND STORAGE PROCESSES FOR CONVERTING 
ENERGY TO LUMINESCENCE 

TG-11 N66-16I76 

ENERGY SOURCE 

CHEMICAL AND STRUCTURAL PROPERTIES OF LUNAR 
GEOTHERMAL DEPOSITS FOR POSSIBLE USE AS ENERGY 
SOURCES N66-35513 

ENERGY SPECTRUM 

SEISMIC ENERGY SPECTRUM AND ATTENUATION STUDIED IN 
ARIZONA GEOLOGICAL FORMATIONS FOR APPLICATION 
TO LUNAR SURFACE INVESTIGATIONS 

NASA-CR—65488 N66-35662 

METHOD AND INSTRUMENTS FOR MEASURING SEISMIC 
ENERGY PROPAGATION, VELOCITY, ATTENUATION, 
FREQUENCY SPECTRA, AND SHEAR WAVE VELOCITY IN 
LUNAR SURFACE ROCK N66-35967 

ENGINEERING 

SELEOLOGIC CHARACTER AND ENGINEERING PROPERTIES OF 
LUNAR SURFACE 

TN—66—201 N66-34352 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA—CR—79306 N67-13019 
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ENVIRONMENT MOOEL 


SUBJECT INDEX 


ENVIRONMENT MODEL 

LOGISTIC BURDEN MODEL FOR LUNAR MINING OF LIFE 
SUPPORT AND PROPELLANT SUBSTANCES 

N66-35514 

ENVIRONMENTAL TESTING 

ENVIRONMENTAL TEST CRITERIA FOR LUNAR AND 
PLANETARY SOILS* DISCUSSING PARTICLE SIZE, CLAY, 
HYDROTHERMAL ALTERATION, COHESION, ADHESION, 

VACUUM AND TEMPERATURE EFFECTS, ETC 

A66-28179 

EPHEMERIS 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 
LUNAR MOTION AND ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

EPHEMERIS TIME 

EPHEMERIS COMPUTATION OF LUNAR CRATER FROM OPTICAL 

OBSERVATION DATA N66-24374 

EQUATOR 

MERIDIAN OBSERVATIONS OF LUNAR CRATER FOR EQUINOX 
CALCULATIONS N66-24377 

ISOTHERMS IN EQUATORIAL REGION OF TOTALLY ECLIPSED 

MOON 

Dl—82-0530 N66-3I340 

EQUILIBRIUM 

EFFECTS OF REDUCED GRAVITY ON HUMAN BODY, AND 
ABILITY OF MAN TO MAINTAIN HIS ORIENTATION AND 
EQUILIBRIUM ON LUNAR SURFACE N67-15124 

EVOLUTION 

TOPOGRAPHY AND EVOLUTION OF LUNAR CRATERS - 
METEORITIC IMPACT - SELENOGRAPHY 

NASA-TM-X-56H5 N66-15425 

EXHAUST NOZZLE 

THERMAL RESPONSE OF LUNAR SURFACE AT LANDING SITE 
DUE TO RADIATIVE AND CONVECTIVE HEAT TRANSFER 
FROM LEM EXHAUST NOZZLE 

NASA—CR-76648 N66-32298 

EXPANDABLE STRUCTURE 

STAY TIME EXTENSION MODULE SHELTER STRUCTURE TO 
SUPPORT 2 MEN FOR 8 DAYS ON LUNAR SURFACE 

N67-14250 

EXPERIMENT DESIGN 

RECOMMENDATIONS FOR EARTH SPACE LABORATORY AND 
LUNAR SURFACE EXPERIMENTS, LANDING SITE 
SELECTION, AND COMMENTS ON PRESENT KNOWLEDGE 
OF LUNAR SURFACE 

NASA—CR-70458 N66-17476 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING AND 
ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA—TM—X-57274 N66-18666 

GEOLOGICAL FIELO STUDIES OF LUNAR SURFACE AT 
VARIOUS APOLLO LANDING SITES N66-18667 

GEOCHEMICAL EXPERIMENTS FOR LUNAR SAMPLE ANALYSES 

N66-18669 

PROPOSED EXPERIMENTS, DEVELOPMENT OF EQUIPMENT AND 

INSTRUMENTS, AND MISSION SUPPORT STUDIES FOR 

LUNAR EXPLORATION N66-28773 

ADAPTABILITY OF LUNAR ORBITER TO SURFACE 
EXPERIMENTS USING FLYBY ANO EARTH RETURN 
TRAJECTORY 

NASA—CR—66269 N67-I6603 

EXTRATERRESTRIAL ENVIRONMENT 

FEASIBILITY OF APPLYING X-RAY OIFFRACTION TO 
EXTRATERRESTRIAL EXPLORATION OF LUNAR SURFACE 
AND EARTH-LIKE PLANETS 

NASA—TM—X-53449 N66-29476 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA—CR—77720 N66-35767 


EXTRATERRESTRIAL MATTER 

ORIGIN OF TEKTITES WITH MOON CONSIDERED MOST 
LIKELY EXTRATERRESTRIAL SOURCE A66-38059 

GEOLOGIC MAPPING OF LUNAR SURFACE, CRATER 
PHENOMENOLOGY, AND PETROLOGY OF EXTRATERRESTRIAL 
MATERIAL 

NASA—CR—71419 N66-21635 

PROPELLANT PREPARATION FROM EXTRATERRESTRIAL 
MATERIALS ON MOON AND PLANETS RATHER THAN 
TRANSPORTATION FROM EARTH AS ECONOMICAL SOURCE OF 
FUEL FOR INTERPLANETARY MANNED TRAFFIC 

A67-14555 

EXTRAVEHICULAR OPERATION 

PORTABLE LIFE SUPPORT SYSTEM ANO PRESSURIZED SUIT 
FOR EXTRAVEHICULAR MOBILITY UNIT TO PROTECT MAN 
AGAINST LUNAR SURFACE AND FREE SPACE HAZARDS 

N66-I7387 

F 

FAILURE MODE 

LUNAR SURFACE COMPOSITION, STRENGTH AND FAILURE 
MODES, DETERMINING ABILITY TO SUPPORT LEM 

A67-I6612 

FARADAY ROTATION 

IONOSPHERIC SOUNDING - FARADAY ROTATION, ELECTRON 
DENSITY, DIURNAL VARIATIONS, AND LUNAR SURFACE 
REFLECTIONS 

REPT.-7 N66-15601 

MOON-REFLECTED SIGNALS FOR FARADAY ROTATION AND 
ELECTRON CONTENT IN IONOSPHERE - SPIRAL ANTENNA 
FOR SIGNAL DEPOLARIZATION AT LUNAR SURFACE 
REPT.-9 N66-23947 

FINE STRUCTURE 

FINE STRUCTURE AND GEOLOGICAL ANALYSIS OF LUNAR 
SURFACE FROM RANGER VIII AND IX PHOTOGRAPHS 

N66-3I449 

FLARE 

RESEARCH IN SUPPORT OF EARLY LUNAR FLARE CONCEPT - 
SHOT EXPERIMENT TECHNIQUES, HUGONIOT 
MEASUREMENTS, DETONATION AND DEFLAGRATION 
STUDIES, AND IMPACT SIMULATION EXPERIMENTS 
LA-3453 N67-12864 

FLUID MECHANICS 

REVIEW OF RESEARCH IN AEROTHERMODYNAMICS, FLUID 
MECHANICS, INSTRUMENTATION, SELENOGRAPHY, ORBIT 
THEORY AND PREDICTION, SPACE ENVIRONMENT, AND 
STRUCTURAL DYNAMICS 

NASA—TM—X—53462 N66-35221 

FLUIDIZED BED 

FLUIDIZED ASH FLOW IN SIMULATED LUNAR SOILS 
NASA—CR—627 N66-38803 

FLUX DENSITY 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT ANO FLUX INTENSITY 

A66-20885 

FLYBY MISSION 

ADAPTABILITY OF LUNAR ORBITER TO SURFACE 
EXPERIMENTS USING FLYBY AND EARTH RETURN 
TRAJECTORY 

NASA—CR—66269 N67-16603 

FOURIER ANALYSIS 

MATHEMATICAL, STATISTICAL, AND OPTICAL- FOURIER 
METHODS FOR LUNAR EXCURSION MODULE LANDING SITE 
SELECTION 

NASA-CR—65272 N66-20995 

FREQUENCY ANALYSIS 

COMPOSITE SURFACE AND COMPOSITE CORRELATION 
APPROACHES TO FREQUENCY DEPENDENCE AND SURFACE 
ROUGHNESS PROBLEMS CF LUNAR SURFACE SIGNAL 
SCATTERING A67-10019 

FREQUENCY DISTRIBUTION 

CIRCULARITY INDEX OF LUNAR CRATERS INDICATE TWO 
POPULATIONS AS SHOWN BY FREQUENCY DISTRIBUTION 
CURVE A66-29257 


SUBJECT INDEX 


GRAVITY 


FREQUENCY DISTRIBUTION OF SECONDARY LUNAR CRATERS 
DETERMINED FROM RANGER VII PHOTOGRAPHS* 
HYPOTHESIZING THAT PART OF THESE DEPRESSIONS ARE 
SUBSIDENCE FORMATIONS A66-29265 

SIZE-FREQUENCY AND SPATIAL DISTRIBUTIONS OF SMALL 
CRATERS ON MOON FROM RANGER BLOCK III 
PHOTOGRAPHS N66-25049 

FRICTION 

ULTRAHIGH VACUUM FRICTIONAL ADHESIONAL BEHAVIOR 
OF SILICATES RELATED TO LUNAR SURFACE - 
MODIFICATIONS, SORPTION PUMP BANK, CLEAVAGE 
DEVICE, AND ROUGHNESS EFFECTS 

NASA-CR-69246 N66-15305 

SILICATE ULTRAHIGH VACUUM FRICTIONAL AND 
ADHESIONAL BEHAVIOR AS RELATED TO LUNAR SURFACE 
NASA-CR-74625 N66-24596 

FUEL ECONOMY 

PROPELLANT EXTRACTION FROM LUNAR MATERIAL, GIVING 
COST ANALYSIS OF MANUFACTURE AND USE IN EARTH- 
MOON SPACE FLIGHT WITH EXPENDABLE AND REUSABLE 
TANKERS A66-21943 

PROPELLANT PREPARATION FROM EXTRATERRESTRIAL 
MATERIALS ON MOON AND PLANETS RATHER THAN 
TRANSPORTATION FROM EARTH AS ECONOMICAL SOURCE OF 
FUEL FOR INTERPLANETARY MANNED TRAFFIC 

A67-14555 

G 

GAMMA RADIATION 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 

LUNAR AND PLANETARY SURFACE ELEMENTAL ANALYSIS 
TECHNIQUE BY ANALYSIS OF GAMMA RAYS RESULTING FROM 
INELASTIC SCATTERING OF NEUTRONS 

A67-16545 

INTENSITY AND SPECTRAL COMPOSITION OF LUNAR 
GAMMA RADIATION 

JPRS-38793 N67-12006 

GAMMA RADIATION MEASUREMENTS OF LUNAR SURFACE BY 
LUNA 10 

NASA-CR-80147 N67-12908 

GAS ANALYZER 

REMOTELY CONTROLLED RARE GAS ANALYZER WITH 
CHEMICAL REACTION AS ENERGY SOURCE CONSIDERED 
FOR RADIOACTIVE DATING OF LUNAR SURFACE 
NASA-CR-80730 N67-13662 

GAS CHROMATOGRAPHY 

FAST SCAN HIGH RESOLUTION MASS SPECTROMETER 
SYSTEM FOR USE WITH GAS CHROMATOGRAPHY 
INSTRUMENTATION 

NASA-CR—70849 N66-18441 

GAS DISCHARGE COUNTER 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-414I0 

GEOCENTRIC COORDINATE 

GEOCENTRIC INITIAL CONDITIONS FOR MOTION OF BODIES 
LEAVING MOON SURFACE AFTER INITIAL INSTANTANEOUS 
THRUST A67-I0387 

GEOCHEMISTRY 

REMOTE MEASUREMENT OF TRACE AMOUNTS OF VAPORS IN 
LUNAR AND PLANETARY ATMOSPHERES AS INDICATOR OF 
BIOLOGIC ANO GEOLOGIC SURFACE CONDITIONS 

A66-21532 

NONDISPERSIVE X-RAY SPECTROMETER FOR REMOTE 
GEOCHEMICAL ANALYSIS OF LUNAR OR PLANETARY 
SURFACES A66-23694 

PRESSURE, TEMPERATURE, ANO VOIDAGE CALCULATIONS 
FOR LUNAR ASH FLOW EXPLANATION OF TEKTITE 
CHEMISTRY 

NASA-TM-X-56128 N66-18388 


GEOCHEMICAL EXPERIMENTS FOR LUNAR SAMPLE ANALYSES 

N66-18669 

GEOLOGY 

TERRESTRIAL CALDERAS, DEFINED AS BASINS OF 
SUBSIDENCE LARGER THAN VOLCANIC CRATERS, 

ASSOCIATED PYROCLASTIC DEPOSITS AND POSSIBLE 
LUNAR APPLICATION A66-35450 

GEOLOGICAL FIELD STUDIES OF LUNAR SURFACE AT 
VARIOUS APOLLO LANOING SITES N66-I8667 

GEOLOGIC MAPPING OF STRATIGRAPHY ANO STRUCTURE 
OF LUNAR SURFACE 

NASA-CR-71414 N66-21350 

GEOLOGIC MAPPING OF LUNAR SURFACE, CRATER 
PHENOMENOLOGY, AND PETROLOGY OF EXTRATERRESTRIAL 
MATERIAL 

NASA-CR-71419 N66-21635 

ENGINEERING-GEOPHYSICAL PROPERTIES OF SURFACE AND 
NEAR SURFACE ROCK MATERIALS FROM SELECTED 
TERRESTRIAL GEOLOGIC ENVIRONMENTS AS POSSIBLE 
LUNAR ANALOGS FOR APOLLO LANDING SITES 

N66-22888 

APOLLO MISSION PROFILE FOR LUNAR EXPLORATION BY 
GEOLOGICAL SAMPLING AND PHOTOGRAPHING OF SURFACE 

N66-25059 

SEISMIC ENERGY SPECTRUM AND ATTENUATION STUDIED IN 
ARIZONA GEOLOGICAL FORMATIONS FOR APPLICATION 
TO LUNAR SURFACE INVESTIGATIONS 

NASA-CR-65488 N66-35662 

OENSITY, MOISTURE CONTENT, BEARING CAPACITY, 

SHEAR STRENGTH, GEOLOGY, AND PETROGRAPHY OF 

MATERIALS REPRESENTATIVE OF LUNAR SOIL 

NASA-CR—65502 N66-37366 

PETROGRAPHY AND GEOLOGY OF ASH SITES IN 
CALIFORNIA FOR INTERPRETING LUNAR TERRAIN 

N66-37373 

GEOGRAPHIC AND GEOLOGIC METHODS OF STUDYING 
LUNAR SURFACE AND METEORITIC STRUCTURE THEORY 
NASA—TT-F-8834 N67-10190 

GEOMETRIC FACTOR 

RELATIONSHIP BETWEEN PHOTOMETRIC DATA AND 
GEOMETRY OF BACKSCATTERING SURFACES OF MOON 

N66-35508 

GEOPHYSICS 

STUOY OF DYNAMICAL HISTORY OF EARTH-MOON SYSTEM, 
LUNAR GEOLOGY, AND GEOPHYSICAL DISCOVERIES BY 
SATELLITES TO DETERMINE ORIGIN OF MOON 
NASA-TM-X-56I34 N66-I5236 

LUNAR GEOPHYSICAL SURFACE AND SUBSURFACE PROBES 
FOR APOLLO APPLICATIONS PROGRAM 

NASA-CR-76721 N66-32960 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

AND ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA-CR-65489 N66-35966 

GRAPH 

GRAPHIC INTERPRETATION OF LUNA-9 PANORAMAS 
OF LUNAR SURFACE 

JPRS-38792 N67-12005 

GRAVIMETER 

DESIGN OF GRAVIMETER FOR CONTINUOUS MONITORING OF 
LUNAR GRAVITATIONAL FIELD N66-I8672 

GRAVITATIONAL EFFECT 

POSSIBLE ORIGIN OF LUNAR MARIA, SUGGESTING THEY 
MAY BE SCARS OF MECHANICAL DAMAGE WROUGHT ON LUNAR 
HEMISPHERE BY DISRUPTIVE TIDES OF EARTH 

A66-27900 

GRAVITY 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 
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GROUND SUPPORT EQUIPMENT 


SUBJECT INDEX 


NASA—CR-67369 N66-30438 

GROUND SUPPORT EQUIPMENT 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE OETECTOR INSTRUMENT ATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA-CR-79306 N67-13019 

H 

HARMONIC ANALYSIS 

LUNAR TOPOGRAPHICAL ASPHERICITY, LUNAR 
COORDINATES, ABSOLUTE AND RELATIVE, HARMONIC 
ANALYTICAL INTERPOLATION, FORMATIONS, STRATIGRAPHY 
AND OPTICAL LIBRATIONS A66-18265 

LUNAR SHAPE FROM ORBITER MEASUREMENTS OF 
GRAVITATIONAL FIELD DETERMINED VIA HARMONIC 
ANALYSIS A67-11474 

HAYSTACK PROJECT 

RADAR STUDY OF LUNAR SURFACE - SCATTERING OF RADIO 
WAVES, POLARIZATION OBSERVATIONS, SHADOWING 
EFFECT ON WAVE BACKSCATTERING, AND COMPUTER 
PROGRAM FOR HAYSTACK RADAR MAPPING 
NASA—CR-76012 N66-29738 

HAZE 

SPECTRAL OBSERVATIONS OF HAZE THAT OBSCURES 
LUNAR CRATERS N67-12731 

HEAT EQUATION 

THERMAL CONDUCTIVITY EQUATION SOLVEO FOR FOUR 
COMBINATIONS OF CONCENTRATION OF RADIOACTIVE 
ELEMENTS IN LUNAR CRUST, USING RESULT FOR CRUST 
THICKNESS ESTIMATE A66-3715I 

LUNAR SURFACE MODELS INCLUDING TEMPERATURE 
DEPENDENT THERMAL PROPERTIES 

NASA-CR-71554 N66-2I679 

HEAT FLOW 

ROLE OF RADIATIVE TRANSFER IN MECHANISM OF HEAT 
FLOW IN LUNAR SURFACE, NOTING MAGNITUDE OF 
CONTRIBUTION TO TRANSFER A66-37260 

MEASURING LUNAR HEAT FLOW AT SURFACE OR IN SHALLOW 

HOLE - STUDY OF STEADY PERIODIC TEMPERATURES, 
STEADY STATE FLUX PERTURBATION, AND BLANKET 
MEASUREMENT METHOD 

NASA-CR-69267 N66-15434 

HISTORY 

CHRONOLOGICAL LISTING OF OBSERVED AND RECORDED 
EVENTS ON LUNAR SURFACE FROM 5 MARCH 1587 TO 
15 NOVEMBER 1965 

NASA-TM-X-55470 N66-24927 

HISTORICAL REVIEW OF LUNAR SURFACE EVENTS FROM 
5 MARCH 1587 TO 15 NOVEMBER 1965 - CORRELATION 
TO EARTH TIDAL ACTION 

NASA-TM-X-55468 N66-25371 

HOLOGRAPHY 

RADAR MAPS OF MOON AND PLANETS USING BISTATIC 
CONTINUOUS WAVE MODE OF RADAR OPERATION BETWEEN 
ORBITING SPACECRAFT AND GROUND STATION 

A66-24891 

HOT SPOT 

I R MEASUREMENTS ON ECLIPSED MOON, DISCOVERING 
HOT SPOTS ON LUNAR SURFACE A66-35448 

HUMAN BODY 

EFFECTS OF REDUCED GRAVITY ON HUMAN BODY, AND 
ABILITY OF MAN TO MAINTAIN HIS ORIENTATION AND 
EQUILIBRIUM ON LUNAR SURFACE N67-15124 

HYDROGEN 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 

HYDROXYL 

PROTON INDUCED HYDROXYL FORMATION ON LUNAR SURFACE 
SIMULATED BY BOMBARDING GLASS, CHEMICALLY SIMILAR 
TO SILICATE MINERALS, WITH HIGH ENERGY PROTONS 

A67-11857 


HYPERVELOCITY CRATERING 

HYPERVELOCITY PROJECTILE IMPACT CRATERING FROM 
RANGER PHOTOGRAPHS OF LUNAR SURFACE 

A66-35443 

HYPERVELOCITY IMPACT 

PECULIARITIES OF DISPERSION OF MATTER RESULTING 
FROM METEORITE IMPACT ON LUNAR SURFACE AS 
EXPLANATION OF CONCENTRIC NATURE OF STRUCTURE OF 
CRATER A66-35284 

ASTROGEOLOGIC STUDIES DEALING WITH CRATERING, 
HYPERVELOCITY IMPACT, EARTH-MOON LIBRATION 
REGION, TEKTITE ANALYSIS, ANO LUNAR MAPPING 
NASA-CR-58623 N66-35596 


I 

ICE FORMATION 

PRESENCE OF ICE BELOW AND DUST LAYER ABOVE LUNAR 
SURFACE AS EVIDENCE DISPROVING VOLCANISM ON MOON 

TG-5 N66-16170 

IMAGING TECHNIQUE 

LUNA IX IMAGING SYSTEM AND ANALYSIS OF PICTORIAL 
DATA OF LUNAR SURFACE A66-28741 

I R AND VISIBLE IMAGES OF ECLIPSED MOON MADE FROM 
SCAN DATA AND MAGNETICALLY RECORDED ANALOG SIGNALS 
FROM OBSERVATION OF TOTAL LUNAR ECLIPSE ON 
DECEMBER 19, 1964 A67-14741 

IMPACT 

RESEARCH IN SUPPORT OF EARLY LUNAR FLARE CONCEPT - 
SHOT EXPERIMENT TECHNIQUES, HUGONIOT 
MEASUREMENTS, DETONATION AND DEFLAGRATION 
STUDIES, AND IMPACT SIMULATION EXPERIMENTS 
LA-3453 N67-12864 

IMPACT DAMAGE 

FIELD AND LABORATORY INVESTIGATIONS OF VOLCANIC, 
EXPLOSIVE, IMPACT, AND OTHER CRATER PHENOMENA 
MADE IN CONNECTION WITH PROGRAM TO DETERMINE 
ORIGIN AND STRUCTURE OF LUNAR CRUST 
NASA—CR-71420 N66-21584 

INELASTIC SCATTERING 

LUNAR AND PLANETARY SURFACE ELEMENTAL ANALYSIS 
TECHNIQUE BY ANALYSIS OF GAMMA RAYS RESULTING FROM 
INELASTIC SCATTERING OF NEUTRONS 

A67-16545 

INERTIA MOMENT 

MOON SHAPE RELATED TO DISTRIBUTION OF CONTINENTS 
AND MARIA ANO RELATIONSHIP BETWEEN SHAPE ANO 
INERTIA MOMENTS A66-21203 

INFRARED ASTRONOMY 

INFRARED AND VISUAL OBSERVATIONS OF THERMAL LUNAR 
SURFACE ANOMALIES DURING ECLIPSE 

Dl-82-0533 N66-38578 

INFRARED RADIATION 

I R MEASUREMENTS ON ECLIPSED MOON, DISCOVERING 
HOT SPOTS ON LUNAR SURFACE A66-35448 

POLARIMETRIC PROPERTIES OF SIMULATED LUNAR SURFACE 
SPECIMENS IN VISIBLE AND INFRAREO RADIATION 
NASA-CR-76169 N66-30394 

INFRARED SCANNER 

I R AND VISIBLE IMAGES OF ECLIPSED MOON MADE FROM 
SCAN DATA AND MAGNETICALLY RECORDED ANALOG SIGNALS 
FROM OBSERVATION OF TOTAL LUNAR ECLIPSE ON 
DECEMBER 19, 1964 A67-14741 

INFRARED SPECTROPHOTOMETER 

I R SPECTROPHOTOMETRY OF MOON AND GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 
THERMAL RADIATION ANO ALBEDO INCREASE WITH 
WAVELENGTH VARIATION A66-19458 

RAPID REMOTE SENSING METHOD USING IR SPECTRUM 
MATCHING FOR DETERMINING MATERIAL COMPOSITION FROM 
BOTH TERRESTRIAL AND EXTRATERRESTRIAL SOURCES 

A66-34013 

I R SPECTROPHOTOMETRY OF MOON AND GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 
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SUBJECT INDEX 


LIBRATIONAL NOTION 


THERMAL RADIATION ANO ALBEOO INCREASE WITH 
WAVELENGTH VARIATION A66-34487 

INFRARED SPECTRUM 

REFLECTION SPECTRA OF ROCK POWDERS COMPARED WITH 
STRATOSCOPE II SPECTRUM OF MARE TRANQUILITATIS 

A66-28126 

FAR INFRARED SPECTRA OF SILICATE MATERIALS FOR 
REMOTE SENSING OF LUNAR OR PLANETARY SURFACE 
COMPOSITION 

NASA-CR-75289 N66-26874 

LUNAR DISK COLOR INDEX DERIVATION BY APPLYING 
METHOD OF PHOTOGRAPHIC PHOTOMETRY IN UV AND IR 
SPECTRAL REGIONS A67-I2493 

INITIAL VALUE PROBLEM 

GEOCENTRIC INITIAL CONDITIONS FOR MOTION OF BODIES 
LEAVING MOON SURFACE AFTER INITIAL INSTANTANEOUS 
THRUST A67—10387 

INSTRUMENTATION 

FAST SCAN HIGH RESOLUTION MASS SPECTROMETER 
SYSTEM FOR USE WITH GAS CHROMATOGRAPHY 
INSTRUMENTATION 

NASA-CR—70849 N66-18441 

PROPOSED EXPERIMENTS* DEVELOPMENT OF EQUIPMENT AND 

INSTRUMENTS* AND MISSION SUPPORT STUDIES FOR 

LUNAR EXPLORATION N66-28773 

REVIEW OF RESEARCH IN AEROTHERMODYNAMICS, FLUID 
MECHANICS, INSTRUMENTATION, SELENOGRAPHY, ORBIT 
THEORY AND PREDICTION, SPACE ENVIRONMENT, AND 
STRUCTURAL DYNAMICS 

NASA-TM-X-53462 N66-35221 

INSTRUMENT FOR DIAGNOSIS OF LUNAR SURFACE AND DATA 
REDUCTION PROCEDURES 

NASA-TM—X-55596 N67-13225 

INTERPLANETARY DUST 

DENSITY OF SMALL LUNAR CRATERS DETERMINED BY 
INFLUX OF INTERPLANETARY MATTER, AND SECONDARY 
IMPACT CRATERS CONTRIBUTING TO LUNAR SURFACE 
ROUGHNESS N66-35600 

INTERPLANETARY GAS 

CORRELATION BETWEEN LUNAR ECLIPSE BRIGHTNESS AND 
INTERPLANETARY PLASMA FLUX, EXAMINING LUNAR 
LUMINESCENCE A66-41862 


ISOTHERM 

ISOTHERMS IN EQUATORIAL REGION OF TOTALLY ECLIPSED 
MOON 

01-82-0530 N66-31340 

J 

JUPITER /PLANET/ 

I R SPECTROPHOTOMETRY OF MOON ANO GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 
THERMAL RADIATION AND ALBEDO INCREASE WITH 
WAVELENGTH VARIATION A66-19458 

I R SPECTROPHOTOMETRY OF MOON AND GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 
THERMAL RADIATION AND ALBEDO INCREASE WITH 
WAVELENGTH VARIATION A66-34487 

OBSERVATIONS OF MOON* VENUS, MARS* AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA-CR-76142 N66-31446 


L 

LABORATORY APPARATUS 

LUNAR OUST DEPTH IN MARE COGNITUM DETERMINED BY 
COMPARING RANGER VII PHOTOGRAPHS WITH LABORATORY 
CRATER PHOTOGRAPHS A66-22571 

LANDING SIMULATION 

FIXED-BASE VISUAL SIMULATION STUDY OF MANUALLY 

CONTROLLED MANEUVERS OVER LUNAR SURFACE 

NASA—TN-D-3653 N66-38413 

LANDING SITE 

ENGINEERING-GEOPHYSICAL PROPERTIES OF SURFACE AND 
NEAR SURFACE ROCK MATERIALS FROM SELECTED 
TERRESTRIAL GEOLOGIC ENVIRONMENTS AS POSSIBLE 
LUNAR ANALOGS FOR APOLLO LANDING SITES 

N66-22888 

LAUNCH AND LANDING PHASES TO AND FROM MOON FOR 
MANNED LUNAR MISSION OF 8 DAYS, WITH 24-HOUR 
STAY IN AREA ON NEAR-EARTH FACE OF LUNAR SURFACE 

N66-28767 

THERMAL RESPONSE OF LUNAR SURFACE AT LANDING SITE 
DUE TO RADIATIVE AND CONVECTIVE HEAT TRANSFER 
FROM LEM EXHAUST NOZZLE 

NASA-CR-76648 N66-32298 


INTERPLANETARY SPACE 

ENERGY SOURCES OF LUNAR LUMINESCENCE NOTING 
EFFECTS OF SOLAR WIND, CORPUSCULAR RADIATION, 
ELECTROMAGNETIC RADIATION AND RADIOACTIVITY 

A66-18090 

INTERPLANETARY SPACE BIBLIOGRAPHY ON MOON AND 
VENUS STUDIES N66-21161 

IONOSPHERE 

MOON-REFLECTED SIGNALS FOR FARAOAY ROTATION AND 
ELECTRON CONTENT IN IONOSPHERE - SPIRAL ANTENNA 
FOR SIGNAL DEPOLARIZATION AT LUNAR SURFACE 
REPT.-9 N66-23947 


LASER OUTPUT 

MOON SHAPE DETERMINED BY MEASURING DISTANCE FROM 
LUNAR SURFACE POINTS TO LUNAR CENTER OF MASS, 

USING OPTICAL LASER RADAR A66-22964 

LAVA 

BRIGHTNESS AND POLARIZATION OF REFLECTED LIGHT 
FROM LAVA SAMPLES AND COMPARISON WITH LUNAR 
SURFACE DATA N67-16107 

LEAST SQUARES METHOD 

LEAST SQUARES METHOD OF COMBINING LUNAR PHOTOGRAPH 
MEASUREMENTS TO COMPUTE SELENODETIC COORDINATES 
USING LIBRATIONS N66-34198 


IONOSPHERIC DATA FROM SIGNALS REFLECTED BY LUNAR 
SURFACE 

ECOM-03703-11 N67-I6369 

IONOSPHERIC ELECTRON DENSITY 

MOON REFLECTED ELECTROMAGNETIC SIGNALS FOR 
IONOSPHERIC ELECTRON DENSITY STUDIES, AND 
DEVELOPMENT OF CIRCULARLY POLARIZED ANTENNA 
EC0M-03703-10 N66-34808 


LIBRATION 

LEAST SQUARES METHOD OF COMBINING LUNAR PHOTOGRAPH 
MEASUREMENTS TO COMPUTE SELENODETIC COORDINATES 
USING LIBRATIONS N66-34I98 

ASTROGEOLOGIC STUDIES DEALING WITH CRATERING, 
HYPERVELOCITY IMPACT, EARTH-MOON LI BRAT ION 
REGION, TEKTITE ANALYSIS, AND LUNAR MAPPING 
NASA-CR-58623 N66-35596 


IONOSPHERIC SOUNDING 

IONOSPHERIC SOUNDING - FARADAY ROTATION, ELECTRON 
DENSITY, DIURNAL VARIATIONS, AND LUNAR SURFACE 
REFLECTIONS 

REPT.-7 N66-15601 


LIBRATIONAL NOTION 

LUNAR TOPOGRAPHICAL ASPHERICITY, LUNAR 
COORDINATES, ABSOLUTE AND RELATIVE, HARMONIC 
ANALYTICAL INTERPOLATION, FORMATIONS, STRATIGRAPHY 
AND OPTICAL LIBRATIONS A66-I8265 


ISOPHOTE 

PROFILES OF ISOPHOTES AND RELATIVE INTENSITIES FOR 
ARISTARCHUS REGION OF MOON TAKEN DURING TOTAL 
ECLIPSE ON DECEMBER 19, 1964 A66-35048 


RESEARCH ON LUNAR FIGURE AND MOTION IN U.S.S.R. - 
CONSTRUCTION AND USE OF SELENOCENTRIC COORDINATE 
NETWORK FOR LUNAR SURFACE AND LI BRAT ION STUDIES 
JPRS—35227 N66-24366 
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LIFE SUPPORT SYSTEM 


SUBJECT INDEX 


LUNAR PHYSICAL LIBRATION ANALYSIS BY CORRELATION 
OF OBSERVATION POINTS N66-24367 


POSITION ANGLE METHOD TO DETERMINE CONSTANTS OF 
LUNAR PHYSICAL LIBRATION N66-24368 


MOON CRATER POSITION ANGLES FOR ANALYSIS OF LUNAR 
PHYSICAL LIBRATION N66-24369 


MINOR PLANETS, PLANETARY ORBITS, LUNAR LIBRATION, 
AND STORMER THEORY OF DIFFERENTIAL EQUATIONS 
TREATED IN THEORETICAL ASTRONOMY BULLETIN - 
U.S.S.R. N66-37853 

CRATER OBSERVATIONS AND CALCULATIONS USED TO 
DETERMINE CONSTANTS OF LUNAR PHYSICAL LIBRATION 

N66-37858 


LIFE SUPPORT SYSTEM 

PORTABLE LIFE SUPPORT SYSTEM AND PRESSURIZED SUIT 
FOR EXTRAVEHICULAR MOBILITY UNIT TO PROTECT MAN 
AGAINST LUNAR SURFACE AND FREE SPACE HAZARDS 

N66-17387 


ROCK A66—20173 

BRONZITE AND HYPERSTHENE CHONDRITES, EVALUATING 
LUNAR OR ASTEROIDAL ORIGIN A66-23903 

TEKTITES, APPROXIMATE AGE AND PROBABLE LUNAR 
ORIGIN A66-27823 

RAPID REMOTE SENSING METHOD USING IR SPECTRUM 
MATCHING FOR DETERMINING MATERIAL COMPOSITION FROM 
BOTH TERRESTRIAL AND EXTRATERRESTRIAL SOURCES 

A66-34013 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 
OXYGEN FROM METALLIC SILICATES FOUND ON MOON 

AICE PREPRINT 46C A66-39895 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICROGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA—CR-69215 N66-15064 


LOGISTIC BURDEN MODEL FOR LUNAR MINING OF LIFE 
SUPPORT AND PROPELLANT SUBSTANCES 

N66-35514 

SIMULATION CHAMBERS FOR LUNAR SURFACE ENVIRONMENT, 
LIFE SYSTEMS, AND ASTRONAUT TRAINING STUDIES 

N66-35925 


INTERNAL MELTING OF MOON, AND LUNAR COMPOSITION, 
VOLCANICS, AND SEISMOLOGY 

TG-2 N66-16167 

DIELECTRIC CONSTANTS, COMPOSITION, AND DEPTHS OF 
LAYERS OF MOON BASED ON TWO-LAYER LUNAR MODEL 
USING RADAR ECHOES 

TG-4 N66—16I69 


L EM OPTICAL ASTRONOMY PACKAGE / OAP/ CONTAINING 
ASTRONOMICAL TELESCOPE, SPECTROPHOTOMETER, DATA 
PROCESSING SUBSYSTEM AND OTHER DEVICES, FOR 
UNMANNED LANDING AND LIFE SUPPORT 

A67-12414 

LIGHT INTENSITY 

LUNAR SURFACE LUMINESCENCE AND VARIATIONS IN LIGHT 
FLUX WITH SOLAR ACTIVITY A66-23943 


POSSIBLE LUNAR ORIGIN OF TEKTITES 

NASA—TM—X—56663 N66-22235 

LUNAR COMPOSITION, AND POSSIBILITIES OF EXPLOITING 
LUNAR NATURAL RESOURCES 

RM-305J N66-26954 

INHOMOGENEOUS ANO NONDIFFERENTIATED MODEL OF 
LUNAR INTERIOR N66-31454 


LIGHT SCATTERING 

COMPOSITE SURFACE AND COMPOSITE CORRELATION 
APPROACHES TO FREQUENCY DEPENDENCE AND SURFACE 
ROUGHNESS PROBLEMS OF LUNAR SURFACE SIGNAL 
SCATTERING A67-10019 

LOGIC CIRCUIT 

STUDY OF ANOMALOUS PHOTOVOLTAGES, CROSSED FIELD 
POLARIZATION, MICROELECTRONICS FOR LOGIC 
CIRCUITS, AND LUNAR SURFACE STUDY 

N66-17461 

LOGISTICS 

PETROLOGIC PROCESSES IN LUNAR IGNEOUS ROCKS AND 
LUNAR LOGISTICS N66-3551I 

LOW FREQUENCY 

LOW FREQUENCY RADIO ASTRONOMY EVALUATION FOR 
OPERATION OUTSIDE EARTH ATMOSPHERE, AND LUNAR 
SURFACE AS ANTENNA PLATFORM 

R—180 N66-21180 


MUONG NONG TEKTITE MICROSTRUCTURAL AND CHEMICAL 
ANALYSIS TO DETERMINE LUNAR STRUCTURE 

N66—31456 

PROPELLANT PREPARATION FROM EXTRATERRESTRIAL 
MATERIALS ON MOON AND PLANETS RATHER THAN 
TRANSPORTATION FROM EARTH AS ECONOMICAL SOURCE OF 
FUEL FOR INTERPLANETARY MANNED TRAFFIC 

A67-14555 

LUNAR SURFACE COMPOSITION, STRENGTH AND FAILURE 
MODES, DETERMINING ABILITY TO SUPPORT LEM 

A67-16612 

LUNAR CRATER 

ORIGIN AND NATURE OF THREE STRUCTURES IN 235-MI 
DIAMETER LUNAR CRATER PHOTOGRAPHED BY RANGER VII 

A66-17456 

STRUCTURAL ANALYSIS OF LUNAR CRATER ALPHONSUS, 
USING RANGER IX PHOTOGRAPHS A66-20397 


LUMINESCENCE 

QUANTITATIVE ANALYSIS OF TRANSIENT LUMINOUS 
PHENOMENA ON LUNAR SURFACE AND RELATION TO SOLAR 
ELECTROMAGNETIC OR CORPUSCULAR EXCITATIONS 

A66-35446 

LUMINESCENCE TIME VARIATION MEASUREMENTS OF LUNAR 
SURFACE MATERIAL USING THREE COLOR PHOTOELECTRIC 
PHOTOMETRY 

AFCRL—66-14 N66-22781 

LUMINESCENT INTENSITY 

THERMOLUMINESCENCE OF ACHONDRITE METEORITES ON 
LUNAR SURFACE BASED ON RATE OF TEMPERATURE RISE OF 
LUNAR TERMINATOR A67-10249 

LUNAR ATMOSPHERE 

SHEAR STRENGTH OF IDEALIZED GRANULAR MEDIA IN 
VACUUM, IN CONDITIONS SIMULATING ENVIRONMENTAL 
PRESSURE OF LUNAR SURFACE LAYER 

A66-28180 

LUNAR COMPOSITION 

SURFACE OF MOON COMPOSED OF SOLID MATERIAL WITH 
DIFFERENT PHYSICAL PROPERTIES FROM TERRESTRIAL 


LUNAR DUST DEPTH IN MARE COGNITUM DETERMINED BY 
COMPARING RANGER VII PHOTOGRAPHS WITH LABORATORY 
CRATER PHOTOGRAPHS A66-22571 

ORIGIN OF LUNAR CRATERS FROM STATISTICAL ANALYSIS 
OF DISTRIBUTION OVER LUNAR SURFACE, REVIEWING 
FIELDER THEORY A66-24Q33 

COMPARISON OF CRATERING ON EARTH AND MOON, 
RESULTING FROM HIGH VELOCITY IMPACT OF SOLID 
OBJECTS UPON PLANETARY MASSES A66-24199 

BALDWIN FORMULA FOR DIAMETER AND DEPTH OF LUNAR 
RING MOUNTAINS AND CRATERS IN SEA OF CLOUDS, 

NOTING RANGER VII PHOTOS A66-27182 

CIRCULARITY INDEX OF LUNAR CRATERS INDICATE TWO 
POPULATIONS AS SHOWN BY FREQUENCY DISTRIBUTION 
CURVE A66-29257 

NUMBER DENSITY OF ALL OBSERVABLE LUNAR CRATERS AS 
FUNCTION OF DIAMETER AND OF TIME, EXAMINING 
METEOROIDAL IMPACT HYPOTHESIS A66-29262 

LUNAR CRATER FILLING BY DUST OR LAVA IN STOCHASTIC 
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LUNAR CRATER 


MODEL BASED ON IMPACT FORMATION 


A66-29263 


LUNAR PHYSICAL LIBRATION 


N66-24368 


STATISTICAL TEST OF RANDOMNESS APPLIED TO LUNAR 
CRATER DATA, NOTING DISTRIBUTION AND DENSITY 

A66-29264 

FREQUENCY DISTRIBUTION OF SECONDARY LUNAR CRATERS 
DETERMINED FROM RANGER VII PHOTOGRAPHS, 
HYPOTHESIZING THAT PART OF THESE DEPRESSIONS ARE 
SUBSIDENCE FORMATIONS A66-29265 

INAPPLICABILITY OF BALDWIN RELATION FOR 
DETERMINING CAUSES OF LUNAR CRATER FORMATION 

A66-29974 

VOLCANIC ORIGIN OF LUNAR AND MARTIAN CRATERS, 
NOTING DISTRIBUTION, DIAMETERS, ETC 

A66-33625 

SIMILARITY IN FREQUENCY DISTRIBUTION OF MARTIAN 
AND LUNAR CRATERS WITH TERRESTRIAL VOLCANIC 
CRATERS A66-33626 

RANDOMNESS TESTS OF LUNAR CRATER DISTRIBUTION 
BASED ON DATA FROM RELATIVELY SMALL REGIONS OR 
MOST RECENT CRATERS, RESULTS INDICATE INTERNAL 
ORIGIN A66-34573 

GEOGRAPHIC AND TOPOGRAPHY FEATURES OF LUNAR CRATER 

CARAMUEL BASED ON 1965 PHOTOGRAPHS 

A66-35245 

PECULIARITIES OF DISPERSION OF MATTER RESULTING 
FROM METEORITE IMPACT ON LUNAR SURFACE AS 
EXPLANATION OF CONCENTRIC NATURE OF STRUCTURE OF 
CRATER A66-35284 

RANGER VII, VIII AND IX LUNAR PROBES SCIENTIFIC 

RESULTS ON TEXTURE OF MARIA, CRATER RAYS, CRATER 
CLASSIFICATION, MARE RIDGES, RILLES, LINEAMENTS 
AND BEARING STRENGTH OF MARE FLOOR 

A66-35441 


MOON CRATER POSITION ANGLES FOR ANALYSIS OF LUNAR 
PHYSICAL LIBRATION N66-24369 

EPHEMERIS COMPUTATION OF LUNAR CRATER FROM OPTICAL 
OBSERVATION DATA N66-24374 


NEWCOMB DERIVATIVE FOR CORRECTION OF LUNAR CRATER 
EQUINOX VALUE N66-24375 


MERIDIAN OBSERVATIONS OF LUNAR CRATER FOR EQUINOX 
CALCULATIONS N66-24377 

RELATIVE DEPTHS OF LUNAR RING MOUNTAINS AND 
CRATERS IN MARE NUBIUM - COMPARISON OF BALDWIN 

FORMULA AND SPACECRAFT PHOTOGRAPHS 

T—457—R N66-28217 

SPECTRAL BRIGHTNESS COEFFICIENTS OF LUNAR CRATERS 
AND COMPARISON OF SPECTRA N66-33528 

DENSITY OF SMALL LUNAR CRATERS DETERMINED BY 
INFLUX OF INTERPLANETARY MATTER, AND SECONDARY 
IMPACT CRATERS CONTRIBUTING TO LUNAR SURFACE 
ROUGHNESS N66-35600 


METEORITIC HYPOTHESIS OF LUNAR CRATER FORMATION 
AND BALDWINS RELATIONSHIPS SUPPORTING VOLCANIC 
GENESIS 

T—446—R N66-35640 

CATALOG OF LUNAR CRATERS IN FOURTH QUADRANT 
NASA—CR—78466 N66-38712 


INAPPLICABILITY OF BALDWIN CORRELATION FOR 
DETERMINING CAUSES OF LUNAR CRATER EMERGENCE 
NASA-CR-79089 N66-39994 


ERRORS IN ESTIMATES OF LUNAR CRATER SLOPE ANGLES 
AND SURFACE ROUGHNESS IN RANGER VII ANO 
RANGER VIII PICTURES OUE TO INTERPRETATION OF 
DARK AREAS AS SHADOWS A67-10319 


TERRESTRIAL CALDERAS, DEFINED AS BASINS OF 
SUBSIDENCE LARGER THAN VOLCANIC CRATERS, 

ASSOCIATED PYROCLASTIC DEPOSITS AND POSSIBLE 
LUNAR APPLICATION A66-35450 

SOFTENED APPEARANCE OF CERTAIN LARGE LUNAR CRATERS 
EXPLAINED BY ASH FLOW THEORY A66-35451 

EARLY LUNAR CRATERING, CIRCUMTERRESTRIAL SWARM AS 
HYPOTHETICAL ORIGIN OF PLANETESIMALS 

A66-38026 

VOLCANIC VS METEORITIC ORIGIN OF LUNAR CRATERS, 
DISCUSSING SURVIVAL ADVANTAGES IN LUNAR LANDING 

A66-40398 

BALDWIN FORMULA FOR DIAMETER AND DEPTH OF LUNAR 
RING MOUNTAINS AND CRATERS IN SEA OF CLOUDS, 

NOTING RANGER VII PHOTOS A66-42722 

IMPACT THEORY OF CRATER FORMATION ON SURFACES OF 
MOON AND MARS NOT AS CONSISTENT WITH EVIDENCE AS 
ENDOGENOUS CRATERING THEORY A66-43028 

TOPOGRAPHY AND EVOLUTION OF LUNAR CRATERS - 
METEORITIC IMPACT - SELENOGRAPHY 

NASA-TM-X-56115 N66-15425 

INAPPLICABILITY OF BALDWINS CORRELATION TO 
DETERMINATION OF LUNAR CRATER FORMATION 
JPRS-33897 N66-X6319 

EVALUATING SCHROTERS RULE CONCERNING LUNAR CRATER 
FORMATION 

NASA-CR-71416 N66-2I352 

LUNAR CRATERS WITH CENTRALLY LOCATED PEAKS - 
TABLES AND PROFILE GRAPHS 

NASA-CR—71543 N66-21782 

STATIC ELECTRIC DISCHARGES AND RADIO NOISE FROM 
LUNAR CRATERS 

NASA—TM—X—56088 N66-22175 

POSITION ANGLE METHOD TO DETERMINE CONSTANTS OF 


LUNAR CRATERS, QUADRANT IV, DESIGNATION, 

DIAMETER, POSITION, CENTRAL PEAK INFORMATION, ETC 

A67-11331 

LUNAR CRATER PHOTOGRAPHS OBTAINED BY RANGER VIII 
AND IX COMPARED WITH THOSE OF LABORATORY CRATERS 
OVERLAIN WITH GRANULAR MATERIAL, FOR DEPTH 
INTERPRETATION A67-11459 

INTERPRETATIONS OF LUNAR CRATER EROSION OTHER THAN 
USED BY JAFFE FROM RANGER VII PICTURES 

A67-11860 

DIRECTIONAL ABSORPTIVITY CHARACTERISTICS OF 
CONICAL CAVITIES ANO USE AS THERMAL MODEL FOR 
LUNAR METEOR CRATERS 

AIAA PAPER 65-669 A67-13049 

STOCHASTIC MOOEL OF CRATERING AND SURVIVAL OF 
CRATERS ON MOON, DISCUSSING APPROXIMATE DIAMETER 
DISTRIBUTION OF PRIMARY AND SECONDARY CRATERS 

A67-14739 

COLOR EVENTS ON MOON OBSERVED THROUGH COLOR 
FILTERS ALTERNATELY, NOTING CRATER GASSENDI 

A67-16155 

CLASSIFICATION OF LUNAR BANDED CRATERS OF ABINERI 
AND LENHAM COMPLEMENTED BY ADDITION OF 
KUNOWSKY CLASS CHARACTERIZED BY EXTREMELY LARGE 
AND DARK FLOORS A67-16578 

RANGER VII TELESCOPIC OBSERVATION OF CRATER 
TOPOGRAPHY OF MARE COGNITUM A67-17084 

WALL OF LARGE CIRCULAR FORMATION ON MOON SHOWN 
ON ORBITER PHOTOGRAPHS AS CONVEX BODY 
RESEMBLING FLOW OF VISCOUS LAVA 

A67-17202 

SIZE DISTRIBUTION OF LUNAR CRATERS FROM RANGER 
PICTURES SHOW THAT FREQUENCY OF CRATER OCCURRENCE 
IS INVERSELY PROPORTIONAL TO SQUARE OF DIAMETER 

A67-17293 
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LUNAR CRUST 


SUBJECT INDEX 


FIELDER ANALYSIS ON DIAMETER FREQUENCY AND 
DISTRIBUTION OF CENTERS AND NUMBER DENSITY OF 
LUNAR CRATERS A67-17295 

SPECTRAL OBSERVATIONS OF HAZE THAT OBSCURES 
LUNAR CRATERS N67-1273I 

ESTIMATING AGE OF MARTIAN SURFACE BY COMPARING 
MARS CRATERS OBSERVED BY MARINER IV PHOTOGRAPHY 

WITH DATA ON LUNAR CRATERS N67-12747 

LUNAR CRUST 

MOON SHAPE RELATED TO DISTRIBUTION OF CONTINENTS 
AND MARIA AND RELATIONSHIP BETWEEN SHAPE AND 
INERTIA MOMENTS A66-21203 

NOTE ON PAPER OISCUSSING LUNAR SHAPE AND INTERNAL 
STRUCTURE IN CONNECTION WITH INHOMOGENEITY OF 
DENSITY DISTRIBUTION, SHOWING INCOMPATIBILITY OF 
HYPOTHESIS WITH MEASUREMENTS A66-21210 

THERMAL CONDUCTIVITY EQUATION SOLVED FOR FOUR 
COMBINATIONS OF CONCENTRATION OF RADIOACTIVE 
ELEMENTS IN LUNAR CRUST, USING RESULT FOR CRUST 
THICKNESS ESTIMATE A66-37151 

FIELD AND LABORATORY INVESTIGATIONS OF VOLCANIC, 
EXPLOSIVE, IMPACT, AND OTHER CRATER PHENOMENA 
MADE IN CONNECTION WITH PROGRAM TO DETERMINE 
ORIGIN AND STRUCTURE OF LUNAR CRUST 
NASA-CR-71420 N66-21584 

LUNAR DUST 

DEPTH OF LUNAR DUST ESTIMATED BY COMPARISON WITH 
LABORATORY CRATERS OVERLAIN BY VARIOUS THICKNESSES 
OF SAND, INCLUDING RANGER VII PHOTOGRAPHS 

A66-16783 

STRENGTH OF OVERLAY OF GRANULAR MATERIAL ON MOON 
ESTIMATED FROM RANGER VII PHOTOGRAPHS, SHOWING 
FAIRLY STEEP SLOPES COVERED WITH DUST 

A66-16784 

LUNAR DUST DEPTH IN MARE COGNITUM DETERMINED BY 
COMPARING RANGER VII PHOTOGRAPHS WITH LABORATORY 
CRATER PHOTOGRAPHS A66-22571 

STRUCTURE AND COHERENCY OF LUNAR DUST LAYER, 
CONSIDERING CORPUSCULAR RADIATION SUCH AS SOLAR 
WIND AND METEORITE BOMBARDMENT A66-24892 

DUST LAYERS ON LUNAR MARIA A66-41309 

EVIDENCE FOR PARTICULATE MATTER IN SPACE AND ITS 

POTENTIAL ACCRETION RATE BY MOON ANO EARTH 

TG—10 N66-16175 

INITIAL ORBITAL ELEMENTS OF MOON-EARTH TRAJECTORY 
FOR LUNAR OUST OR CHUNKS EJECTED FROM SURFACE 
NASA-TM-X-55521 N66-30344 

NATURE OF LUNAR SURFACE, DISCUSSING 
INTERPRETATIONS OF LUNA IX PHOTOGRAPHS BY 
JAFFE AND KUIPER A67-13934 

TEKTITE STRUCTURE AND LUNAR ASH FLOWS, NOTING 
THEORETICAL COMPUTATIONS OF PRESSURE, TEMPERATURE 
ANO VOIDAGE A67-13936 

PHOTOGRAPHS TAKEN BY SURVEYOR I CAMERA ON LUNAR 
SURFACE EXAMINED FOR DUST PARTICLE LOCATIONS 

N67-10069 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA-CR-79306 N67-13019 

LUNAR ECHO 

SHORT-PULSE RADIO REFLECTIONS TO DETERMINE AVERAGE 
SCATTERING BEHAVIOR OF LUNAR SURFACE AT 23 
CM WAVELENGTH A67-11858 

LUNAR ECLIPSE 

THREE-COLOR PHOTOMETRIC STUDY OF ATMOSPHERIC 
EXTINCTION BY DUST PARTICLES FROM LUNAR ECLIPSE 
PHOTOELECTRIC MEASUREMENTS OF MARE CRISIUM 
REGION A66-25810 


LUMINESCENCE IN DECEMBER 1964 LUNAR ECLIPSE, 
NOTING BRIGHTNESS MEASUREMENT RESULTS IN MARE 
NUB IUM REGION A66-30644 

I R MEASUREMENTS ON ECLIPSED MOON, DISCOVERING 
HOT SPOTS ON LUNAR SURFACE A66-35448 

CORRELATION BETWEEN LUNAR ECLIPSE BRIGHTNESS AND 
INTERPLANETARY PLASMA FLUX, EXAMINING LUNAR 
LUMINESCENCE A66-41862 

ISOTHERMS IN EQUATORIAL REGION OF TOTALLY ECLIPSEO 

MOON 

01-82-0530 N66-31340 

HYPOTHESIS THAT ANOMALOUS COOLING OF CERTAIN 
REGIONS OF MOON DURING ECLIPSE IS DUE TO 
PREFERENTIAL SURFACE ROUGHNESS ON CENTIMETER 
SCALE 

Dl-82-0531 N66-34528 

ANOMALOUS COOLING OF MOON SURFACE DURING LUNAR 

ECLIPSE EXPLAINED POSSIBLY BY LUNAR SURFACE 
ROUGHNESS IN FORM OF CRACKS AND DECLIVITIES AT 
CENTIMETER SCALE A67-11460 

RED-GREEN- IR THREE-BEAM HIGH RESOLUTION 
PHOTOELECTRIC PHOTOMETRY DURING LUNAR ECLIPSE FOR 
LUNAR COLORIMETRIC STUDIES A67-14735 

I R AND VISIBLE IMAGES OF ECLIPSED MOON MADE FROM 
SCAN DATA AND MAGNETICALLY RECORDED ANALOG SIGNALS 
FROM OBSERVATION OF TOTAL LUNAR ECLIPSE ON 
DECEMBER 19, 1964 A67-14741 

LUNAR ENVIRONMENT 

LUNAR ATMOSPHERE, TERRAIN AND TEMPERATURE 

A66-20286 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION, 
MIGRATION, ANO CRYSTALLIZATION 

NASA-CR-65186 N66-15371 

LUNAR EVOLUTION 

THERMAL HISTORY OF MOON AND DEVELOPMENT OF 
SURFACE, DISCUSSING NEARLY SIMULTANEOUS FORMATION 
OF MARIA A66-35452 

HYPOTHESIS CONCERNING EVOLUTION OF LUNAR SURFACE, 
OISCUSSING INFALL OF SURFACE DUST ANO BOMBARDMENT 
BY PLANETESIMALS A66-35793 

THEORIES, DATA, AND CALCULATIONS CONCERNING 
LUNAR EVOLUTION N66-31453 

LUNAR EXCURSION MODULE /LEM/ 

MATHEMATICAL, STATISTICAL, AND OPTICAL- FOURIER 
METHODS FOR LUNAR EXCURSION MODULE LANDING SITE 
SELECTION 

NASA—CR-65272 N66-20995 

LUNAR SURFACE ANO ATMOSPHERIC CONTAMINATION STUDY 
CAUSEO BY LEM ROCKET EXHAUST AND INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA—CR-65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-65341 N66-25576 

THERMAL RESPONSE OF LUNAR SURFACE AT LANDING SITE 
DUE TO RADIATIVE AND CONVECTIVE HEAT TRANSFER 
FROM LEM EXHAUST NOZZLE 

NASA-CR-76648 N66-32298 

OMNIDIRECTIONAL PENETROMETER FOR LUNAR SURFACE 
PARAMETRIC IMPACT TESTING AND CERTIFICATION OF 
SAFE SOFT-LANDING SITE FOR APOLLO LEM 

A67-11123 

L EM OPTICAL ASTRONOMY PACKAGE / OAP/ CONTAINING 
ASTRONOMICAL TELESCOPE, SPECTROPHOTOMETER, DATA 
PROCESSING SUBSYSTEM ANO OTHER DEVICES, FOR 
UNMANNED LANDING AND LIFE SUPPORT 

A67-12414 

LOCAL SCIENTIFIC SURVEY MODULE / LSSM/, SMALL 
LUNAR VEHICLE DESIGNED TO PROVIDE TWO ASTRONAUTS 
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SUBJECT INDEX 


LUNAR LANDING SITE 


WITH TRANSPORTATION AND PORTABLE SCIENTIFIC LAB ON 
LUNAR SURFACE A67-14308 

LUNAR EXPLORATION 

LUNAR CRATER DISTRIBUTION MEASUREMENT FROM RANGER 
VII PHOTOGRAPHIC DATA ANALYSIS, DERIVING 
APPROXIMATE EXPRESSION FOR SECONDARY DISTRIBUTION 

A66-19417 

LAYMAN BOOK ON LUNAR EXPLORATION INCLUDING 
TOPOGRAPHICAL DATA, LUNAR WATER, FOOD, SHELTER AND 
TRAVEL, SPACE SUITS, WORKING CONDITIONS, ETC 

A66-21900 

APOLLO MISSION PROFILE FOR LUNAR EXPLORATION BY 
GEOLOGICAL SAMPLING AND PHOTOGRAPHING OF SURFACE 

N66-25059 

PROPOSED EXPERIMENTS, DEVELOPMENT OF EQUIPMENT AND 
INSTRUMENTS, AND MISSION SUPPORT STUDIES FOR 
LUNAR EXPLORATION N66-28773 

LUNAR INTERNATIONAL LABORATORY / LIL/ 

EXPLORATION AND LUNAR PHYSICS PROGRAM 

A67-15065 

LUNAR FAR SIDE 

LUNAR BASINS AND LUNAR LINEAMENTS ON FAR SIDE OF 
MOON FROM ANALYSIS OF ZOND III PHOTOGRAPHS 

A66-40544 

LUNAR GEOLOGY 

PROPELLANT EXTRACTION FROM LUNAR MATERIAL, GIVING 
COST ANALYSIS OF MANUFACTURE AND USE IN EARTH- 

MOON SPACE FLIGHT WITH EXPENDABLE AND REUSABLE 
TANKERS A66-21943 

TEXT ON LUNAR GEOLOGY /SELENOLOGY/, DISCUSSING 
PHOTOGRAPHIC METHODS, LUNAR CRATERS, RING- 
STRUCTURES, SOIL, FAULTING, TECTONIC SYNTHESIS, 
MARIA ORIGIN, ETC A66-27490 

LUNAR AND ASTEROIDAL METEORITES 

A66-27603 

RESULTS AND GOALS OF LUNAR GEOLOGICAL STUDIES 
FROM RANGER AND LUNA SATELLITE OBSERVATIONS OF 
SURFACE A66-31701 

THERMAL HISTORY, CHEMICAL COMPOSITION AND INTERIOR 

OF MOON EVALUATED FROM RANGER VII, VIII AND 
IX AND TERRESTRIAL PHOTOGRAPHS 

A66-35438 

MECHANISM FOR SELENOLOGICAL PROCESSES ASSUMING 
LUNAR SURFACE IS ANOROGENICALLY MOLDED AND CRATER 
PATTERN STEMS FROM REACTIVATION OF ANOROGENIC 
7 nwP c A66 — 36312 

STUDY OF DYNAMICAL HISTORY OF EARTH-MOON SYSTEM, 
LUNAR GEOLOGY, AND GEOPHYSICAL DISCOVERIES BY 
SATELLITES TO DETERMINE ORIGIN OF MOON 
NASA-TM-X-56134 N66-15236 

MATHEMATICAL THEORY DESCRIBING INTERNAL LUNAR 
STRUCTURE - SELENOLOGY AND LUNAR GEOLOGY 
Dl-82-0466 N66-15700 

PRESSURE, TEMPERATURE, AND VOIDAGE CALCULATIONS 
FOR LUNAR ASH FLOW EXPLANATION OF TEKTITE 
CHEMISTRY 

NASA—TM-X-56128 N66-18388 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING AND 
ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA-TM-X-57274 N66-18666 

GUIDELINES FOR SAMPLING, PACKAGING, TRASPORTATION, 
AND PREPARATION OF LUNAR SURFACE MATERIALS 

N66-18668 

TERRESTRIAL OBSERVATIONS OF LUNAR AND PLANETARY 
ELECTROMAGNETIC RADIATIONS AND CHEMICAL- 
MI NERALOG I CAL COMPOSITION, AND SPACE PROBE DATA 
AND INSTRUMENTATION 

NASA-SP—99 N66-23475 


LUNAR GEOLOGIC MAPPING OF MARE TRANQUILLITATIS 
FROM RANGER VIII PHOTOGRAPHS N66-25055 

LUNAR GEOLOGIC MAPPING OF ALPHONSUS CRATER FROM 
RANGE IX PHOTOGRAPHS N66-25056 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILLI TATIS 
AND STRATIGRAPHY FROM RANGER VIII PHOTOGRAPHS 

N66-25057 

MORPHOLOGICAL CLASSIFICATION OF LUNAR MATERIALS IN 
MARE TRANQUILLI TATIS FROM HIGH RESOLUTION 
RANGER VIII PHOTOGRAPHS N66-25058 

CHEMICAL COMPOSITION OF TEKTITES RELATED TO 
LUNAR IGNEOUS ACTIVITY N66-32032 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA—CR-77720 N66-35767 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

AND ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA—CR—65489 N66-35966 

V HF RADAR TECHNIQUES FOR DETECTING AND MAPPING 
SUBSURFACE DISCONTINUITIES SUCH AS SOLID LAYERING, 
ROCK INTERFACES AND ORE DEPOSITS IN LUNAR AND 
PLANETARY SURFACES A67-10324 

LUNAR SHAPE FROM ORBITER MEASUREMENTS OF 
GRAVITATIONAL FIELD DETERMINED VIA HARMONIC 
ANALYSIS A67-11474 

LUNAR GEOLOGICAL RESEARCH, DISCUSSING THERMAL AND 
OPTICAL PROPERTIES OF LUNAR SOIL, MORPHOLOGY OF 
TERRESTRIAL FORMATIONS ON LUNAR SURFACE, ETC 

A67-15064 

SCIENTIFIC EVALUATION OF TELEVISION PANORAMAS FROM 
LUNAR SURFACE STATION 

NASA-CR-80180 N67-12202 

LUNAR GRAVITATION 

LUNAR MODELS OF FIGURE, DENSITY DISTRIBUTION AND 
GRAVITY FIELD FROM EARTH TELESCOPE DATA 

A66-38822 

LUNAR SHAPE FROM ORBITER MEASUREMENTS OF 
GRAVITATIONAL FIELD DETERMINED VIA HARMONIC 
ANALYSIS A67-11474 

LUNAR GRAVITATIONAL EFFECT 

DESIGN OF GRAVIMETER FOR CONTINUOUS MONITORING OF 
LUNAR GRAVITATIONAL FIELD N66-18672 

LUNAR LANDING 

LANDING DYNAMICS ANALYSIS OF ABILITY OF MOON 

SURFACE TO SUPPORT LUNA IX LANDING CAPSULE 

A66-40518 


LUNAR LANDING NODULE 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA—CR—68285 N66-16389 

THERMAL CONTROL SUBSYSTEM FOR APOLLO LUNAR 
SURFACE EXPERIMENTS PACKAGE, NOTING CONSTRUCTION 
AND OPERATION PRINCIPLES A67-12357 

LUNAR LANDING SITE 

ACCURACY OF SPACECRAFT LANDING LOCATION ON LUNAR 
SURFACE DETERMINED FROM POSTARRIVAL TRACKING, 
CONSIDERING EFFECT OF VARIOUS MISSION-DEPENDENT 
PARAMETERS 

AIAA PAPER 65-694 A66-35901 

RECOMMENDATIONS FOR EARTH SPACE LABORATORY AND 
LUNAR SURFACE EXPERIMENTS, LANDING SITE 
SELECTION, AND COMMENTS ON PRESENT KNOWLEDGE 
GF LUNAR SURFACE 

NASA—CR—70458 N66-17476 

MATHEMATICAL, STATISTICAL, AND OPTICAL- FOURIER 
METHODS FOR LUNAR EXCURSION MODULE LANDING SITE 
SELECTION 

NASA—CR—65272 N66-20995 


1-15 


LUNAR LIMB 


SUBJECT INDEX 


RANGER VII PHOTOGRAPHS OF MOON IN DETERMINING 
SITE FOR LANDING PHASE OF APOLLO PROJECT 

N66-23051 

MEASUREMENT AND REDUCTION METHODS USED IN CHARTING 
MOON AND POTENTIAL LUNAR LANDING SITES, AND 
DERIVATION OF LUNAR COORDINATES 

ACIC-TP—15 N66-28260 

ACCELEROMETER AND COMPUTER SYSTEM, INDEPENDENT OF 
ACCELERATION VECTOR, TO DETERMINE SITE FOR 
MANNED LUNAR LANDING N66-28464 

LUNA-9 SOFT LANDING ON MOON, PHOTOGRAPHIC 
RECORDING, AND RADIO TRANSMISSION 

NASA-CR-76466 N66-31891 

POLARIMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES FOR DETERMINING APOLLO LANDING AREAS 
NASA-CR-77764 N66-35959 

LUNAR LANDING SITES FROM PHOTOGRAPHIC 
RECONNAISSANCE BY LUNAR ORBITER II 

A67-16154 

LUNAR LIMB 

PHOTOMETRIC FEATURES OF EASTERN AND WESTERN LIMB 
ZONES OF LUNAR SURFACE COMPARED WITH DATA ON 
PHOTOMETRIC MEAN A67-12492 

PHOTOGRAPHS AND INTERPRETED DRAWINGS OF WEST LUNAR 

LIMB N67-16104 

LUNAR LUMINESCENCE 

ENERGY SOURCES OF LUNAR LUMINESCENCE NOTING 
EFFECTS OF SOLAR WINO, CORPUSCULAR RADIATION, 
ELECTROMAGNETIC RADIATION AND RADIOACTIVITY 

A66-18090 

DETERMINATION OF LUNAR LUMINANCE TO SET VIDEO 
GAIN OF RANGER TV CAMERAS A66-18733 

STATISTICAL CORRELATION BETWEEN TRANSIENT LUNAR 
LUMINESCENCE AND SUNSPOT NUMBER DISTRIBUTION 

A66-23193 

LUNAR SURFACE LUMINESCENCE AND VARIATIONS IN LIGHT 
FLUX WITH SOLAR ACTIVITY A66-23943 

MODEL EXPLAINING NEGATIVE POLARIZATION OF 
MOONLIGHT AT SMALL LUNAR PHASE ANGLES 

A66-24235 

VISIBILITY OF LUNAR LUMINESCENCE, NOTING FAVORABLE 
POSSIBILITIES AT NEW MOON, DARK ECLIPSES AND FAR 
SIDE AND ENERGY SOURCES FOR LUMINESCENCE 

A66-26350 

LUMINESCENCE IN DECEMBER 1964 LUNAR ECLIPSE, 
NOTING BRIGHTNESS MEASUREMENT RESULTS IN MARE 
NUBIUM REGION A66-30644 

LUNAR LUMINESCENCE AND PHOTOGRAPHIC OBSERVATION 
TECHNIQUES, NOTING SOLAR ACTIVITY EFFECT 

A66-33010 

PROFILES OF ISOPHOTES AND RELATIVE INTENSITIES FOR 
ARISTARCHUS REGION OF MOON TAKEN DURING TOTAL 
ECLIPSE ON DECEMBER 19, 1964 A66-35048 

CORRELATION BETWEEN LUNAR ECLIPSE BRIGHTNESS AND 
INTERPLANETARY PLASMA FLUX, EXAMINING LUNAR 
LUMINESCENCE A66-41862 

PHOTOELECTRIC SPECTROMETER OBSERVATIONS OF LUNAR 
LUMINESCENCE EXCITATION BY SOLAR ACTIVITY ON 
LUNAR SURFACE 

AFCRL-65-772 N66-15854 

SPECTROSCOPIC EVIDENCE FOR LUNAR LUMINESCENCE, 

AND DIRECT AND STORAGE PROCESSES FOR CONVERTING 
ENERGY TO LUMINESCENCE 

TG-11 N66-16176 

REFRACTION MEASUREMENTS BY RADAR TRACKING OF 
ACTIVELY ILLUMINATED MOON N66-23175 

THERMOLUMINESCENCE OF ACHONDRITE METEORITES ON 
LUNAR SURFACE BASED ON RATE OF TEMPERATURE RISE OF 


LUNAR TERMINATOR A67-10249 

RED-GREEN- IR THREE-BEAM HIGH RESOLUTION 
PHOTOELECTRIC PHOTOMETRY DURING LUNAR ECLIPSE FOR 
LUNAR COLORIMETRIC STUDIES A67-14735 

NEUTRON ACTIVATION ANALYSIS OF GRAINS FROM 
ENSTATITE ACHONDRITE METEORITES - EFFECT OF 
PROTON DAMAGE ON LUMINESCENCE SPECTRA OF VARIOUS 
METEORITE CLASSES - LUNAR LUMINESCENCE 
AFCRL—TR-66-665 N67-14281 

LUNAR MAP 

LUNAR CHARTING FOR PROJECT APOLLO 

A66-30669 

ASTROGEOLOGIC STUDIES DEALING WITH CRATERING, 
HYPERVELOCITY IMPACT, EARTH-MOON LI BRAT ION 
REGION, TEKTITE ANALYSIS, AND LUNAR MAPPING 
NASA-CR-58623 N66-35596 

LUNAR HARE 

MOON SHAPE RELATED TO DISTRIBUTION OF CONTINENTS 
AND MARIA AND RELATIONSHIP BETWEEN SHAPE AND 
INERTIA MOMENTS A66-21203 

POSSIBLE ORIGIN OF LUNAR MARIA, SUGGESTING THEY 
MAY BE SCARS OF MECHANICAL DAMAGE WROUGHT ON LUNAR 
HEMISPHERE BY DISRUPTIVE TIDES OF EARTH 

A66-27900 

LUNAR SURFACE ROUGHNESS IN MARE CQGNITUM 
ANALYZED SPECTRALLY AND COMPAREO WITH TWO 
TERRESTRIAL AREAS A66-28336 

INDIGENOUS ORGANIC MATTER ON MOON BY COMPARING 
GILVARRY AND SAGAN THEORIES A66-330Q6 

MODEL FORMULATION OF FINE STRUCTURE OF LUNAR 
TOPOGRAPHY IN MARE COGNITUM BASED ON RANGER 
VII SATELLITE PHOTCGRAPHS A66-35439 

RANGER VII, VIII AND IX LUNAR PROBES SCIENTIFIC 
RESULTS ON TEXTURE OF MARIA, CRATER RAYS, CRATER 
CLASSIFICATION, MARE RIDGES, RULES, LINEAMENTS 
AND BEARING STRENGTH OF MARE FLOOR 

A66—35441 

THERMAL HISTORY OF MOON AND DEVELOPMENT OF 
SURFACE, DISCUSSING NEARLY SIMULTANEOUS FORMATION 
OF MARIA A66-35452 

FLUIDIZED ASH FLOW IN SIMULATED LUNAR SOILS 
NASA-CR-627 N66-38803 

RANGER VII RECORDS IN SUPPORT OF LUNAR MARIA 
BEING FORMED BY MATERIAL FLOW PROCESSES 

A67-16715 

RANGER VII TELESCOPIC OBSERVATION OF CRATER 
TOPOGRAPHY OF MARE COGNITUM A67-17084 

LUNAR MARE DATA FROM COLOR PHOTOGRAPHS OF RANGER 

VII 

NASA-CR-81160 N67-15400 

LUNAR OBSERVATORY 

LUNAR MOTION AND SHAPE, REVIEWING OBSERVATIONAL 
AND THEORETICAL WORK OF VARIOUS OBSERVATORIES AND 
LABORATORIES A66-32024 

LUNAR ORBIT 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 
LUNAR MOTION AND ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

STEREOSCOPIC TELEVISION OBSERVATION SYSTEM 

FOR LUNAR ORBITER SPACECRAFT N66-19836 

LUNAR ORBITER 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA—CR—67369 N66-30438 

LUNAR ORBITER B SPACECRAFT, SPACECRAFT 
CONFIGURATION, TASKS, ATLAS AGENA D LAUNCH 
VEHICLE, DEEP SPACE NETWORK, MISSION, AND FLIGHT 
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SUBJECT INDEX 


LUNAR SEISMOGRAPH 


EVENTS 

NASA NEWS RELEASE-66-286 N66-39950 

LUNAR SHAPE FROM ORBITER MEASUREMENTS OF 
GRAVITATIONAL FIELD DETERMINED VIA HARMONIC 
ANALYSIS A67-11474 

LUNAR LANDING SITES FROM PHOTOGRAPHIC 
RECONNAISSANCE BY LUNAR ORBITER II 

A67-16154 

WALL OF LARGE CIRCULAR FORMATION ON MOON SHOWN 
ON ORBITER PHOTOGRAPHS AS CONVEX BODY 
RESEMBLING FLOW OF VISCOUS LAVA 

A67-17202 

ADAPTABILITY OF LUNAR ORBITER TO SURFACE 
EXPERIMENTS USING FLYBY AND EARTH RETURN 
TRAJECTORY 

NASA-CR-66269 N67-16603 

LUNAR PERTURBATION 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 
LUNAR MOTION AND ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

LUNAR PHASE 

MODEL EXPLAINING NEGATIVE POLARIZATION OF 
MOONLIGHT AT SMALL LUNAR PHASE ANGLES 

*66-24235 

TRANSIENT CHANGES ON MOON DURING LAST THREE 
CENTURIES* CONSIDERING TYPE OF EVENT, LUNAR PHASE, 
CORRELATION WITH SOLAR ACTIVITY, ETC 

A67-16594 

LUNAR PHOTOGRAPH 

ORIGIN AND NATURE OF THREE STRUCTURES IN 235-MI 
DIAMETER LUNAR CRATER PHOTOGRAPHED BY RANGER VII 

A66-17456 

STRUCTURAL ANALYSIS OF LUNAR CRATER ALPHONSUS, 
USING RANGER IX PHOTOGRAPHS A66-20397 

PHOTOGRAPHIC ATLAS OF LUNAR SURFACE 

N66-32193 

LUNAR PHOTOGRAPHIC MEASUREMENT REDUCTION INTO 
REFRACTION FREE CARTESIAN AND POLAR COORDINATES 
AD-634501 N66-34195 

LUNAR PHOTOGRAPHIC DATA REDUCTION INTO REFRACTION 
FREE CARTESIAN COORDINATES N66-34196 

REFRACTION FREE CARTESIAN AND POLAR COORDINATE 
MEASUREMENTS ON LUNAR PHOTOGRAPH 

N66-34197 

LEAST SQUARES METHOD OF COMBINING LUNAR PHOTOGRAPH 
MEASUREMENTS TO COMPUTE SELENODETIC COORDINATES 
USING LIBRATIONS N66-34198 

PHOTOGRAPHS OF LUNAR SURFACE TAKEN FOR LUNA-9 
NASA-CR-8Q171 N67-12239 

LUNAR PHOTOGRAPHY 

PHOTOMETRIC METHOD FOR DERIVING LUNAR SURFACE 
ELEVATION INFORMATION FROM SINGLE PICTURE 

A66-25603 

FREQUENCY DISTRIBUTION OF SECONDARY LUNAR CRATERS 
DETERMINED FROM RANGER VII PHOTOGRAPHS, 
HYPOTHESIZING THAT PART OF THESE DEPRESSIONS ARE 
SUBSIDENCE FORMATIONS A66-29265 

SURVEYOR I DATA ANALYZED, NOTING LUNAR 
PHOTOGRAPHS, TOPOGRAPHY AND INSTRUMENTATION 

A66-29657 

LUNAR PHOTOGRAPHS OF RANGER VII ANALYZED, NOTING 
LUNAR SURFACE A66-31700 

LUNAR PHOTOMETRIC BRIGHTNESS VARIATIONAL FUNCTION 
BASED ON JPL STUDY OF MOON TOPOLOGY 

A66-34656 

LUNA IX PHOTOGRAPHS INDICATE LUNAR SURFACE 
COMPOSITION OF WEAKLY COHESIVE POORLY SORTED 


FRAGMENTAL MATERIAL OF UNKNOWN SOURCE 

A66-40017 

SPECTRAL AND SUSPENDED PARTICLE PHOTOMETRY ANO 
GEOMETRY OF BACKSCATTERING SURFACES IN STUDY ON 
PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES 

NASA-CR-65263 N66-20989 

TOPOGRAPHIC EVALUATION OF LUNAR PHOTOGRAPHS BY 
SELENOGRAPHIC POINT COORDINATES 

N66-24373 

SELENOGRAPHIC AND GEOLOGIC INTERPRETATIONS OF 

LUNAR PHOTOGRAPHS FROM RANGER BLOCK III 

NASA—CR—74894 N66-25046 

STATISTICAL TECHNIQUES FOR COMPUTER ANALYSIS OF 

MICROPHOTOMETRIC MEASUREMENTS TAKEN ON 

FULL-MOON PHOTOGRAPHIC PLATE N66-35605 

ANNOTATED BIBLIOGRAPHY ON LUNAR REVOLUTION, 
ROTATION, LIBRATION, AND MAPPING TECHNIQUES 
ATD-B-66-96 N66-39434 

ERRORS IN ESTIMATES OF LUNAR CRATER SLOPE ANGLES 
AND SURFACE ROUGHNESS IN RANGER VII AND 
RANGER VIII PICTURES DUE TO INTERPRETATION OF 
DARK AREAS AS SHADOWS A67-10319 

LUNAR CRATER PHOTOGRAPHS OBTAINED BY RANGER VIII 
AND IX COMPARED WITH THOSE OF LABORATORY CRATERS 
OVERLAIN WITH GRANULAR MATERIAL, FOR DEPTH 
INTERPRETATION A67-11459 

SURVEYOR I PHOTOGRAPHS OF LUNAR SURFACE IN 
SUPPORT OF THEORIES THAT NO MECHANISM EXISTS ON 
MOON FOR SORTING DIFFERENT SIZED PARTICLES INTO 
LAYERS A67-13892 

LUNAR LANDING SITES FROM PHOTOGRAPHIC 
RECONNAISSANCE BY LUNAR ORBITER II 

A67-I6154 

LUNAR PROBE 

HYPOTHESIS THAT LUNA IX ROCKET EXHAUST DURING 
SOFT LANDING CAUSED FORMATION OF SHALLOW CRATER 
VISIBLE IN RANGER VII LUNAR PROBE PHOTOGRAPHS 

A66-28681 

LUNA IX IMAGING SYSTEM AND ANALYSIS OF PICTORIAL 
DATA OF LUNAR SURFACE A66-2874I 

FIRST SOVIET AUTOMATIC STATION LUNA IX TO LAND 
ON MOON, DISCUSSING FLIGHT STAGES AND 
REPRODUCTIONS OF LUNAR SURFACE IMAGES TRANSMITTED 
TO EARTH A66-32958 

RANGER VII, VIII AND IX LUNAR PROBES SCIENTIFIC 
RESULTS ON TEXTURE OF MARIA, CRATER RAYS, CRATER 
CLASSIFICATION, MARE RIDGES, RILLES, LINEAMENTS 
AND BEARING STRENGTH OF MARE FLOOR 

A66-35441 

LUNAR SURFACE PHOTOGRAPHS OBTAINED BY LUNIK XII 
PROBE 

NASA-CR-79544 N67-I1734 

LUNAR PROGRAM 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING AND 
ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA-TM-X-57274 N66-18666 

LUNAR RAOIATION 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT AND FLUX INTENSITY 

A66-20885 

LUNAR RAY 

RANGER VII AND VIII PHOTOGRAPHY SHOWS NATURE OF 
LESSER LUNAR RAY SYSTEMS, INCLUDING IMAGES OF 
CRATER DELAMBRE AND BONPLAND J 

A66-19265 

LUNAR SEISMOGRAPH 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING ANO 
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LUNAR SOIL 


SUBJECT INDEX 


ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA—TM-X—57274 N66-18666 

THEORETICAL SELENOLOGICAL CHARACTERISTICS AND 
COMPLEXITIES OF LUNAR SEISMIC WAVE STUDIES 
JPRS-34142 N66-I9182 

LUNAR SOIL 

ENVIRONMENTAL TEST CRITERIA FOR LUNAR AND 
PLANETARY SOILS, DISCUSSING PARTICLE SIZE, CLAY, 
HYDROTHERMAL ALTERATION, COHESION, ADHESION, 

VACUUM AND TEMPERATURE EFFECTS, ETC 

A66-28179 

SHEAR STRENGTH OF IDEALIZED GRANULAR MEDIA IN 
VACUUM, IN CONDITIONS SIMULATING ENVIRONMENTAL 
PRESSURE OF LUNAR SURFACE LAYER 

A66-28180 

MECHANICAL PROPERTIES OF LUNAR DUST, CONSOLIDATED 
LUNAR CONGLOMERATES AND LUNAR ROCKS DESCRIBED BY 
MACRORHEOLOGICAL CONSTANTS A66-31483 

SOLAR ENERGY VS ELECTRICAL OR NUCLEAR POWER FOR 
RECOVERY OF WATER, OXYGEN AND VARIOUS CHEMICALS 
FROM LUNAR SOIL 

AICE PREPRINT 46B A66-39897 

MOIST SOIL INTRODUCED IN VACUUM CHAMBER TO 

DETERMINE PUMPING LOAD AND TIME REQUIRED 

NASA—CR-66079 N66-22367 

ULTRAHIGH VACUUM EFFECTS ON PROPERTIES OF 
SIMULATED LUNAR SOIL 

NASA—CR-75323 N66-27244 

LIGHT POLARIZATION OBSERVATIONS FOR DETERMINING 
OPTICAL CHARACTERISTICS OF LUNAR MATERIAL 

N66-33527 


LAYMAN BOOK ON LUNAR EXPLORATION INCLUDING 
TOPOGRAPHICAL DATA, LUNAR WATER, FOOD, SHELTER AND 
TRAVEL, SPACE SUITS, WORKING CONDITIONS, ETC 

A66-21900 

MOON SHAPE DETERMINED BY MEASURING DISTANCE FROM 
LUNAR SURFACE POINTS TO LUNAR CENTER OF MASS, 

USING OPTICAL LASER RADAR A66-22964 

PHOTOMETRIC METHOD FOR DERIVING LUNAR SURFACE 
ELEVATION INFORMATION FROM SINGLE PICTURE 

A66-25603 

LUNAR TOPOGRAPHY AND CARTOGRAPHY, NOTING 
APPLICATION TO LUNAR ATLAS PREPARATION, ABSENCE OF 
MAGNETIC FIELD, ETC A66-32132 

HARMONICS OF ABSOLUTE LUNAR ELEVATIONS, DISCUSSING 
STABILITY CRITERIA AND SPHERICAL HARMONIC ANALYSIS 
OF GEOMETRIC FIGURE OF MOON A66-33019 

LUNAR PHOTOMETRIC BRIGHTNESS VARIATIONAL FUNCTION 
BASED ON JPL STUDY OF MOON TOPOLOGY 

A66-34656 

MODEL FORMULATION OF FINE STRUCTURE OF LUNAR 
TOPOGRAPHY IN MARE COGNITUM BASED ON RANGER 
VII SATELLITE PHOTOGRAPHS A66-35439 

LUNAR MODELS OF FIGURE, DENSITY DISTRIBUTION AND 
GRAVITY FIELD FROM EARTH TELESCOPE DATA 

A66-38822 

LUNAR BASINS AND LUNAR LINEAMENTS ON FAR SIDE OF 
MOON FROM ANALYSIS OF ZOND III PHOTOGRAPHS 

A66-40544 

CONFERENCE OF ASTRONOMICAL COUNCIL OF SCIENCE 
U.S.S.R ON FIGURE AND MOTION OF MOON 

N66-24380 


DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 

SHEAR STRENGTH, GEOLOGY, AND PETROGRAPHY OF 

MATERIALS REPRESENTATIVE OF LUNAR SOIL 

NASA—CR—65502 N66-37366 

BULK DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 
SHEAR STRENGTH, AND P-WAVE VELOCITY 
MEASUREMENTS OF LUNAR ANALOG MATERIALS 

N66-37367 

CORRELATION OF PHYSICAL PROPERTY LABORATORY AND 
IN SITU ANALOG MEASUREMENTS OF LUNAR SOIL 

N66-37368 

PETROGRAPHY AND GEOLOGY OF ASH SITES IN 
CALIFORNIA FOR INTERPRETING LUNAR TERRAIN 

N66-37373 

GABBRO, SERPENTINE, AND ARTIFICIAL OLIVINE 
ANALYSES AND PETROGRAPHIC PROPERTIES OF CAST AND 
FORMED GEOMETRIC SHAPES 

NASA—CR—81339 N67-16619 

LUNAR TEMPERATURE 

THERMAL CONDUCTIVITY EQUATION SOLVED FOR FOUR 
COMBINATIONS OF CONCENTRATION OF RADIOACTIVE 
ELEMENTS IN LUNAR CRUST, USING RESULT FOR CRUST 
THICKNESS ESTIMATE A66-37151 

THERMAL BEHAVIOR OF CERTAIN LUNAR AREAS DIFFERING 
SHARPLY FROM THAT OF SURROUNDING TERRAIN EXPLAINED 
BY LACK OF INSULATING DEBRIS OVER ANOMALOUS 
AREAS A67-11458 

LUNAR TOPOGRAPHY 

LUNAR TOPOGRAPHICAL ASPHERICITY, LUNAR 
COORDINATES, ABSOLUTE AND RELATIVE, HARMONIC 
ANALYTICAL INTERPOLATION, FORMATIONS, STRATIGRAPHY 
AND OPTICAL LIBRATIONS A66-18265 


LUNAR TOPOGRAPHIC INTERPRETATION OF RANGER BLOCK 
III PHOTOGRAPHS N66-25047 

STRUCTURES OF LUNAR CRATERS, MARES, LINEAMENTS, 

AND COLLAPSE DEPRESSIONS FROM RANGER BLOCK 
III PHOTOGRAPHS N66-25048 

SIZE-FREQUENCY AND SPATIAL DISTRIBUTIONS OF SMALL 
CRATERS ON MOON FROM RANGER BLOCK III 
PHOTOGRAPHS N66-25049 

TEXTURAL UNITS AND LINEAMENTS ON LUNAR CRATER 
FLOOR STUDIED FROM RANGER IX PHOTOGRAPHS 

N66-25051 

LUNAR TOPOGRAPHIC PROJECTION OF RANGER VIII 
STEREOSCOPIC PHOTOGRAPHS N66-25054 

PHOTOMETRIC TO DETERMINE LUNAR SLOPES ON BASIS OF 
DARKENING OF SHADOWS N66-35597 

PATTERN RECOGNITION SYSTEMS FOR CLASSIFICATION 
OF LUNAR TERRAIN 

NASA—CR—79109 N66-39924 

SURVEYOR I SPACECRAFT PHOTOGRAPHS EVALUATED FOR 
LUNAR SURFACE TOPOGRAPHY N67-10064 

LUNAR TRACKING 

POSITION ANGLE METHOD TO DETERMINE CONSTANTS OF 
LUNAR PHYSICAL LIBRATION N66-24368 

MOON CRATER POSITION ANGLES FOR ANALYSIS OF LUNAR 
PHYSICAL LIBRATION N66-24369 

LUNAR TRAJECTORY 

CONFERENCE OF ASTRONOMICAL COUNCIL OF SCIENCE 
U.S.S.R ON FIGURE AND MOTION OF MOON 

N66-24380 


MOON SHAPE RELATED TO DISTRIBUTION OF CONTINENTS LUNIK IX LUNAR PROBE 

AND MARIA AND RELATIONSHIP BETWEEN SHAPE AND LUNA 9 TV PHOTOGRAPHS OF MOON 

INERTIA MOMENTS A66-21203 A66-23916 


NOTE ON PAPER DISCUSSING LUNAR SHAPE AND INTERNAL LUNA IX IMAGING SYSTEM AND ANALYSIS OF PICTORIAL 

STRUCTURE IN CONNECTION WITH INHOMOGENEITY OF DATA OF LUNAR SURFACE A66-28741 

DENSITY DISTRIBUTION, SHOWING INCOMPATIBILITY OF 

HYPOTHESIS WITH MEASUREMENTS A66-21210 LUNA IX PHOTOGRAPHS INDICATE LUNAR SURFACE 
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SUBJECT INDEX 


HARS SURFACE 


COMPOSITION OF WEAKLY COHESIVE POORLY SORTED 
FRAGMENTAL MATERIAL OF UNKNOWN SOURCE 

A66-40017 

LANDING DYNAMICS ANALYSIS OF ABILITY OF MOON 
SURFACE TO SUPPORT LUNA IX LANDING CAPSULE 

A66-40518 

PHOTOGRAPHIC EVIDENCE FROM LUNA IX INDICATING 
MOON MAY HAVE SURFACE MADE UP LARGELY OF FINE 
ROCK PARTICLES A66-40522 

STRATIFIED AND FACETED FORMS ON PANORAMAS OBTAINED 
FROM LUNA IX SPACE STATION, NOTING CONNECTION 
WITH MINERAL COMPOSITION OF LUNAR SURFACE 

A67-10904 

LUNAR SURFACE STRUCTURE IMPLIED BY MILLIMETER¬ 
SIZED FEATURES IN LUNA IX PHOTOGRAPHS 

A67-10964 

NATURE OF LUNAR SURFACE, DISCUSSING 
INTERPRETATIONS OF LUNA IX PHOTOGRAPHS BY 
JAFFE AND KUIPER A67-I3934 

M 

MAGMA 

VACUUM UPWELLINGS OF SIMULATED BASALT AND GRANITE 
MAGMA, SHOWING CORRELATION WITH LUNAR SURFACE BY 
PHOTOMETRY A66-38025 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION, 
MIGRATION, AND CRYSTALLIZATION 

NASA-CR-65186 N66-15371 

PROCESSES OF LUNAR IGNEOUS ROCK DIFFERENTIATION 
NASA-TM—X-54903 N66-33169 

GABBRO, SERPENTINE, AND ARTIFICIAL OLIVINE 
ANALYSES ANO PETROGRAPHIC PROPERTIES OF CAST AND 
FORMED GEOMETRIC SHAPES 

NASA-CR—81339 N67-16619 

MAGNETOSPHERE 

PRIMARY COSMIC RADIATION IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY LUNA X ORBITER 

A67-16053 

MANEUVER 

FIXED-BASE VISUAL SIMULATION STUDY OF MANUALLY 

CONTROLLED MANEUVERS OVER LUNAR SURFACE 

NASA-TN—D-3653 N66-38413 

MANNED SPACE FLIGHT 

ACCELEROMETER AND COMPUIER SYSTEM, INDEPENDENT OF 
ACCELERATION VECTOR, TO DETERMINE SITE FOR 
MANNED LUNAR LANDING N66-28464 

LAUNCH AND LANDING PHASES TO AND FROM MOON FOR 
MANNED LUNAR MISSION OF 8 DAYS, WITH 24-HOUR 
STAY IN AREA ON NEAR-EARTH FACE OF LUNAR SURFACE 

N66-28767 

BIBILOGRAPHY ON MANNED EXPLORATION, COLONIZATION, 
AND EXPLOITATION OF LUNAR SURFACE 

TRW-99900-6045—TOOO N67-16587 

MANNED SPACECRAFT 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING AND 
ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA-TM-X-57274 N66-18666 

MANUAL CONTROL 

FIXED-BASE VISUAL SIMULATION STUDY OF MANUALLY 
CONTROLLED MANEUVERS OVER LUNAR SURFACE 
NASA-TN-D-3653 N66-38413 

HAP 

CONTOUR MAP BASED ON SELENODETIC CONTROL SYSTEM OF 
AERONAUTICAL CHART AND INFORMATION CENTER 
Dl-82—0518 N66-31418 

MAPPING 

GEOLOGIC MAPPING OF STRATIGRAPHY AND STRUCTURE 
OF LUNAR SURFACE 


NASA—CR—71414 N66-21350 

GEOLOGIC MAPPING OF LUNAR SURFACE, CRATER 
PHENOMENOLOGY, AND PETROLOGY OF EXTRATERRESTRIAL 
MATERIAL 

NASA—CR—71419 N66-21635 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILLITATIS 
FROM RANGER VIII PHOTOGRAPHS N66-25055 

LUNAR GEOLOGIC MAPPING OF ALPHCNSUS CRATER FROM 
RANGE IX PHOTOGRAPHS N66-25056 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILL I TATIS 
AND STRATIGRAPHY FROM RANGER VIII PHOTOGRAPHS 

N66-25057 

MISSION FOR SURVEYING AND MAPPING LUNAR SURFACE 
NASA—CR—75417 N66-27535 

COMPOSITIONAL AND CONTOUR MAPPING OF LUNAR SURFACE 

DURING LUNAR ORBITAL SURVEY MISSION 

N66-28774 

ISOTONAL MAP OF LUNAR SURFACE WHICH DEPICTS SMALL 
TONE VARIATIONS AND DISTINGUISHES BETWEEN RAYS, 
HIGHLANDS, AND MARIA N66-35598 

RADAR TECHNIQUES APPLIED TO MAPPING OF VISIBLE 
PORTION OF LUNAR SURFACE 

NASA—CR-80849 N67-14256 

MARE 

ISOTONAL MAP OF LUNAR SURFACE WHICH DEPICTS SMALL 
TONE VARIATIONS AND DISTINGUISHES BETWEEN RAYS, 
HIGHLANDS, AND MARIA N66-35598 

MARINER II SPACE PROBE 

MASSES OF MOON AND VENUS AND ASTRONOMICAL UNIT 
DETERMINED FROM MARINER II DOPPLER DATA, NOTING 
SOURCES OF ERROR A67-16575 

MARINER IV SPACE PROBE 

CRATERS ON MARS FROM MARINER IV PICTURES, 
SHOWING NO EVIDENCE OF PRIMEVAL CRATER AND 
ANALYZING AEOLIAN EROSION A66-30629 

MARINER IV OBSERVATIONS ON FORMATION RATE, 

DENSITY, AND AGE OF CRATERS ON MARS 

N67-I2746 

ESTIMATING AGE OF MARTIAN SURFACE BY COMPARING 
MARS CRATERS OBSERVED BY MARINER IV PHOTOGRAPHY 
MITH DATA ON LUNAR CRATERS N67-12747 

MARS /PLANET/ 

OBSERVATIONS OF MOON, VENUS, MARS, AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA—CR-76142 N66-31446 

THERMAL HISTORY AND MEAN DENSITY EVALUATIONS 
FOR MOON, MARS, AND EARTH TO ACCOUNT FOR 
INNER PLANET INTERNAL STRUCTURE DIFFERENCES 

N66-31455 

ANNOTATED BIBLIOGRAPHY ON SURFACE CHARACTERISTICS 
OF MOON, MARS, AND VENUS 

ATD-66-53 N66-32568 

MARS ATMOSPHERE 

SPECTROPHOTOMETRY ANO POLARIMETRY OF LUNAR 
REGIONS, OPTICAL PROPERTIES OF ATMOSPHERE AND 
SURFACE OF MARS, AND COMETARY TAILS 
NASA—TT—F-382 N66-33526 

MARS SURFACE 

CRATERS ON MARS FROM MARINER IV PICTURES, 
SHOWING NO EVIDENCE OF PRIMEVAL CRATER AND 
ANALYZING AEOLIAN EROSION A66-30629 

VOLCANIC ORIGIN OF LUNAR AND MARTIAN CRATERS, 
NOTING DISTRIBUTION, DIAMETERS, ETC 

A66-33625 

SIMILARITY IN FREQUENCY DISTRIBUTION OF MARTIAN 

AND LUNAR CRATERS WITH TERRESTRIAL VOLCANIC 
CRATERS A66-33626 
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MASS DISTRIBUTION 


SUBJECT INDEX 


IMPACT THEORY OF CRATER FORMATION ON SURFACES OF 
MOON AND MARS NOT AS CONSISTENT WITH EVIDENCE AS 
ENDOGENOUS CRATERING THEORY A66-43028 

MARINER IV OBSERVATIONS ON FORMATION RATE, 

DENSITY, AND AGE OF CRATERS ON MARS 

N67-12746 

ESTIMATING AGE OF MARTIAN SURFACE BY COMPARING 
MARS CRATERS OBSERVED BY MARINER IV PHOTOGRAPHY 
WITH DATA ON LUNAR CRATERS N67-12747 

MASS DISTRIBUTION 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA-CR-67369 N66-30438 

MASS SPECTROMETER 

FAST SCAN HIGH RESOLUTION MASS SPECTROMETER 
SYSTEM FOR USE WITH GAS CHROMATOGRAPHY 
INSTRUMENTATION 

NASA-CR-70849 N66-18441 

MATHEMATICAL MODEL 

MATHEMATICAL THEORY DESCRIBING INTERNAL LUNAR 
STRUCTURE - SELENOLOGY ANO LUNAR GEOLOGY 
D1-82-0466 N66-15700 

MECHANICAL AND THERMAL PROPERTIES OF LUNAR SURFACE 
MATERIALS CORRELATED BY MATHEMATICAL MODEL STUDY 
NASA—CR-71750 N66-24605 

MATRIX ALGEBRA 

CRATER OBSERVATIONS AND CALCULATIONS USED TO 
DETERMINE CONSTANTS OF LUNAR PHYSICAL LIBRATION 

N66-37858 

MEASURING APPARATUS 

SURVEYOR INSTRUMENTATION FOR MEASURING PHYSICAL 
PARAMETERS ON AND BENEATH LUNAR SURFACE 
NASA-CR-7 4296 N66-23653 

LUNAR ORBITER ANO DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA-CR-67369 N66-30438 

MECHANICAL PROPERTY 

SURFACE OF MOON COMPOSED OF SOLID MATERIAL WITH 
DIFFERENT PHYSICAL PROPERTIES FROM TERRESTRIAL 
ROCK A66-20173 

MECHANICAL AND THERMAL PROPERTIES OF LUNAR SURFACE 

MATERIALS CORRELATED BY MATHEMATICAL MODEL STUDY 
NASA-CR-71750 N66-24605 

MECHANICAL PROPERTIES OF VESICULAR MATERIALS 
EVALUATED IN VIEW OF POSTULATED LUNAR ROCK 
POROSITY 

RM-328 N66-31780 

SCIENTIFIC DATA AND RESULTS OF LUNAR SURFACE 
EXPLORATION BY SURVEYOR I SPACECRAFT 
NASA-CR-79150 N67-10061 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

MELTING 

INTERNAL MELTING OF MOON, AND LUNAR COMPOSITION, 
VOLCANICS, AND SEISMOLOGY 

TG-2 N66-16167 

METEORITE 

VOLCANIC VS METEORITIC ORIGIN OF LUNAR CRATERS, 
DISCUSSING SURVIVAL ADVANTAGES IN LUNAR LANDING 

A66-40398 

NEUTRON ACTIVATION ANALYSIS OF GRAINS FROM 
ENSTATITE ACHONDRITE METEORITES - EFFECT OF 
PROTON DAMAGE ON LUMINESCENCE SPECTRA OF VARIOUS 
METEORITE CLASSES - LUNAR LUMINESCENCE 
AFCRL-TR—66-665 N67-14281 

METEORITE COLLISION 

CRATERS PRODUCED BY METEORITE COLLISION OF LUNAR 
SURFACE 


TG-3 N66-16168 

METEORITIC COMPOSITION 

METEORITIC HYPOTHESIS OF LUNAR CRATER FORMATION 
AND BALOWINS RELATIONSHIPS SUPPORTING VOLCANIC 
GENESIS 

T—446—R N66-35640 

METEORITIC COMPRESSION 

STRUCTURE AND COHERENCY OF LUNAR OUST LAYER, 
CONSIDERING CORPUSCULAR RADIATION SUCH AS SOLAR 
WIND AND METEORITE BOMBARDMENT A66-24892 

METEORITIC CRATER 

NUMBER DENSITY OF ALL OBSERVABLE LUNAR CRATERS AS 
FUNCTION OF DIAMETER ANO OF TIME, EXAMINING 
METEOROIDAL IMPACT HYPOTHESIS A66-29262 

INAPPLICABILITY OF BALDWIN RELATION FOR 
DETERMINING CAUSES OF LUNAR CRATER FORMATION 

A66-29974 

PECULIARITIES OF DISPERSION OF MATTER RESULTING 
FROM METEORITE IMPACT ON LUNAR SURFACE AS 
EXPLANATION OF CONCENTRIC NATURE OF STRUCTURE OF 
CRATER A66-35284 

TOPOGRAPHY AND EVOLUTION OF LUNAR CRATERS - 
METEORITIC IMPACT - SELENOGRAPHY 

NASA—TM—X—56115 N66-15425 

INAPPLICABILITY OF BALDWINS CORRELATION TO 
DETERMINATION OF LUNAR CRATER FORMATION 
JPRS-33897 N66-16319 

GEOGRAPHIC AND GEOLOGIC METHODS OF STUDYING 
LUNAR SURFACE ANO METEORITIC STRUCTURE THEORY 
NASA—TT-F-8834 N67-10190 

METEORITIC DUST 

MAGNETIC SPHERULES IN SILURIAN AND PERMIAN SALT 
SAMPLES SUGGEST CONSTANT METEORIC INFLUX USEFUL IN 
DETERMINATION OF LUNAR SURFACE AGE 

A66-42435 

FREE DUST MODEL, METEORITIC BOMBARDMENT, AND 
SINTERING STUDIES TO DETERMINE STRUCTURE OF 
LUNAR DUST LAYER 

TG-12 N66-16177 

METEORITIC MICROSTRUCTURE 

BRONZITE AND HYPERSTHENE CHONDRITES, EVALUATING 
LUNAR OR ASTEROIDAL ORIGIN A66-23903 

MICROBIOLOGY 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST AND INORGANIC, 
ORGANIC, ANO MICROBIOLOGICAL CONTAMINANTS 
NASA—CR-65342 N66-25575 

MICROELECTRONICS 

STUDY OF ANOMALOUS PHOTOVOLTAGES, CROSSED FIELD 
POLARIZATION, MICROELECTRONICS FOR LOGIC 
CIRCUITS, AND LUNAR SURFACE STUDY 

N66-17461 

MICROMETEORITE 

CENTIMETER- AND MILLIMETER SCALE ROUGHNESS OF 
LUNAR SURFACE PRODUCED BY MICROMETEORITE IMPACT 

A67-10893 

MICROMETEOROID 

BEHAVIOR OF POSTULATED LUNAR SURFACE MATERIALS DUE 
TO ENVIRONMENTAL HIGH VACUUM, EXAMINING 
MICROMETEOROID IMPACT AND SOLAR RADIATION EFFECT 

A66-38506 

MICROSTRUCTURE 

MUONG NONG TEKTITE MICROSTRUCTURAL AND CHEMICAL 
ANALYSIS TO DETERMINE LUNAR STRUCTURE 

N66-31456 

MICROWAVE 

TWO-LAYER MODEL, WITH TRANSPARENT OR 
SEMITRANSPARENT SURFACE LAYER, FOR LUNAR 
SURFACE, BASED ON MICROWAVE OBSERVATIONS OF 
LUNAR THERMAL RADIATION N66-28657 
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SUBJECT INDEX 


MORPHOLOGY 


MICROWAVE RADIATION 

ENGINEERING INFORMATION ON RADOME USED FOR THERMAL 
AND MICROWAVE OBSERVATIONS OF MOON AND VENUS 

N66-28660 

TWO-LAYER MODEL OF LUNAR SURFACE ANALYZED, USING 
CRITERIA OF TRANSPARENCY TO MICROWAVE RADIATION 

A67-11700 

MINERAL 

RECOVERY OF WATER FROM ROCKS AND MINERALS ON LUNAR 
SURFACE N66-355IO 

MINERALOGY 

MAGNETIC SPHERULES IN SILURIAN AND PERMIAN SALT 
SAMPLES SUGGEST CONSTANT METEORIC INFLUX USEFUL IN 
DETERMINATION OF LUNAR SURFACE AGE 

A66-42435 

MINING 

LUNAR COMPOSITION, AND POSSIBILITIES OF EXPLOITING 
LUNAR NATURAL RESOURCES 

RM-305J N66-26954 

LOGISTIC BURDEN MODEL FOR LUNAR MINING OF LIFE 
SUPPORT AND PROPELLANT SUBSTANCES 

N66-35514 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA-CR-77720 N66-35767 

MISSION PLANNING 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING ANO 
ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA-TM-X-57274 N66-18666 

MISSION FOR SURVEYING AND MAPPING LUNAR SURFACE 
NASA-CR-75417 N66-27535 

PROPOSED EXPERIMENTS, DEVELOPMENT OF EQUIPMENT AND 

INSTRUMENTS, AND MISSION SUPPORT STUDIES FOR 
LUNAR EXPLORATION N66-28773 

COMPOSITIONAL AND CONTOUR MAPPING OF LUNAR SURFACE 

DURING LUNAR ORBITAL SURVEY MISSION 

N66-28774 


NASA—TM—X—55468 N66-25371 

LUNAR COMPOSITION, AND POSSIBILITIES OF EXPLOITING 
LUNAR NATURAL RESOURCES 

RM-305J N66-26954 

PHYSICAL CONDITIONS ON MOON AND EFFECT ON RADIO 
EMISSIONS 

NASA—TT—F—8837 N66-27192 

MEASUREMENT AND REDUCTION METHODS USEO IN CHARTING 
MOON AND POTENTIAL LUNAR LANDING SITES, AND 
DERIVATION OF LUNAR COORDINATES 

ACIC—TP—15 N66-28260 

RADIO OBSERVATION OF THERMAL RADIATION INTENSITIES 
FROM MOON AND VENUS FOR SURFACE TEMPERATURE 
DETERMINATION 

NASA—CR—75313 N66-28655 

ENGINEERING INFORMATION ON RADOME USED FOR THERMAL 
AND MICROWAVE OBSERVATIONS OF MOON AND VENUS 

N66-28660 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA—CR-67369 N66-30438 

OBSERVATIONS OF MOON, VENUS, MARS, AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA—CR-76I42 N66-31446 

THEORIES, DATA, AND CALCULATIONS CONCERNING 
LUNAR EVOLUTION N66-31453 

INHOMOGENEOUS AND NONDIFFERENTIATED MODEL OF 
LUNAR INTERIOR N66-31454 

THERMAL HISTORY AND MEAN DENSITY EVALUATIONS 
FOR MOON, MARS, AND EARTH TO ACCOUNT FOR 
INNER PLANET INTERNAL STRUCTURE DIFFERENCES 

N66-31455 

ANNOTATED BIBLIOGRAPHY ON SURFACE CHARACTERISTICS 
OF MOON, MARS, AND VENUS 

ATO—66—53 N66-32568 


MOLECULAR STRUCTURE 

SURFACE OF MOON COMPOSED OF SOLID MATERIAL WITH 
DIFFERENT PHYSICAL PROPERTIES FROM TERRESTRIAL 
ROCK A66-20173 

MOON 

LUNAR MOTION ANO SHAPE, REVIEWING OBSERVATIONAL 
AND THEORETICAL WORK OF VARIOUS OBSERVATORIES AND 
LABORATORIES A66-32024 

LEGAL STATUS OF MOON AND CELESTIAL BODIES 

A66-362I3 

MATHEMATICAL THEORY DESCRIBING INTERNAL LUNAR 
STRUCTURE - SELENOLOGY AND LUNAR GEOLOGY 
01-82-0466 N66-15700 


LUNAR STRUCTURE AS DEDUCED FROM MUONG NOUNG 
TEKTITES - PROBABILITY OF LUNAR ORIGIN 
NASA-TN-D—3564 N66-32956 

CATALOG OF LUNAR CRATERS IN FOURTH QUADRANT 
NASA—CR—78466 N66-38712 

MASSES OF MOON AND VENUS AND ASTRONOMICAL UNIT 
DETERMINED FROM MARINER II DOPPLER DATA, NOTING 
SOURCES OF ERROR A67-16575 

REVIEW OF HYPOTHESES ON ORIGIN OF MOON 
UCSD-34P43-5 N67-10731 

POSSIBLE STRUCTURE OF SURFACE LAYER OF MOON 
NASA—CR—80579 N67-13234 


PHOTOMETRY AND POLARIMETRY OF MOON AND RELATION 

TO PHYSICAL PROPERTIES OF LUNAR SURFACE 

NASA-CR-70713 N66-19648 


MOON-EARTH TRAJECTORY 

INITIAL ORBITAL ELEMENTS OF MOON-EARTH TRAJECTORY 
FOR LUNAR DUST OR CHUNKS EJECTED FROM SURFACE 
NASA—TM—X—55521 N66-30344 


RECORDING AND ANALYSIS METHODS FOR RESULTS OF TWO 
ANNULAR SOLAR ECLIPSES 

LR—18858 N66-20584 


GEOCENTRIC INITIAL CONDITIONS FOR MOTION OF BODIES 
LEAVING MOON SURFACE AFTER INITIAL INSTANTANEOUS 
THRUST A67-10387 


INTERPLANETARY SPACE BIBLIOGRAPHY ON MOON AND 
VENUS STUDIES N66-21161 


POSSIBLE LUNAR ORIGIN OF TEKTITES 

NASA-TM—X-56663 N66-22235 


MOONWATCH PROGRAM 

DEVELOPMENT OF MOON- BLINK DETECTOR, AND LUNAR 

TELESCOPIC COLOR SURVEILLANCE PROGRAM 

NASA—CR—630 N66-39543 


CHRONOLOGICAL LISTING OF OBSERVED AND RECORDED 
EVENTS ON LUNAR SURFACE FROM 5 MARCH 1587 TO 
15 NOVEMBER 1965 

NASA-TM-X—55470 N66-24927 


MORPHOLOGY 

LUNAR SURFACE MATERIALS AND CRATER MORPHOLOGY FROM 
RANGER IX PHOTOGRAPHS N66-25050 

MORPHOLOGICAL CLASSIFICATION OF LUNAR MATERIALS IN 
MARE TRANQUILLITATIS FROM HIGH RESOLUTION 
RANGER VIII PHOTOGRAPHS N66-25058 


HISTORICAL REVIEW OF LUNAR SURFACE EVENTS FROM 
5 MARCH 1587 TO 15 NOVEMBER 1965 - CORRELATION 
TO EARTH TIDAL ACTION 
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MOUNTAIN 


SUBJECT INDEX 


INAPPLICABILITY OF BALDWIN CORRELATION FOR 
DETERMINING CAUSES OF LUNAR CRATER EMERGENCE 
NASA-CR-79089 N66-39994 

MOUNTAIN 

RELATIVE OEPTHS OF LUNAR RING MOUNTAINS AND 
CRATERS IN MARE NUBIUM - COMPARISON OF BALDWIN 
FORMULA AND SPACECRAFT PHOTOGRAPHS 

T-457-R N66-28217 

MULTILAYER STRUCTURE 

LAYEREO STRUCTURE MODEL FOR LUNAR SURFACE BASED ON 
THERMAL RADIATION OBSERVATIONS N66-28656 

TWO-LAYER MODEL, WITH TRANSPARENT OR 
SEMITRANSPARENT SURFACE LAYER, FOR LUNAR 
SURFACE, BASED ON MICROWAVE OBSERVATIONS OF 
LUNAR THERMAL RADIATION N66-28657 


N 

NASA PROGRAM 

ABSTRACTS ANO DISCUSSION OF TOPICS INCLUDED IN 
NASA CONFERENCE ON CELESTIAL MECHANICS 
NASA-TM-X-57856 N66-35017 

NAVIER—STOKES EQUATION 

VISCOSITY DISTRIBUTION WITHIN MOON ANALYZED, 

USING NAVIER- STOKES AND CONTINUITY EQUATIONS, 
ABNORMAL INERTIA MOMENT EXPLAINED, MARIA AND 
CONTINENT DISTRIBUTION EXAMINED FOR UNDERSTANDING 
INTERNAL STATE OF MOON A66-38030 

NAVIGATION SYSTEM 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 

NEUTRON ACTIVATION 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28I05 

NEUTRON ACTIVATION ANALYSIS OF SI, FE, AL, MG 
AND 0 CONTENT OF LUNAR AND PLANETARY SURFACES 

A67-16546 

NEUTRON ACTIVATION ANALYSIS OF GRAINS FROM 
ENSTATITE ACHONDR1TE METEORITES - EFFECT OF 
PROTON DAMAGE ON LUMINESCENCE SPECTRA OF VARIOUS 
METEORITE CLASSES - LUNAR LUMINESCENCE 
AFCRL—TR-66—665 N67-14281 

NEUTRON FLUX 

ESTIMATES OF NEUTRON FLUX ON LUNAR SURFACE INDUCED 
BY SOLAR FLARE PROTONS 

RE-253J N66-27972 

NEUTRON SCATTERING 

LUNAR AND PLANETARY SURFACE ELEMENTAL ANALYSIS 
TECHNIQUE BY ANALYSIS OF GAMMA RAYS RESULTING FROM 
INELASTIC SCATTERING OF NEUTRONS 

A67-16545 

NEWCOMB DERIVATIVE 

NEWCOMB DERIVATIVE FOR CORRECTION OF LUNAR CRATER 
EQUINOX VALUE N66-24375 

O 

OLIVINE 

GABBRO, SERPENTINE, ANO ARTIFICIAL OLIVINE 
ANALYSES AND PETROGRAPHIC PROPERTIES OF CAST AND 
FORMED GEOMETRIC SHAPES 

NASA-CR—81339 N67-16619 

OMNIDIRECTIONAL ANTENNA 

SMALL OMNIDIRECTIONAL ANTENNA FOR PETRONOMETRIC 
STUDY OF MOON SURFACE 

NASA-CR-66091 N66-24383 

OPTICAL BEAM SCANNING 

I R AND VISIBLE IMAGES OF ECLIPSED MOON MADE FROM 
SCAN DATA AND MAGNETICALLY RECORDED ANALOG SIGNALS 
FROM OBSERVATION OF TOTAL LUNAR ECLIPSE ON 
DECEMBER 19, 1964 A67-14741 


OPTICAL EQUIPMENT 

FEASIBILITY OF ADAPTING OPTICAL ASTRONOMY PACKAGE 
TO APOLLO APPLICATION PROGRAM MISSIONS ON 
LUNAR SURFACE 

NASA-TM—X-53496 N67-10864 

OPTICAL INSTRUMENT 

DESIGN AND ANALYSIS OF SOLID AND HOLLOW CUBE 
CORNER REFLECTORS WHICH, WHEN PLACED ON LUNAR 
SURFACE, WILL BE USED IN CONNECTION WITH EARTH 
LASER SYSTEM FOR SELENODETIC STUDIES 
AFCRL-66-563 N67-15043 

OPTICAL POLARIZATION 

BRIGHTNESS AND POLARIZATION OF REFLECTED LIGHT 
FROM LAVA SAMPLES AND COMPARISON WITH LUNAR 
SURFACE DATA N67-16107 

OPTICAL PROPERTY 

OBJECTIONS TO GEHRELS MODEL EXPLAINING 
OBSERVATIONS ON WAVELENGTH DEPENDENCE OF OPTICAL 

PROPERTIES OF LUNAR SURFACE A66-29260 

OPTICAL PHOTOMETRIC PROPERTIES OF LUNAR SURFACE, 
DISCUSSING BRIGHTNESS EFFECTS, SOLAR WIND, ALBEDO, 
REFLECTIVITY, 8ACKSCATTER, CHEMICAL COMPOSITION, 
ION BOMBARDMENT EFFECTS, ETC A66-35444 

PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES 

NASA-CR-65365 N66-27054 

SPUTTERING EFFECTS ON SURFACE OF MOON, AND 
MODIFICATION OF OPTICAL PROPERTIES BY SOLAR-WIND 
BOMBARDMENT 

NASA-CR-75697 N66-28482 

SPECTROPHOTOMETRIC COMPARISON OF LUNAR SURFACE ANO 

EARTH VOLCANIC DEPOSITS 

T-R-588 N66-29813 

SPECTROPHOTOMETRY AND POLARIMETRY OF LUNAR 
REGIONS, OPTICAL PROPERTIES OF ATMOSPHERE AND 
SURFACE OF MARS, AND COHETARY TAILS 
NASA-TT-F-382 N66-33526 

LIGHT POLARIZATION OBSERVATIONS FOR DETERMINING 
OPTICAL CHARACTERISTICS OF LUNAR MATERIAL 

N66-33527 

COMPUTER STUDY TO DETERMINE EFFECT OF BALLOON 
FOOTPRINT AND OPTICAL CHARACTERISTICS ON 
MATERIAL TEMPERATURES OF SPHERE ON LUNAR SURFACE 
FOR HIGH NOON CONDITION 

NASA-CR—66166 N66-36783 

OPTICAL RADAR 

MOON SHAPE DETERMINED BY MEASURING DISTANCE FROM 
LUNAR SURFACE POINTS TO LUNAR CENTER OF MASS, 

USING OPTICAL LASER RA0AR A66-22964 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-16015 

OPTICAL REFLECTIVITY 

DIFFUSELY REFLECTING SURFACES FOR SIMULATING 
BRIGHTNESS OF LUNAR SURFACES, NOTING PRONOUNCED 
RISE OF REFLECTIVITY AT SMALL PHASE ANGLES 

A66-30929 

OPTICS 

IONOSPHERIC SOUNDING - FARADAY ROTATION, ELECTRON 
DENSITY, DIURNAL VARIATIONS, AND LUNAR SURFACE 
REFLECTIONS 

REPT.-7 N66-15601 

ORBITAL ELEMENT 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 
LUNAR MOTION AND ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

INITIAL ORBITAL ELEMENTS OF MOON-EARTH TRAJECTORY 
FOR LUNAR DUST OR CHUNKS EJECTED FROM SURFACE 
NASA-TM-X-55521 N66-30344 

ORGANIC MATERIAL 

INDIGENOUS ORGANIC MATTER ON MOON BY COMPARING 
GILVARRY AND SAGAN THEORIES A66-33006 
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SUBJECT INDEX 


PHOTOGRAPH INTERPRETATION 


ORIGIN 

STUDY OF DYNAMICAL HISTORY OF EARTH-MOON SYSTEM* 
LUNAR GEOLOGY* AND GEOPHYSICAL DISCOVERIES BY 
SATELLITES TO DETERMINE ORIGIN OF MOON 
NASA-TM-X-56134 N66-15236 

REVIEW OF HYPOTHESES ON ORIGIN OF MOON 
UCSD-34P43-5 N67-10731 

OXYGEN PRODUCTION 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 
OXYGEN FROM METALLIC SILICATES FOUND ON MOON 
AICE PREPRINT 46C A66-39895 

P 

PANORAMIC SCANNING 

SCIENTIFIC EVALUATION OF TELEVISION PANORAMAS FROM 
LUNAR SURFACE STATION 

NASA-CR-80180 N67-12202 


GABBRO, SERPENTINE, AND ARTIFICIAL OLIVINE 
ANALYSES AND PETROGRAPHIC PROPERTIES OF CAST AND 
FORMED GEOMETRIC SHAPES 

NASA-CR—81339 N67-16619 

PETROLOGY 

GEOLOGIC MAPPING OF LUNAR SURFACE, CRATER 
PHENOMENOLOGY, AND PETROLOGY OF EXTRATERRESTRIAL 
MATERIAL 

NASA—CR—71419 N66-21635 

SPECTROPHOTOMETRIC COMPARISON OF LUNAR SURFACE AND 
EARTH VOLCANIC DEPOSITS 

T-R-588 N66-29813 

PROCESSES OF LUNAR IGNEOUS ROCK DIFFERENTIATION 
NASA—TM—X—54903 N66-33169 

PETROLOGIC PROCESSES IN LUNAR IGNEOUS ROCKS AND 
LUNAR LOGISTICS N66-35511 


PARTICLE FLUX 

PRIMARY COSMIC RADIATION IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY LUNA X ORBITER 

A67-16053 

PARTICLE INTENSITY 

LUNAR SURFACE IDEAL FOR THERMAL NEUTRON, MOLECULAR 

AND ATOMIC BEAM MEASUREMENTS A66-18768 

PARTICLE TRAJECTORY 

GEOCENTRIC INITIAL CONDITIONS FOR MOTION OF BODIES 
LEAVING MOON SURFACE AFTER INITIAL INSTANTANEOUS 
THRUST A67-10387 

PARTICULATE FILTER 

EVIDENCE FOR PARTICULATE MATTER IN SPACE AND ITS 

POTENTIAL ACCRETION RATE BY MOON AND EARTH 

TG-10 N66-16175 

PATTERN RECOGNITION 

PATTERN RECOGNITION SYSTEMS FOR CLASSIFICATION 
OF LUNAR TERRAIN 

NASA-CR-79109 N66-39924 

PENETRATING PARTICLE 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-41410 

PENETROMETER 

ACCEPTANCE TESTS OF PENETROMETER FOR MEASURING 
PENETRATION RESISTANCE OF LUNAR SURFACE MATERIAL 
NASA-CR-74242 N66-23761 


PHASE ANGLE 

THEORETICAL MODELS FOR LUNAR BRIGHTNESS AT SMALL 

PHASE ANGLES AND POLARIZATION OF MOONLIGHT 

TG-8 N66-16173 

PHOTOELECTRIC APPARATUS 

PHOTOELECTRIC SPECTROMETER OBSERVATIONS OF LUNAR 
LUMINESCENCE EXCITATION BY SOLAR ACTIVITY ON 
LUNAR SURFACE 

AFCRL—65—772 N66-15854 

PHOTOELECTRIC PHOTOMETRY 

LUMINESCENCE TIME VARIATION MEASUREMENTS OF LUNAR 
SURFACE MATERIAL USING THREE COLOR PHOTOELECTRIC 
PHOTOMETRY 

AFCRL-66-14 N66-22781 

RED-GREEN- IR THREE-BEAM HIGH RESOLUTION 
PHOTOELECTRIC PHOTOMETRY DURING LUNAR ECLIPSE FOR 
LUNAR COLORIMETRIC STUDIES A67-14735 

PHOTOGRAMMETRY 

PHOTOGRAMMETRIC REDUCTION OF RANGER BLOCK III 
STEREOSCOPIC LUNAR SURFACE PHOTOGRAPHS 

N66-25053 

MEASUREMENT AND REDUCTION METHODS USED IN CHARTING 
MOON ANO POTENTIAL LUNAR LANOING SITES, AND 
DERIVATION OF LUNAR COORDINATES 

ACIC— TP-15 N66-28260 

PHOTOGRAPH 

RANGER VII PHOTOGRAPHS OF MOON IN DETERMINING 
SITE FOR LANDING PHASE OF APOLLO PROJECT 

N66-23051 


PENETROMETERS FOR INVESTIGATING PHYSICAL 

PROPERTIES OF LUNAR SURFACE PHOTOGRAPH INTERPRETATION 

NASA-TM-X-54872 N66-33167 LUNA 9 TV PHOTOGRAPHS OF MOON 

A66-23916 


PENETROMETER FOR MEASURING LUNAR SURFACE 

CHARACTERISTICS FOR FIRST APOLLO LANDING LUNA IX IMAGING SYSTEM AND ANALYSIS OF PICTORIAL 

NASA-CR-66178 N66-36345 DATA OF LUNAR SURFACE A66-28741 


OMNIDIRECTIONAL PENETROMETER FOR LUNAR SURFACE 
PARAMETRIC IMPACT TESTING AND CERTIFICATION OF 
SAFE SOFT-LANDING SITE FOR APOLLO LEM 

A67-11123 

PERIODIC FUNCTION 

MEASURING LUNAR HEAT FLOW AT SURFACE OR IN SHALLOW 
HOLE - STUDY OF STEADY PERIODIC TEMPERATURES, 
STEADY STATE FLUX PERTURBATION, AND BLANKET 
MEASUREMENT METHOD 

NASA-CR-69267 N66-15434 


CRATERS ON MARS FRCM MARINER IV PICTURES, 
SHOWING NO EVIDENCE OF PRIMEVAL CRATER AND 
ANALYZING AEOLIAN EROSION A66-30629 

GEOGRAPHIC AND TOPOGRAPHY FEATURES OF LUNAR CRATER 
CARAMUEL BASED ON 1965 PHOTOGRAPHS 

A66-35245 

SELENOGRAPHIC AND GEOLOGIC INTERPRETATIONS OF 
LUNAR PHOTOGRAPHS FROM RANGER BLOCK III 
NASA—CR—74894 N66-25046 


PETROGRAPHY 

SMALL OMNIDIRECTIONAL ANTENNA FOR PETRONOMETRIC 
STUDY OF MOON SURFACE 

NASA-CR-66091 N66-24383 

DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 

SHEAR STRENGTH, GEOLOGY, AND PETROGRAPHY OF 
MATERIALS REPRESENTATIVE OF LUNAR SOIL 
NASA-CR-65502 N66-37366 

PETROGRAPHY ANO GEOLOGY OF ASH SITES IN 
CALIFORNIA FOR INTERPRETING LUNAR TERRAIN 

N66-37373 


LUNAR TOPOGRAPHIC INTERPRETATION OF RANGER BLOCK 
III PHOTOGRAPHS N66-25047 

LOW RIDGE AND TROUGH PATTERN ON LUNAR SURFACE 
INTERPRETED FROM RANGER BLOCK III PHOTOGRAPHS 

N66-25052 

MORPHOLOGICAL CLASSIFICATION OF LUNAR MATERIALS IN 
MARE TRANQUILLITATIS FROM HIGH RESOLUTION 
RANGER VIII PHOTOGRAPHS N66-25058 

INTERPRETATION OF RANGER VIII AND IX 
PHOTOGRAPHS 
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N66-31447 


PHOTOGRAPHIC MEASUREMENT 


SUBJECT INDEX 


FINE STRUCTURE AND GEOLOGICAL ANALYSIS OF LUNAR 
SURFACE FROM RANGER VIII AND IX PHOTOGRAPHS 

N66-31449 

PATTERN RECOGNITION SYSTEMS FOR CLASSIFICATION 
OF LUNAR TERRAIN 

NASA-CR—79109 N66-39924 

LUNAR CRATER PHOTOGRAPHS OBTAINED BY RANGER VIII 
AND IX COMPARED WITH THOSE OF LABORATORY CRATERS 
OVERLAIN WITH GRANULAR MATERIAL, FOR DEPTH 
INTERPRETATION A67-11459 

INTERPRETATIONS OF LUNAR CRATER EROSION OTHER THAN 
USED BY JAFFE FROM RANGER VII PICTURES 

A67-11860 

RANGER VII PHOTOGRAPHIC INTERPRETATION AND LUNAR 
SURFACE STRUCTURES A67-16714 

WALL OF LARGE CIRCULAR FORMATION ON MOON SHOWN 
ON ORBITER PHOTOGRAPHS AS CONVEX BODY 
RESEMBLING FLOW OF VISCOUS LAVA 

A67-17202 

GRAPHIC INTERPRETATION OF LUNA-9 PANORAMAS 
OF LUNAR SURFACE 

JPRS-38792 N67-12005 

LUNAR MARE OATA FROM COLOR PHOTOGRAPHS OF RANGER 
VII 

NASA-CR-81160 N67-15400 

PHOTOGRAPHS AND INTERPRETED DRAWINGS OF WEST LUNAR 

LIMB N67-16104 

PHOTOGRAPHIC MEASUREMENT 

LUNAR CRATER DISTRIBUTION MEASUREMENT FROM RANGER 

VII PHOTOGRAPHIC DATA ANALYSIS, DERIVING 
APPROXIMATE EXPRESSION FOR SECONDARY DISTRIBUTION 

A66-19417 

LUNAR LUMINESCENCE AND PHOTOGRAPHIC OBSERVATION 
TECHNIQUES, NOTING SOLAR ACTIVITY EFFECT 

A66-33010 

RELATIVE DEPTHS OF LUNAR RING MOUNTAINS AND 
CRATERS IN MARE NUBIUM - COMPARISON OF BALDWIN 

FORMULA AND SPACECRAFT PHOTOGRAPHS 
T-457-R N66-28217 

LUNAR PHOTOGRAPHIC MEASUREMENT REDUCTION INTO 
REFRACTION FREE CARTESIAN AND POLAR COORDINATES 
AD-634501 N66-34195 

LUNAR PHOTOGRAPHIC DATA REDUCTION INTO REFRACTION 
FREE CARTESIAN COORDINATES N66-34196 

REFRACTION FREE CARTESIAN AND POLAR COORDINATE 
MEASUREMENTS ON LUNAR PHOTOGRAPH 

N66-34197 

LEAST SQUARES METHOD OF COMBINING LUNAR PHOTOGRAPH 
MEASUREMENTS TO COMPUTE SELENODETIC COORDINATES 
USING LIBRATIONS N66-34198 

STATISTICAL TECHNIQUES FOR COMPUTER ANALYSIS OF 
MICROPHOTOMETRIC MEASUREMENTS TAKEN ON 
FULL-MOON PHOTOGRAPHIC PLATE N66-35605 

LUNAR DISK COLOR INDEX DERIVATION BY APPLYING 
METHOD OF PHOTOGRAPHIC PHOTOMETRY IN UV AND IR 

SPECTRAL REGIONS A67-12493 

MICROMETRIC MEASUREMENT OF ABSOLUTE ANO RELATIVE 
HEIGHTS OF 163 UNOBTRUSIVE POINTS ON LUNAR 
SURFACE, COMPARING VALUES OF MAEDLER, SCHMIDT 
AND U.S. ARMY MAP SERVICE A67-15177 

PHOTOGRAPHIC RECORDING 

RECORDING AND ANALYSIS METHODS FOR RESULTS OF TWO 
ANNULAR SOLAR ECLIPSES 

LR-18858 N66-20584 

LUNA-9 SOFT LANDING ON MOON, PHOTOGRAPHIC 
RECORDING, AND RADIO TRANSMISSION 

NASA-CR-76466 N66-31891 

LUNAR LANDING SITES FROM PHOTOGRAPHIC 


RECONNAISSANCE BY LUNAR ORBITER II 

A67-I6154 

PHOTOMETRY 

BEARING STRENGTH OF LUNAR SURFACE, OPTICAL 
PROPERTIES SUGGEST ROCK PARTICLES WHICH MAINTAIN 
HIGH POROSITY BY INTERPARTICLE ADHESION 

A66-I6788 

PHOTOMETRIC METHOD FOR DERIVING LUNAR SURFACE 
ELEVATION INFORMATION FROM SINGLE PICTURE 

A66-25603 

VACUUM UPWELLINGS OF SIMULATED BASALT ANO GRANITE 
MAGMA, SHOWING CORRELATION WITH LUNAR SURFACE BY 
PHOTOMETRY A66-38025 

PHOTOMETRY ANO POLARIMETRY OF MOON ANO RELATION 
TO PHYSICAL PROPERTIES OF LUNAR SURFACE 
NASA-CR-70713 N66-I9648 

SPECTRAL AND SUSPENDED PARTICLE PHOTOMETRY ANO 
GEOMETRY OF BACKSCATTERING SURFACES IN STUOY ON 
PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES 

NASA-CR-65263 N66-20989 

TOP SOIL BLANKET IN VICINITY OF TERRESTRIAL 
VOLCANOES PHOTOMETRICALLY STUOIEO IN EFFORT TO 
FIND EQUIVALENT IN LUNAR SURFACE LAYER 
NASA-TT-F-9322 N66-24907 

PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES 

NASA-CR-65365 N66-27054 

PHOTOMETRY AND POLARIMETRY OF THE MOON AND THEIR 
RELATIONSHIP TO PHYSICAL PROPERTIES OF LUNAR 
SURFACE 

NASA-CR—76695 N66-32300 

RELATIONSHIP BETWEEN PHOTOMETRIC DATA AND 
GEOMETRY OF BACKSCATTERING SURFACES OF MOON 

N66-35508 

PHOTOMETRIC TO DETERMINE LUNAR SLOPES ON BASIS OF 
DARKENING OF SHADOWS N66-35597 

LUNAR MODEL WHICH SIMULATES TOPOGRAPHIC AND 
PHOTOMETRIC CHARACTERISTICS OF LUNAR SURFACE 
NASA-CR-66176 N66-38493 

PHOTOVOLTAGE 

STUDY OF ANOMALOUS PHOTOVOLTAGES, CROSSED FIELD 
POLARIZATION, MICROELECTRONICS FOR LOGIC 
CIRCUITS, AND LUNAR SURFACE STUDY 

N66-17461 

PHYSICAL PROPERTY 

PHOTOMETRY AND POLARIMETRY OF MOON AND RELATION 
TO PHYSICAL PROPERTIES OF LUNAR SURFACE 
NASA-CR-70713 N66-19648 

PHYSICAL PROPERTIES OF SURFACE AND NEAR SURFACE 
IN SITU MATERIAL BY ENGINEERING ANO GEOPHYSICAL 
TECHNIQUES FOR POSSIBLE LUNAR SURFACE ANALOGS 
NASA-CR-65320 N66-22886 

ENGINEERING-GEOPHYSICAL PROPERTIES OF SURFACE AND 
NEAR SURFACE ROCK MATERIALS FROM SELECTED 
TERRESTRIAL GEOLOGIC ENVIRONMENTS AS POSSIBLE 
LUNAR ANALOGS FOR APOLLO LANDING SITES 

N66-22888 

SURVEYOR INSTRUMENTATION FOR MEASURING PHYSICAL 

PARAMETERS ON AND BENEATH LUNAR SURFACE 

NASA—CR-74296 N66-23653 

PHYSICAL CONDITIONS ON MOON AND EFFECT ON RADIO 
EMISSIONS 

NASA-TT-F-8837 N66-27192 

PHOTOMETRY AND POLARIMETRY OF THE MOON AND THEIR 
RELATIONSHIP TO PHYSICAL PROPERTIES OF LUNAR 
SURFACE 

NASA-CR-76695 N66-32300 

PENETROMETERS FOR INVESTIGATING PHYSICAL 
PROPERTIES OF LUNAR SURFACE 
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POLARIMETRY 


NASA-TM-X-54872 N66-33167 

CORRELATION OF PHYSICAL PROPERTY LABORATORY AND 
IN SITU ANALOG MEASUREMENTS OF LUNAR SOIL 

N66-37368 

PLANET 

TERRESTRIAL OBSERVATIONS OF LUNAR AND PLANETARY 
ELECTROMAGNETIC RADIATIONS AND CHEMICAL- 
MINERALOGICAL COMPOSITION, AND SPACE PROBE DATA 
AND INSTRUMENTATION 

NASA-SP-99 N66-23475 

PLANETARY ATMOSPHERE 

REMOTE MEASUREMENT OF TRACE AMOUNTS OF VAPORS IN 
LUNAR AND PLANETARY ATMOSPHERES AS INDICATOR OF 
BIOLOGIC AND GEOLOGIC SURFACE CONDITIONS 

A66-21532 

RAPID REMOTE SENSING METHOD USING IR SPECTRUM 
MATCHING FOR DETERMINING MATERIAL COMPOSITION FROM 
BOTH TERRESTRIAL AND EXTRATERRESTRIAL SOURCES 

A66-34013 

SPECTROSCOPIC OBSERVATION AND SPECTRAL ANALYSIS OF 
ASTRONOMICAL DATA ON PLANETARY ATMOSPHERE, LUNAR 
SURFACE AND RADIO EMISSION 

NASA-TT-F-8881 N66-29398 

OBSERVATIONS OF MOON, VENUS, MARS, AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA-CR-76142 N66-31446 

PLANETARY EXPLORATION 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA-CR-77720 N66-35767 

PLANETARY MASS 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA-CR-67369 N66-30438 

MASSES OF MOON AND VENUS AND ASTRONOMICAL UNIT 
DETERMINED FROM MARINER II DOPPLER DATA, NOTING 
SOURCES OF ERROR A67-16575 

PLANETARY MOTION 

HARMONICS OF ABSOLUTE LUNAR ELEVATIONS, DISCUSSING 
STABILITY CRITERIA AND SPHERICAL HARMONIC ANALYSIS 
OF GEOMETRIC FIGURE OF MOON A66-33019 

PLANETARY ORBIT 

MINOR PLANETS, PLANETARY ORBITS, LUNAR LI BRAT ION, 
AND STORMER THEORY OF DIFFERENTIAL EQUATIONS 
TREATED IN THEORETICAL ASTRONOMY BULLETIN - 
U.S.S.R. N66-37853 

PLANETARY ORIGIN 

EARLY LUNAR CRATERING, CIRCUMTERRESTRIAL SWARM AS 
HYPOTHETICAL ORIGIN OF PLANETESIMALS 

A66-38026 

PLANETARY RADIATION 

CHARACTERISTICS OF LUNAR RADIO EMISSION 
CONSIDERED, TAKING INTO ACCOUNT AVERAGING EFFECT 
OF ANTENNA RADIATION PATTERN A66-32237 

PLANETARY SURFACE 

LUNAR AND PLANETARY SURFACES INVESTIGATED FROM 
THERMAL RADIATION STANDPOINT A66-20114 

LUNAR AND PLANETARY TERRAIN ROUGHNESS IN TERMS OF 
CURVATURE STATISTICS, BASED ON RANGER VII AND 
BONITA LAVA FLOW CONTOUR MAP ANALYSIS 
AIAA PAPER 65-389 A66-21955 

NONDISPERSIVE X-RAY SPECTROMETER FOR REMOTE 
GEOCHEMICAL ANALYSIS OF LUNAR OR PLANETARY 
SURFACES A66-23694 

RADAR MAPS OF MOON AND PLANETS USING BISTATIC 
CONTINUOUS WAVE MODE OF RADAR OPERATION BETWEEN 
ORBITING SPACECRAFT AND GROUND STATION 

A66-2489I 


ENVIRONMENTAL TEST CRITERIA FOR LUNAR AND 
PLANETARY SOILS, DISCUSSING PARTICLE SIZE, CLAY, 
HYDROTHERMAL ALTERATION, COHESION, ACHESION, 

VACUUM AND TEMPERATURE EFFECTS, ETC 

A66-28179 

FAR INFRARED SPECTRA OF SILICATE MATERIALS FOR 
REMOTE SENSING OF LUNAR OR PLANETARY SURFACE 
COMPOSITION 

NASA—CR—75289 N66-26874 

RADIO OBSERVATION OF THERMAL RADIATION INTENSITIES 

FROM MOON AND VENUS FOR SURFACE TEMPERATURE 
DETERMINATION 

NASA—CR—75313 N66-28655 

RADIO AND THERMAL EMISSION DATA ANALYSIS FOR 

PLANETARY AND LUNAR SURFACE INVESTIGATIONS 

N66-31451 

SPECTROPHOTOMETRY AND POLARIMETRY OF LUNAR 
REGIONS, OPTICAL PROPERTIES OF ATMOSPHERE AND 
SURFACE OF MARS, AND COMETARY TAILS 
NASA—TT—F—382 N66-33526 

V HF RADAR TECHNIQUES FOR DETECTING AND MAPPING 
SUBSURFACE DISCONTINUITIES SUCH AS SOLID LAYERING, 
ROCK INTERFACES AND ORE DEPOSITS IN LUNAR AND 
PLANETARY SURFACES A67-10324 

LUNAR AND PLANETARY SURFACE ELEMENTAL ANALYSIS 
TECHNIQUE BY ANALYSIS OF GAMMA RAYS RESULTING FROM 
INELASTIC SCATTERING OF NEUTRONS 

A67-16545 

NEUTRON ACTIVATION ANALYSIS OF SI, FE, AL, MG 
AND 0 CONTENT OF LUNAR AND PLANETARY SURFACES 

A67-16 546 

TOPOGRAPHIC INFORMATION ACQUISITION METHODS FOR 

LUNAR, PLANETARY, AND SOLAR SURFACES 

NASA—CR—650 N67-11951 

PLASMA FLUX MEASUREMENT 

CORRELATION BETWEEN LUNAR ECLIPSE BRIGHTNESS AND 
INTERPLANETARY PLASMA FLUX, EXAMINING LUNAR 
LUMINESCENCE A66-41862 

POINT MATCHING METHOD 

LUNAR PHYSICAL LIBRATION ANALYSIS BY CORRELATION 
OF OBSERVATION POINTS N66-24367 

CONSTRUCTION OF SELENOCENTRIC COORDINATES OF LUNAR 
SURFACE BASE POINTS N66-24371 

RECTANGULAR SELENOCENTRIC COORDINATING POINTS FOR 
LUNAR SURFACE ANALYSIS N66-24372 

TOPOGRAPHIC EVALUATION OF LUNAR PHOTOGRAPHS BY 
SELENOGRAPHIC POINT COORDINATES 

N66-24373 

POLAR COORDINATE 

LUNAR PHOTOGRAPHIC MEASUREMENT REDUCTION INTO 
REFRACTION FREE CARTESIAN AND POLAR COORDINATES 
AD—634501 N66-34195 

REFRACTION FREE CARTESIAN AND POLAR COORDINATE 
MEASUREMENTS ON LUNAR PHOTOGRAPH 

N66-34197 

POLARIMETRY 

PHOTOMETRY AND POLARIMETRY OF MOON AND RELATION 

TO PHYSICAL PROPERTIES OF LUNAR SURFACE 

NASA—CR—70713 N66-19648 

POLARIMETRIC PROPERTIES OF SIMULATED LUNAR SURFACE 
SPECIMENS IN VISIBLE AND INFRAREO RADIATION 
NASA—CR—76169 N66-30394 

PHOTOMETRY AND POLARIMETRY OF THE MOON AND THEIR 
RELATIONSHIP TO PHYSICAL PROPERTIES OF LUNAR 
SURFACE 

NASA—CR—76695 N66-32300 

SPECTROPHOTOMETRY AND POLARIMETRY OF LUNAR 
REGIONS, OPTICAL PROPERTIES OF ATMOSPHERE AND 
SURFACE OF MARS, AND COMETARY TAILS 
NASA—TT—F—382 N66-33526 
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POLARIZATION 


SUBJECT INDEX 


POLARIHETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES FOR DETERMINING APOLLO LANDING AREAS 
NASA-CR-77764 N66-35959 

POLARIZATION 

THEORETICAL MODELS FOR LUNAR BRIGHTNESS AT SMALL 

PHASE ANGLES AND POLARIZATION OF MOONLIGHT 

TG~8 N66-I6173 

LIGHT POLARIZATION OBSERVATIONS FOR DETERMINING 
OPTICAL CHARACTERISTICS OF LUNAR MATERIAL 

N66-33527 

POLARIZATION PROPERTIES OF VOLCANIC ASH AND 
FURNACE SLAG /SIMULATED LUNAR SURFACE/ MATERIALS 
DETERMINED AS FUNCTION OF PARTICLE SIZE, ALBEOO, 
AND POROSITY 

NASA-CR-77767 N66-36047 

POLARIZATION CHARACTERISTICS 

POLARIZATION CHARACTERISTICS OF SIMULATED LUNAR 
SURFACES 

NASA-CR-76230 N66-30602 

RADAR BACKSCATTERING OF LUNAR SURFACE STUDIED FOR 

CIRCULAR AND LINEAR POLARIZATION OF WAVES 

NASA-CR-79098 N66-39959 

POLARIZED LIGHT 

MODEL EXPLAINING NEGATIVE POLARIZATION OF 
MOONLIGHT AT SMALL LUNAR PHASE ANGLES 

A66-24235 

POLARIZED LIGHT STUOY OF LUNAR SURFACE OUST 
COMPOSITION A66-35445 

POROUS MATERIAL 

MECHANICAL PROPERTIES OF VESICULAR MATERIALS 
EVALUATED IN VIEW OF POSTULATED LUNAR ROCK 
POROSITY 

RM-328 N66-31780 

TWO-LAYER MODEL OF LUNAR SURFACE ANALYZED, USING 
CRITERIA OF TRANSPARENCY TO MICROWAVE RADIATION 

A67-11700 

POSITIONING EQUIPMENT 

FACTORS AFFECTING DETERMINATION OF SELENOGRAPHIC 
LATITUDE AND LONGITUDE BY ASTRONAUT LANDED ON 
MOON, DEFINING SELENOCENTRIC SYSTEM AND LUNAR 
PRIME MERIDIAN A66-32344 

PRESSURIZED SUIT 

PORTABLE LIFE SUPPORT SYSTEM AND PRESSURIZED SUIT 
FOR EXTRAVEHICULAR MOBILITY UNIT TO PROTECT MAN 
AGAINST LUNAR SURFACE AND FREE SPACE HAZARDS 

N66-17387 

PRIMARY COSMIC RADIATION 

PRIMARY COSMIC RAOIATIQN IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY LUNA X ORBITER 

A67-16053 

PROBABILITY DISTRIBUTION 

STOCHASTIC MOOEL OF CRATERING AND SURVIVAL OF 
CRATERS ON MOON, DISCUSSING APPROXIMATE DIAMETER 
DISTRIBUTION OF PRIMARY AND SECONDARY CRATERS 

A67-14739 

PROJECTILE PENETRATION 

HYPERVELOCITY PROJECTILE IMPACT CRATERING FROM 
RANGER PHOTOGRAPHS OF LUNAR SURFACE 

A66-35443 

PROPAGATION VELOCITY 

METHOD ANO INSTRUMENTS FOR MEASURING SEISMIC 
ENERGY PROPAGATION, VELOCITY, ATTENUATION, 
FREQUENCY SPECTRA, AND SHEAR WAVE VELOCITY IN 
LUNAR SURFACE ROCK N66-35967 

VELOCITIES AND ATTENUATIONS OF SEISMIC WAVE 
AMPLITUDES OBSERVED IN ROCK ANALOG TO LUNAR 
SURFACE N66-35972 

PROPELLANT 

LOGISTIC BURDEN MODEL FOR LUNAR MINING OF LIFE 
SUPPORT AND PROPELLANT SUBSTANCES 


PROPELLANT CHEMISTRY 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 
OXYGEN FROM METALLIC SILICATES FOUND ON MOON 
AICE PREPRINT 46C A66-39895 

PROPELLANT PREPARATION FROM EXTRATERRESTRIAL 
MATERIALS ON MOON AND PLANETS RATHER THAN 
TRANSPORTATION FROM EARTH AS ECONOMICAL SOURCE OF 
FUEL FOR INTERPLANETARY MANNED TRAFFIC 

A67-14555 

PROTON 

ESTIMATES OF NEUTRON FLUX ON LUNAR SURFACE INDUCED 
BY SOLAR FLARE PROTONS 

RE-253J N66-27972 

PROTON DAMAGE 

NEUTRON ACTIVATION ANALYSIS OF GRAINS FROM 
ENSTATITE ACHONDRITE METEORITES - EFFECT OF 
PROTON DAMAGE ON LUMINESCENCE SPECTRA OF VARIOUS 
METEORITE CLASSES - LUNAR LUMINESCENCE 
AFCRL-TR-66-665 N67-14281 

PROTON IRRADIATION 

MECHANISMS CAUSING INCREASED BRIGHTNESS OF LUNAR 
SURFACE - SOLAR FLARE PROTON AND ELECTRON 
IRRADIATION 

NASA-CR-69289 N66-15345 

PUMPING 

MOIST SOIL INTRODUCED IN VACUUM CHAMBER TO 
DETERMINE PUMPING LOAD AND TIME REQUIRED 
NASA-CR-66079 N66-22367 


R 

RADAR 

APPROXIMATION SOLUTION TO INTEGRAL EXPRESSIONS OF 
RADAR BACKSCATTER FROM DISTANT ROUGH SURFACES 
FOR LUNAR SURFACE PROPERTY DETERMINATION 
NASA-CR-76016 N66-29733 

USE OF UHF RADAR TECHNIQUES TO DETECT AND MAP 
SUBSURFACE DISCONTINUITIES IN LUNAR SURFACES 

N67-13502 

RADAR ASTRONOMY 

QUANTITATIVE STUDY OF RADAR CROSS POLARIZATION 
FACTOR D IN ORDER TO OBTAIN DATA ON LUNAR SURFACE 
ROUGHNESS AND 01 ELECTRIC PROPERTIES 

A67-11603 

RADIO AND RADAR STUDIES OF SPACE PLASMAS, LUNAR 
AND PLANETARY SURFACES, COMMUNICATION THEORY, 

AND SPACECRAFT INSTRUMENTATION 

NASA-CR-81306 N67-16602 

RAOAR CROSS SECTION 

RADAR CROSS SECTION OF EARTH SURFACES AS AFFECTED 
BY WAVELENGTH, WITH REFERENCE TO PROBING LUNAR 
SURFACES A66-28572 

SHORT-PULSE RADIO REFLECTIONS TO DETERMINE AVERAGE 
SCATTERING BEHAVIOR OF LUNAR SURFACE AT 23 
CM WAVELENGTH A67-11858 

RAOAR ECHO 

DIELECTRIC CONSTANTS, COMPOSITION, AND DEPTHS OF 
LAYERS OF MOON BASED ON TWO-LAYER LUNAR MODEL 
USING RADAR ECHOES 

TG-4 N66-16169 

RADAR BACKSCATTERING OF LUNAR SURFACE STUOIED FOR 
CIRCULAR AND LINEAR POLARIZATION OF WAVES 
NASA-CR-79098 N66-39959 

RAOAR INSTRUMENTATION 

RADAR INSTRUMENTATION ON SURVEYOR I SPACECRAFT 
AND USE IN DETERMINING ELECTRICAL PROPERTIES OF 
LUNAR SURFACE N67-10066 

RADAR MAP 

RADAR MAPS OF MOON AND PLANETS USING BISTATIC 
CONTINUOUS WAVE MODE OF RADAR OPERATION BETWEEN 
ORBITING SPACECRAFT AND GROUND STATION 

A66-24891 

RAOAR TECHNIQUES APPLIED TO MAPPING OF VISIBLE 
PORTION OF LUNAR SURFACE 


N66-35514 


1-26 


SUBJECT INDEX 


RADIO STAR SIGNAL 


NAS A—CR—80849 N67-14256 

RADAR MEASUREMENT 

RADAR MEASUREMENTS FOR MOON SURFACE OBSERVATIONS 
NASA—CR—78370 N66-37544 

V HF RADAR TECHNIQUES FOR DETECTING AND MAPPING 
SUBSURFACE DISCONTINUITIES SUCH AS SOLID LAYERING, 
ROCK INTERFACES AND ORE DEPOSITS IN LUNAR AND 
PLANETARY SURFACES A67-10324 

RADAR OBSERVATION 

LUNAR SURFACE RADAR OBSERVATION TECHNIQUES AND 
RESULTS ON DIELECTRIC CONSTANT OF SURFACE 
MATERIAL, SURFACE UNDULATIONS, REFLECTIVITY, 
ROUGHNESS, ETC A66-35449 

RADAR STUDY OF LUNAR SURFACE - SCATTERING OF RADIO 
WAVES, POLARIZATION OBSERVATIONS, SHADOWING 
EFFECT ON WAVE BACKSCATTERING, AND COMPUTER 
PROGRAM FOR HAYSTACK RADAR MAPPING 
NASA-CR—76012 N66-29738 

RADAR REFLECTOR 

ELECTROMAGNETIC AND THERMAL PROPERTIES OF LUNAR 
SURFACE DETERMINED BY RADAR REFLECTION, 
RADIOMETRIC, INFRARED, AND LABORATORY 
EXPERIMENTS 

TG-9 N66-16174 

RADAR TRACKING 

REFRACTION MEASUREMENTS BY RADAR TRACKING OF 
ACTIVELY ILLUMINATED MOON N66-23175 

RADIANT ENERGY 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA 
NASA—TM—X—52090 N66-22256 

RADIATION ABSORPTION 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA 
NASA-TM—X—52090 N66-22256 

RADIATION COOLING 

ANOMALOUS COOLING OF MOON SURFACE DURING LUNAR 
ECLIPSE EXPLAINED POSSIBLY BY LUNAR SURFACE 
ROUGHNESS IN FORM OF CRACKS AND DECLIVITIES AT 
CENTIMETER SCALE A67-11460 

RADIATION EFFECT 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICROGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA-CR-69215 N66-15064 

RADIATION FIELD 

CHARACTERISTICS OF LUNAR RADIO EMISSION 
CONSIDERED, TAKING INTO ACCOUNT AVERAGING EFFECT 
OF ANTENNA RADIATION PATTERN A66-32237 

RADIATION INTENSITY 

RADIO OBSERVATION OF THERMAL RADIATION INTENSITIES 
FROM MOON AND VENUS FOR SURFACE TEMPERATURE 
DETERMINATION 

NASA-CR—75313 N66-28655 

INTENSITY AND SPECTRAL COMPOSITION OF LUNAR 
GAMMA RADIATION 

JPRS-38793 N67-12006 

RADIATION MEASUREMENT 

LUNAR SURFACE IDEAL FOR THERMAL NEUTRON, MOLECULAR 
AND ATOMIC BEAM MEASUREMENTS A66-18768 

GAMMA RADIATION MEASUREMENTS OF LUNAR SURFACE BY 
LUNA 10 

NASA—CR—80147 N67-12908 

RADIATION SHIELDING 

RADIONUCLIDE PRODUCTION IN LUNAR SURFACE ACTIVATED 
BY SOLAR PROTON WITH REFERENCE TO RADIATION 
SHIELDING AND REFLECTION A67-17386 

RADIATIVE HEAT TRANSFER 

ROLE OF RADIATIVE TRANSFER IN MECHANISM OF HEAT 
FLOW IN LUNAR SURFACE, NOTING MAGNITUDE OF 
CONTRIBUTION TO TRANSFER A66-37260 


LUNAR SURFACE MODELS INCLUDING TEMPERATURE 
DEPENDENT THERMAL PROPERTIES 

NASA—CR—71554 N66-21679 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA 
NASA—TM-X-52090 N66-22256 

THERMAL RESPONSE OF LUNAR SURFACE AT LANDING SITE 
DUE TO RADIATIVE ANO CONVECTIVE HEAT TRANSFER 
FROM LEM EXHAUST NOZZLE 

NASA—CR—76648 N66-32298 

TEMPERATURE DEPENDENT THERMAL PROPERTY MODELS OF 
LUNAR SURFACE AND RADIATIVE ENERGY TRANSPORT 
DEDUCED FROM RF AND IR OBSERVATIONS 

A67-14740 

TRANSIENT RADIATIVE HEAT EXCHANGE AT MOON SURFACE 
D1-82-0559 N67-11009 

RADIO ANTENNA 

MOON REFLECTED ELECTROMAGNETIC SIGNALS FOR 
IONOSPHERIC ELECTRON DENSITY STUDIES, AND 
DEVELOPMENT OF CIRCULARLY POLARIZED ANTENNA 
ECOM—03703—10 N66-34808 

RADIO ASTRONOMY 

LOW FREQUENCY RADIO ASTRONOMY EVALUATION FOR 
OPERATION OUTSIDE EARTH ATMOSPHERE, AND LUNAR 
SURFACE AS ANTENNA PLATFORM 

R—180 N66-21180 

POSSIBLE LUNAR SURFACE VACUUM LAYER STRUCTURE FROM 

EFFECTIVE THERMOCONDUCTIVITY COEFFICIENT BASED ON 

RADIOASTRONOMICAL DATA A67-11567 

RADIO AND RADAR STUDIES OF SPACE PLASMAS, LUNAR 
AND PLANETARY SURFACES, COMMUNICATION THEORY, 

AND SPACECRAFT INSTRUMENTATION 

NASA—CR-81306 N67-16602 

RADIO COMMUNICATION 

TRANSLUNAR COMMUNICATION USING PUMICE-LIKE OUTER 
LAYER AS PROPAGATION MEDIUM A66-41151 

RADIO EMISSION 

CHARACTERISTICS OF LUNAR RADIO EMISSION 
CONSIDERED, TAKING INTO ACCOUNT AVERAGING EFFECT 
OF ANTENNA RADIATION PATTERN A66-32237 

PHYSICAL CONDITIONS ON MOON AND EFFECT ON RADIO 
EMISSIONS 

NASA—TT—F—8837 N66-27192 

SPECTROSCOPIC OBSERVATION AND SPECTRAL ANALYSIS OF 
ASTRONOMICAL DATA ON PLANETARY ATMOSPHERE, LUNAR 
SURFACE AND RADIO EMISSION 

NASA—TT—F—8881 N66-29398 

RADIO AND THERMAL EMISSION DATA ANALYSIS FOR 
PLANETARY AND LUNAR SURFACE INVESTIGATIONS 

N66-31451 

RADIO NOISE 

STATIC ELECTRIC DISCHARGES AND RADIO NOISE FROM 
LUNAR CRATERS 

NASA—TM—X—56088 N66-22175 

RADIO OBSERVATION 

RADIO OBSERVATION OF THERMAL RADIATION INTENSITIES 
FROM MOON AND VENUS FOR SURFACE TEMPERATURE 
DETERMINATION 

NASA-CR-75313 N66-28655 

LAYEREO STRUCTURE MODEL FOR LUNAR SURFACE BASED ON 
THERMAL RADIATION OBSERVATIONS N66-28656 

TWO-LAYER MODEL, WITH TRANSPARENT OR 
SEMITRANSPARENT SURFACE LAYER, FOR LUNAR 
SURFACE, BASED ON MICROWAVE OBSERVATIONS OF 
LUNAR THERMAL RADIATION N66-28657 

ENGINEERING INFORMATION ON RADOME USED FOR THERMAL 
ANO MICROWAVE OBSERVATIONS OF MOON AND VENUS 

N66-28660 

RADIO STAR SIGNAL 

PHYSICAL ENVIRONMENT OF ATMOSPHERE OF EARTH AND 
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RADIO TRACKING 


SUBJECT INDEX 


OTHER PARTS OF SOLAR SYSTEM - LUNAR SURFACE 
COOLING, CHARGED PARTICLE TRANSPORT, RADIO STAR 
SCINTILLATIONS, AND COSMIC RAY NEUTRONS 

N66-17399 

RADIO TRACKING 

MASSES OF MOON AND VENUS AND ASTRONOMICAL UNIT 
DETERMINED FROM MARINER II DOPPLER DATA, NOTING 
SOURCES OF ERROR A67-16575 

RADIO TRANSMISSION 

LUNA-9 SOFT LANDING ON MOON, PHOTOGRAPHIC 
RECORDING, AND RADIO TRANSMISSION 

NASA—CR-76466 N66-31891 

RADIO HAVE 

RADAR STUDY OF LUNAR SURFACE - SCATTERING OF RADIO 
HAVES, POLARIZATION OBSERVATIONS, SHAOOHING 
EFFECT ON WAVE BACKSCATTERING, AND COMPUTER 
PROGRAM FOR HAYSTACK RADAR MAPPING 
NASA—CR-76012 N66-29738 

RADIO WAVE REFRACTION 

REFRACTION MEASUREMENTS BY RADAR TRACKING OF 
ACTIVELY ILLUMINATED MOON N66-23175 

RADIOACTIVE DATING 

REMOTELY CONTROLLED RARE GAS ANALYZER WITH 
CHEMICAL REACTION AS ENERGY SOURCE CONSIDERED 
FOR RADIOACTIVE DATING OF LUNAR SURFACE 
NASA—CR—80730 N67-I3662 

RADIOACTIVE DECAY 

LUNAR SURFACE LAYER RADIOACTIVITY FROM DIFFUSION 
OF RADON AND THORON A66-32942 

RADIOACTIVE ELEMENT 

INTENSITY AND SPECTRAL COMPOSITION OF LUNAR 
GAMMA RADIATION 

JPRS-38793 N67-12006 

RADOME 

ENGINEERING INFORMATION ON RADOME USED FOR THERMAL 

AND MICROWAVE OBSERVATIONS OF MOON AND VENUS 

N66-28660 

RANDOM DISTRIBUTION 

STATISTICAL TEST OF RANDOMNESS APPLIED TO LUNAR 
CRATER DATA, NOTING DISTRIBUTION AND DENSITY 

A66-29264 

RANDUMNESS TESTS OF LUNAR CRATER DISTRIBUTION 
BASED ON DATA FROM RELATIVELY SMALL REGIONS OR 
MOST RECENT CRATERS, RESULTS INDICATE INTERNAL 
ORIGIN A66-34573 

RANDOM PROCESS 

LUNAR CRATER FILLING BY DUST OR LAVA IN STOCHASTIC 
MODEL BASED ON IMPACT FORMATION 

A66-29263 

STOCHASTIC MODEL OF CRATERING AND SURVIVAL OF 
CRATERS ON MOON, DISCUSSING APPROXIMATE DIAMETER 
DISTRIBUTION OF PRIMARY AND SECONDARY CRATERS 

A67-14739 


RANGER VII LUNAR PROBE 

DEPTH OF LUNAR DUST ESTIMATED BY COMPARISON WITH 
LABORATORY CRATERS OVERLAIN BY VARIOUS THICKNESSES 
OF SAND, INCLUDING RANGER VII PHOTOGRAPHS 

A66-16783 

RANGER VIII PHOTOGRAPHS N66-25058 

RANGER IX LUNAR PROBE 

DETERMINATION OF LUNAR LUMINANCE TO SET VIDEO 
GAIN OF RANGER TV CAMERAS A66-18733 

LUNAR SURFACE MATERIALS AND CRATER MORPHOLOGY FROM 
RANGER IX PHOTOGRAPHS N66-25050 

TEXTURAL UNITS AND LINEAMENTS ON LUNAR CRATER 
FLOOR STUDIED FROM RANGER IX PHOTOGRAPHS 

N66-25051 

LUNAR GEOLOGIC MAPPING OF ALPHONSUS CRATER FROM 
RANGE IX PHOTOGRAPHS N66-25056 

ERROR CORRECTION IN LUNAR SLOPE ANGLES AND SURFACE 
ROUGHNESS OF RANGER PHOTOGRAPHS 


STRENGTH OF OVERLAY OF GRANULAR MATERIAL ON MOON 
ESTIMATED FROM RANGER VII PHOTOGRAPHS, SHOWING 
FAIRLY STEEP SLOPES COVERED WITH DUST 

A66-16784 

ORIGIN AND NATURE OF THREE STRUCTURES IN 235-MI 
DIAMETER LUNAR CRATER PHOTOGRAPHED BY RANGER VII 

A66-17456 

RANGER VII AND VIII PHOTOGRAPHY SHOWS NATURE OF 
LESSER LUNAR RAY SYSTEMS, INCLUDING IMAGES OF 
CRATER DELAMBRE AND BONPLAND J 

A66-19265 

LUNAR CRATER DISTRIBUTION MEASUREMENT FROM RANGER 
VII PHOTOGRAPHIC DATA ANALYSIS, DERIVING 
APPROXIMATE EXPRESSION FOR SECONDARY DISTRIBUTION 

A66-19417 

LUNAR DUST DEPTH IN MARE CQGNITUM DETERMINED BY 
COMPARING RANGER VII PHOTOGRAPHS WITH LABORATORY 
CRATER PHOTOGRAPHS A66-2257I 

HYPOTHESIS THAT LUNA IX ROCKET EXHAUST DURING 
SOFT LANDING CAUSED FORMATION OF SHALLOW CRATER 
VISIBLE IN RANGER VII LUNAR PROBE PHOTOGRAPHS 

A66-28681 

FRECUENCY DISTRIBUTION OF SECONDARY LUNAR CRATERS 
DETERMINED FROM RANGER VII PHOTOGRAPHS, 
HYPOTHESIZING THAT PART OF THESE DEPRESSIONS ARE 
SUBSIDENCE FORMATIONS A66-29265 

LUNAR PHOTOGRAPHS OF RANGER VII ANALYZED, NOTING 
LUNAR SURFACE A66-31700 

MODEL FORMULATION OF FINE STRUCTURE OF LUNAR 
TOPOGRAPHY IN MARE COGNITUM BASED ON RANGER 
VII SATELLITE PHOTOGRAPHS A66-35439 

BALDWIN FORMULA FOR DIAMETER AND DEPTH OF LUNAR 
RING MOUNTAINS AND CRATERS IN SEA OF CLOUDS, 

NOTING RANGER VII PHOTOS A66-42722 

RANGER VII PHOTOGRAPHS OF MOON IN DETERMINING 
SITE FOR LANDING PHASE OF APOLLO PROJECT 

N66-23051 

ERRORS IN ESTIMATES OF LUNAR CRATER SLOPE ANGLES 
AND SURFACE ROUGHNESS IN RANGER VII ANO 
RANGER VIII PICTURES DUE TO INTERPRETATION OF 
DARK AREAS AS SHADOWS A67-10319 

INTERPRETATIONS OF LUNAR CRATER EROSION OTHER THAN 
USED BY JAFFE FROM RANGER VII PICTURES 

A67-11860 

RANGER VII PHOTOGRAPHIC INTERPRETATION AND LUNAR 
SURFACE STRUCTURES A67-167I4 

RANGER VII RECORDS IN SUPPORT OF LUNAR MARIA 
BEING FORMED BY MATERIAL FLOW PROCESSES 

A67-16715 

RANGER VII TELESCOPIC OBSERVATION OF CRATER 
TOPOGRAPHY OF MARE COGNITUM A67-I7084 

LUNAR MARE DATA FROM COLOR PHOTOGRAPHS OF RANGER 
VII 

NASA-CR-8H60 N67-15400 

RANGER VIII LUNAR PROBE 

RANGER VII AND VIII PHOTOGRAPHY SHOWS NATURE OF 
LESSER LUNAR RAY SYSTEMS, INCLUDING IMAGES OF 
CRATER DELAMBRE AND BONPLAND J 

A66-19265 

LUNAR TOPOGRAPHIC PROJECTION OF RANGER VIII 
STEREOSCOPIC PHOTOGRAPHS N66-25054 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILLIT AT IS 
FROM RANGER VIII PHOTOGRAPHS N66-25055 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILLITATIS 
AND STRATIGRAPHY FROM RANGER VIII PHOTOGRAPHS 

N66-25057 

MORPHOLOGICAL CLASSIFICATION OF LUNAR MATERIALS IN 
MARE TRANQUILLITATIS FROM HIGH RESOLUTION 


N67-13497 
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SUBJECT INDEX 


SATELLITE PHOTOGRAPHY 


RANGER BLOCK III 

SELENOGRAPHIC AND GEOLOGIC INTERPRETATIONS OF 
LUNAR PHOTOGRAPHS FROM RANGER BLOCK III 
NASA-CR-74894 N66-25046 

LUNAR TOPOGRAPHIC INTERPRETATION OF RANGER BLOCK 
III PHOTOGRAPHS N66-25047 

STRUCTURES OF LUNAR CRATERS, MARES, LINEAMENTS, 

AND COLLAPSE DEPRESSIONS FROM RANGER BLOCK 
III PHOTOGRAPHS N66-25048 

SIZE-FREQUENCY AND SPATIAL DISTRIBUTIONS OF SMALL 
CRATERS ON MOON FROM RANGER BLOCK III 
PHOTOGRAPHS N66-25049 

LOW RIDGE AND TROUGH PATTERN ON LUNAR SURFACE 
INTERPRETED FROM RANGER BLOCK III PHOTOGRAPHS 

N66-25052 

PHOTOGRAMMETRIC REDUCTION OF RANGER BLOCK III 
STEREOSCOPIC LUNAR SURFACE PHOTOGRAPHS 

N66-25053 


RANGER PROJECT 

THERMAL HISTORY, CHEMICAL COMPOSITION AND INTERIOR 
OF MOON EVALUATED FROM RANGER VII, VIII AND 
IX AND TERRESTRIAL PHOTOGRAPHS 

A66-35438 

RANGER VII, VIII AND IX LUNAR PROBES SCIENTIFIC 
RESULTS ON TEXTURE OF MARIA, CRATER RAYS, CRATER 
CLASSIFICATION, MARE RIDGES, RILLES, LINEAMENTS 
AND BEARING STRENGTH OF MARE FLOOR 

A66-35441 

HYPERVELOCITY PROJECTILE IMPACT CRATERING FROM 
RANGER PHOTOGRAPHS OF LUNAR SURFACE 

A66-35443 

SIZE DISTRIBUTION OF LUNAR CRATERS FROM RANGER 
PICTURES SHOW THAT FREQUENCY OF CRATER OCCURRENCE 
IS INVERSELY PROPORTIONAL TO SQUARE OF DIAMETER 

A67-I7293 

REFLECTOR 

DESIGN AND ANALYSIS OF SOLID AND HOLLOW CUBE 
CORNER REFLECTORS WHICH, WHEN PLACED ON LUNAR 
SURFACE, WILL BE USED IN CONNECTION WITH EARTH 
LASER SYSTEM FOR SELENODETIC STUDIES 
AFCRL—66-563 N67-15043 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-160I5 

REMOTE CONTROL 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICROGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA-CR-69215 N66-15064 

RESEARCH FACILITY 

LUNAR INTERNATIONAL LABORATORY / LIL/ 

EXPLORATION AND LUNAR PHYSICS PROGRAM 

A67-I5065 

RHEOLOGY 

MECHANICAL PROPERTIES OF LUNAR DUST, CONSOLIDATED 
LUNAR CONGLOMERATES AND LUNAR ROCKS DESCRIBED BY 
MACRORHEOLOGICAL CONSTANTS A66-31483 

ROCK 

BEARING STRENGTH OF LUNAR SURFACE, OPTICAL 
PROPERTIES SUGGEST ROCK PARTICLES WHICH MAINTAIN 
HIGH POROSITY BY INTERPARTICLE ADHESION 

A66-I6788 

PHOTOGRAPHIC EVIDENCE FROM LUNA IX INDICATING 
MOON MAY HAVE SURFACE MADE UP LARGELY OF FINE 
ROCK PARTICLES A66-40522 

LUNAR ROCK DRILLING DEVICE FOR EXTRACTING CORE 
SAMPLES 

NASA—CR—65188 N66-15364 

GUIDELINES FOR SAMPLING, PACKAGING, TRASPORTATION, 


AND PREPARATION OF LUNAR SURFACE MATERIALS 

N66-18668 

MECHANICAL PROPERTIES OF VESICULAR MATERIALS 
EVALUATED IN VIEW OF POSTULATED LUNAR ROCK 
POROSITY 

RM-328 N66-31780 

PETROLOGIC PROCESSES IN LUNAR IGNEOUS ROCKS AND 
LUNAR LOGISTICS N66-355H 

MULTIDISCIPLINARY RESEARCH ACTIVITIES ON ROCK 

FORMATIONS IN LUNAR SURFACE SIMULATION 

NASA—CR—80121 N67-12268 

ROCKET EXHAUST 

HYPOTHESIS THAT LUNA IX ROCKET EXHAUST DURING 
SOFT LANDING CAUSED FORMATION OF SHALLOW CRATER 
VISIBLE IN RANGER VII LUNAR PROBE PHOTOGRAPHS 

A66-28681 

ROVING 

LUNAR SURFACE, AND SPACE EXPLORATION PROBES FOR 
USE IN LUNAR ROVING VEHICLE DEVELOPMENT, AND 
LUNAR BASE ESTABLISHMENT 

ATD-66-18 N66-34284 


S 

SAMPLING 

GUIDELINES FOR SAMPLING, PACKAGING, TRASPORTAT I ON, 
AND PREPARATION OF LUNAR SURFACE MATERIALS 

N66-18668 

GEOCHEMICAL EXPERIMENTS FOR LUNAR SAMPLE ANALYSES 

N66-18669 

SAMPLING DEVICE 

LUNAR ROCK DRILLING DEVICE FOR EXTRACTING CORE 
SAMPLES 

NASA-CR-65188 N66-15364 

LOW THRUST ROTARY AND PERCUSSIVE DRILLS FOR 
SAMPLING LUNAR SURFACE 

NASA—CR-74239 N66-23763 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA—CR—65341 N66-25576 

SATELLITE 

GRAPHIC INTERPRETATION OF LUNA-9 PANORAMAS 
OF LUNAR SURFACE 

JPRS-38792 N67-12005 

SATELLITE MEASUREMENT 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-41410 

PRIMARY COSMIC RADIATION IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY* LUNA X ORBITER 

A67-16053 

SATELLITE OBSERVATION 

RESULTS AND GOALS OF LUNAR GEOLOGICAL STUDIES 
FROM RANGER AND LUNA SATELLITE OBSERVATIONS OF 
SURFACE A66-31701 

STEREOSCOPIC TELEVISION OBSERVATION SYSTEM 

FOR LUNAR ORBITER SPACECRAFT N66-19836 

NATURE OF LUNAR SURFACE, DISCUSSING 
INTERPRETATIONS OF LUNA IX PHOTOGRAPHS BY 
JAFFE AND KUIPER A67-13934 

SATELLITE PHOTOGRAPHY 

LUNAR DUST DEPTH IN MARE COGNITUM DETERMINED BY 
COMPARING RANGER VII PHOTOGRAPHS WITH LABORATORY 
CRATER PHOTOGRAPHS A66-22571 

LUNAR PHOTOGRAPHS OF RANGER VII ANALYZED, NOTING 
LUNAR SURFACE A66-31700 

FIRST SOVIET AUTOMATIC STATION LUNA IX TO LAND 
ON MOON, DISCUSSING FLIGHT STAGES AND 
REPRODUCTIONS OF LUNAR SURFACE IMAGES TRANSMITTED 


SCATTERING 


SUBJECT INDEX 


TO EARTH A66-32958 

LUNAR BASINS ANO LUNAR LINEAMENTS ON FAR SIDE OF 
MOON FROM ANALYSIS OF ZOND III PHOTOGRAPHS 

A66-40544 

INTERPRETATIONS OF LUNAR CRATER EROSION OTHER THAN 
USED BY JAFFE FROM RANGER VII PICTURES 

A67-11860 

PROPELLANT PREPARATION FROM EXTRATERRESTRIAL 
MATERIALS ON MOON AND PLANETS RATHER THAN 
TRANSPORTATION FROM EARTH AS ECONOMICAL SOURCE OF 
FUEL FOR INTERPLANETARY MANNED TRAFFIC 

A67-14555 

SIZE DISTRIBUTION OF LUNAR CRATERS FROM RANGER 
PICTURES SHOW THAT FREQUENCY OF CRATER OCCURRENCE 
IS INVERSELY PROPORTIONAL TO SQUARE OF DIAMETER 

A67-17293 

SCATTERING 

RADAR STUDY OF LUNAR SURFACE - SCATTERING OF RADIO 
WAVES, POLARIZATION OBSERVATIONS, SHADOWING 
EFFECT ON WAVE BACKSCATTERING, AND COMPUTER 
PROGRAM FOR HAYSTACK RADAR MAPPING 
NASA—CR-760I2 N66-29738 

SCIENCE 

APOLLO LUNAR SCIENCE PROGRAM - GEOLOGICAL FIELD 
EXPLORATIONS, SEISMIC EXPERIMENTS, SAMPLING AND 
ANALYSES OF LUNAR SURFACE MATERIALS, MAGNETIC 
MEASUREMENTS, BIOSCIENCE, AND MISSION PLANNING 
NASA-TM-X-57274 N66-18666 

SEISMIC ENERGY 

SEISMIC ENERGY SPECTRUM AND ATTENUATION STUDIED IN 
ARIZONA GEOLOGICAL FORMATIONS FOR APPLICATION 
TO LUNAR SURFACE INVESTIGATIONS 

NASA-CR-65488 N66-35662 

METHOD AND INSTRUMENTS FOR MEASURING SEISMIC 
ENERGY PROPAGATION, VELOCITY, ATTENUATION, 
FREQUENCY SPECTRA, AND SHEAR WAVE VELOCITY IN 
LUNAR SURFACE ROCK N66-35967 

SEISMIC WAVE 

THEORETICAL SELENOLOGICAL CHARACTERISTICS AND 
COMPLEXITIES OF LUNAR SEISMIC WAVE STUDIES 
JPRS—34142 N66-19182 

VELOCITIES AND ATTENUATIONS OF SEISMIC WAVE 
AMPLITUDES OBSERVED IN ROCK ANALOG TO LUNAR 
SURFACE N66-35972 

SEISMOLOGY 

INTERNAL MELTING OF MOON, AND LUNAR COMPOSITION, 
VOLCANICS, ANO SEISMOLOGY 

TG-2 N66-16167 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

AND ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA-CR-65489 N66-35966 

SELENIUM 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICROGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA-CR-69215 N66-15064 

SELENOGRAPHY 

LUNAR TOPOGRAPHICAL ASPHERICITY, LUNAR 
COORDINATES, ABSOLUTE AND RELATIVE, HARMONIC 
ANALYTICAL INTERPOLATION, FORMATIONS, STRATIGRAPHY 
AND OPTICAL LI8RAT1ONS A66-18265 

COEFFICIENTS OF EXPANSION INTO SPHERICAL HARMONICS 
OF MOON SURFACE AS PRESENTED BY SELENODETIC 
CONTROL SYSTEM OF USAF A66-19264 

LUNAR CHARTING FOR PROJECT APOLLO 

A66-30669 

FACTORS AFFECTING DETERMINATION OF SELENOGRAPHIC 
LATITUDE AND LONGITUDE BY ASTRONAUT LANDED ON 
MOON, DEFINING SELENOCENTRIC SYSTEM AND LUNAR 


PRIME MERIDIAN A66-32344 

LUNAR SURFACE, DISCUSSING RADAR SCATTERING, 

OPTICAL SCATTERING, THERMAL AND PHOTOGRAPHIC DATA, 

ETC A66-35442 

LUNAR MODELS OF FIGURE, DENSITY DISTRIBUTION AND 
GRAVITY FIELD FROM EARTH TELESCOPE DATA 

A66-38822 

TOPOGRAPHY AND EVOLUTION OF LUNAR CRATERS - 
METEORITIC IMPACT - SELENOGRAPHY 

NASA-TM-X-56115 N66-15425 

LUNAR CRATERS WITH CENTRALLY LOCATED PEAKS - 
TABLES AND PROFILE GRAPHS 

NASA-CR-71543 N66-21782 

RESEARCH ON LUNAR FIGURE AND MOTION IN U.S.S^R. - 

CONSTRUCTION AND USE OF SELENOCENTRIC COORDINATE 
NETWORK FOR LUNAR SURFACE AND LIBRATION STUDIES 
JPRS—35227 N66-24366 

CONSTRUCTION OF SELENOCENTRIC COORDINATES OF LUNAR 
SURFACE BASE POINTS N66-24371 

RECTANGULAR SELENOCENTRIC COORDINATING POINTS FOR 
LUNAR SURFACE ANALYSIS N66-24372 

TOPOGRAPHIC EVALUATION OF LUNAR PHOTOGRAPHS BY 
SELENOGRAPHIC POINT COORDINATES 

N66-24373 

LUNAR TOPOGRAPHIC INTERPRETATION OF RANGER BLOCK 
III PHOTOGRAPHS N66-25047 

STRUCTURES OF LUNAR CRATERS, MARES, LINEAMENTS, 

AND COLLAPSE DEPRESSIONS FROM RANGER BLOCK 
III PHOTOGRAPHS N66-25048 

SIZE-FREQUENCY AND SPATIAL DISTRIBUTIONS OF SMALL 
CRATERS ON MOON FROM RANGER BLOCK III 
PHOTOGRAPHS N66-25049 

LOW RIDGE AND TROUGH PATTERN ON LUNAR SURFACE 
INTERPRETED FROM RANGER BLOCK III PHOTOGRAPHS 

N66-25052 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILL ITATIS 
AND STRATIGRAPHY FROM RANGER VIII PHOTOGRAPHS 

N66-25057 

CONTROL SYSTEM FOR ABOLUTE COORDINATES OF LUNAR 
FORMATIONS FOR SPHERICAL HARMONIC ANALYSIS 

N66-26083 

CONTOUR MAP BASED ON SELENODETIC CONTROL SYSTEM OF 
AERONAUTICAL CHART AND INFORMATION CENTER 
Dl-82-0518 N66-31418 

PHOTOGRAPHIC ATLAS OF LUNAR SURFACE 

N66-32I93 

LUNAR PHOTOGRAPHIC MEASUREMENT REDUCTION INTO 
REFRACTION FREE CARTESIAN AND POLAR COORDINATES 
AD-634501 N66-34195 

LUNAR PHOTOGRAPHIC OATA REDUCTION INTO REFRACTION 
FREE CARTESIAN COORDINATES N66-34196 

REFRACTION FREE CARTESIAN AND POLAR COORDINATE 
MEASUREMENTS ON LUNAR PHOTOGRAPH 

N66-34197 

LEAST SQUARES METHOD OF COMBINING LUNAR PHOTOGRAPH 
MEASUREMENTS TO COMPUTE SELENODETIC COORDINATES 
USING LIBRATIONS N66-34198 

ANNOTATED BIBLIOGRAPHY ON LUNAR REVOLUTION, 
ROTATION, LIBRATION, AND MAPPING TECHNIQUES 
ATD-B-66-96 N66-39434 

DESIGN AND ANALYSIS OF SOLID AND HOLLOW CUBE 
CORNER REFLECTORS WHICH, WHEN PLACED ON LUNAR 
SURFACE, WILL BE USED IN CONNECTION WITH EARTH 
LASER SYSTEM FOR SELENOOETIC STUDIES 
AFCRL-66-563 N67-15043 

PHOTOGRAPHS AND INTERPRETED DRAWINGS OF WEST LUNAR 
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SUBJECT INDEX 


SLAG 


LIMB N67-16104 

SELENOLOGY 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 
LUNAR MOTION AND ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

DIGITAL COMPUTER TECHNIQUES FOR COMPUTATION OF 
LUNAR DISTURBING FUNCTION A66-42204 

MATHEMATICAL THEORY DESCRIBING INTERNAL LUNAR 

STRUCTURE - SELENOLOGY AND LUNAR GEOLOGY 

Dl—82—0466 N66-15700 

LUNAR SURFACE AND SUBSURFACE PROPERTIES, FEATURES, 
MATERIALS, AND CHARACTERISTICS N66-17465 

THEORETICAL SELENOLOGICAL CHARACTERISTICS AND 
COMPLEXITIES OF LUNAR SEISMIC WAVE STUDIES 
JPRS-34142 N66-19182 

STATIC ELECTRIC DISCHARGES AND RADIO NOISE FROM 
LUNAR CRATERS 

NASA—TM—X-56088 N66-22175 

LUNAR SURFACE MATERIALS AND CRATER MORPHOLOGY FROM 
RANGER IX PHOTOGRAPHS N66-25050 

TEXTURAL UNITS AND LINEAMENTS ON LUNAR CRATER 
FLOOR STUDIED FROM RANGER IX PHOTOGRAPHS 

N66-2505I 

PHOTOGRAMMETRIC REDUCTION OF RANGER BLOCK III 
STEREOSCOPIC LUNAR SURFACE PHOTOGRAPHS 

N66-25053 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILLITATIS 
FROM RANGER VIII PHOTOGRAPHS N66-25055 

LUNAR GEOLOGIC MAPPING OF ALPHONSUS CRATER FROM 
RANGE IX PHOTOGRAPHS N66-25056 

MORPHOLOGICAL CLASSIFICATION OF LUNAR MATERIALS IN 
MARE TRANQUILLITATIS FROM HIGH RESOLUTION 
RANGER VIII PHOTOGRAPHS N66-25058 

APOLLO MISSION PROFILE FOR LUNAR EXPLORATION BY 
GEOLOGICAL SAMPLING AND PHOTOGRAPHING OF SURFACE 

N66-25059 

LUNAR COMPOSITION, AND POSSIBILITIES OF EXPLOITING 
LUNAR NATURAL RESOURCES 

RM-305J N66-26954 

PROCESSES OF LUNAR IGNEOUS ROCK DIFFERENTIATION 
NASA-TM-X-54903 N66-33169 

SELEOLOGIC CHARACTER AND ENGINEERING PROPERTIES OF 

LUNAR SURFACE 

TN-66—201 N66-34352 

HYPOTHESIS THAT ANOMALOUS COOLING OF CERTAIN 
REGIONS OF MOON DURING ECLIPSE IS DUE TO 
PREFERENTIAL SURFACE ROUGHNESS ON CENTIMETER 
SCALE 

Dl-62-0531 N66—34528 

GEOCENTRIC INITIAL CONDITIONS FOR MOTION OF BODIES 

LEAVING MOON SURFACE AFTER INITIAL INSTANTANEOUS 
THRUST A67-10387 

LUNAR INTERNATIONAL LABORATORY / LIL/ 

EXPLORATION AND LUNAR PHYSICS PROGRAM 

A67-15065 

SHADOW PHOTOGRAPHY 

PHOTOMETRIC TO DETERMINE LUNAR SLOPES ON BASIS OF 
DARKENING OF SHADOWS N66-35597 

SHEAR DISTURBANCE 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

ANO ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA—CR-65489 N66-35966 

METHOD AND INSTRUMENTS FOR MEASURING SEISMIC 
ENERGY PROPAGATION, VELOCITY, ATTENUATION, 


FREQUENCY SPECTRA, AND SHEAR WAVE VELOCITY IN 
LUNAR SURFACE ROCK N66-35967 

SHEAR STRENGTH 

SHEAR STRENGTH OF IDEALIZED GRANULAR MEDIA IN 
VACUUM, IN CONDITIONS SIMULATING ENVIRONMENTAL 
PRESSURE OF LUNAR SURFACE LAYER 

A66-28180 

DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 

SHEAR STRENGTH, GEOLOGY, AND PETROGRAPHY OF 
MATERIALS REPRESENTATIVE OF LUNAR SOIL 
NASA-CR-65502 N66-37366 

BULK DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 
SHEAR STRENGTH, AND P-WAVE VELOCITY 
MEASUREMENTS OF LUNAR ANALOG MATERIALS 

N66-37367 

SHELTER 

STAY TIME EXTENSION MODULE SHELTER STRUCTURE TO 
SUPPORT 2 MEN FOR 8 DAYS ON LUNAR SURFACE 

N67-14250 

SIGNAL REFLECTION 

MOON-REFLECTED SIGNALS FOR FARADAY ROTATION AND 
ELECTRON CONTENT IN IONOSPHERE - SPIRAL ANTENNA 
FOR SIGNAL DEPOLARIZATION AT LUNAR SURFACE 
REPT.-9 N66-23947 

MOON REFLECTED ELECTROMAGNETIC SIGNALS FOR 
IONOSPHERIC ELECTRON DENSITY STUDIES, AND 
DEVELOPMENT OF CIRCULARLY POLARIZED ANTENNA 
ECOM—03703—10 N66-34808 

IONOSPHERIC DATA FROM SIGNALS REFLECTED BY LUNAR 
SURFACE 

EC0M-03703-11 N67-16369 

SILICATE 

ULTRAHIGH VACUUM FRICTIONAL ADHESIONAL BEHAVIOR 
OF SILICATES RELATED TO LUNAR SURFACE - 
MODIFICATIONS, SORPTION PUMP BANK, CLEAVAGE 
DEVICE, AND ROUGHNESS EFFECTS 

NASA—CR—69246 N66-15305 

SILICATE ULTRAHIGH VACUUM FRICTIONAL AND 
ADHESIONAL BEHAVIOR AS RELATED TO LUNAR SURFACE 
NASA—CR—74625 N66-24596 

FAR INFRARED SPECTRA OF SILICATE MATERIALS FOR 
REMOTE SENSING OF LUNAR OR PLANETARY SURFACE 
COMPOSITION 

NASA—CR—75289 N66-26874 

ULTRAHIGH VACUUM ADHESION OF SILICATES AS RELATED 
TO LUNAR SURFACE 

NASA—CR—76430 N66-32110 

ULTRAHIGH VACUUM ADHESION BETWEEN SILICATE 

MINERALS AS RELATED TO LUNAR SURFACE 

NASA—CR—81348 N67-16611 

SILVER 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICROGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA—CR—69215 N66-15064 

SIMULATION 

LUNAR MODEL WHICH SIMULATES TOPOGRAPHIC AND 
PHOTOMETRIC CHARACTERISTICS OF LUNAR SURFACE 
NASA—CR—66176 N66-38493 

SINTERING 

FREE DUST MODEL, METEORITIC BOMBARDMENT, AND 
SINTERING STUDIES TO DETERMINE STRUCTURE OF 
LUNAR DUST LAYER 

TG-12 N66-16177 

SKY BRIGHTNESS 

THREE-COLOR PHOTOMETRIC STUDY OF ATMOSPHERIC 
EXTINCTION BY DUST PARTICLES FROM LUNAR ECLIPSE 
PHOTOELECTRIC MEASUREMENTS OF MARE CRISIUM 
REGION A66-25810 

SLAG 

POLARIZATION PROPERTIES OF VOLCANIC ASH ANO 
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SOFT LANDING 


SUBJECT INDEX 


FURNACE SLAG /SIMULATED LUNAR SURFACE/ MATERIALS 
DETERMINED AS FUNCTION OF PARTICLE SIZE, ALBEDO, 
AND POROSITY 

NASA-CR—77767 N66-36047 

SOFT LANDING 

HYPOTHESIS THAT LUNA IX ROCKET EXHAUST DURING 
SOFT LANDING CAUSED FORMATION OF SHALLOW CRATER 
VISIBLE IN RANGER VII LUNAR PROBE PHOTOGRAPHS 

A66-28681 

LUNA-9 SOFT LANDING ON MOON, PHOTOGRAPHIC 
RECORDING, AND RADIO TRANSMISSION 

NASA-CR-76466 N66-31891 

SOIL 

TOP SOIL BLANKET IN VICINITY OF TERRESTRIAL 
VOLCANOES PHOTOMETRICALLY STUDIED IN EFFORT TO 
FIND EQUIVALENT IN LUNAR SURFACE LAYER 
NASA-TT-F-9322 N66-24907 

SOLAR ACTIVITY 

LUNAR SURFACE LUMINESCENCE AND VARIATIONS IN LIGHT 
FLUX WITH SOLAR ACTIVITY A66-23943 

PHOTOELECTRIC SPECTROMETER OBSERVATIONS OF LUNAR 
LUMINESCENCE EXCITATION BY SOLAR ACTIVITY ON 
LUNAR SURFACE 

AFCRL-65-772 N66-15854 

SOLAR ACTIVITY EFFECT 

LUNAR LUMINESCENCE AND PHOTOGRAPHIC OBSERVATION 
TECHNIQUES, NOTING SOLAR ACTIVITY EFFECT 

A66-33010 

SOLAR ATMOSPHERE 

PHYSICAL ENVIRONMENT OF ATMOSPHERE OF EARTH AND 
OTHER PARTS OF SOLAR SYSTEM - LUNAR SURFACE 
COOLING, CHARGED PARTICLE TRANSPORT, RADIO STAR 
SCINTILLATIONS, ANO COSMIC RAY NEUTRONS 

N66-17399 

SOLAR ECLIPSE 

RECORDING AND ANALYSIS METHODS FOR RESULTS OF TWO 
ANNULAR SOLAR ECLIPSES 

LR-18858 N66-20584 

SOLAR FLARE 

MECHANISMS CAUSING INCREASED BRIGHTNESS OF LUNAR 
SURFACE - SOLAR FLARE PROTON AND ELECTRON 
IRRADIATION 

NASA-CR-69289 N66-I5345 

ESTIMATES OF NEUTRON FLUX ON LUNAR SURFACE INDUCED 
BY SOLAR FLARE PROTONS 

RE-253J N66-27972 

SOLAR FURNACE 

SOLAR ENERGY VS ELECTRICAL OR NUCLEAR POWER FOR 
RECOVERY OF WATER, OXYGEN AND VARIOUS CHEMICALS 
FROM LUNAR SOIL 

AICE PREPRINT 46B A66-39897 

SOLAR PROTON 

PROTON INDUCED HYDROXYL FORMATION ON LUNAR SURFACE 
SIMULATED BY BOMBARDING GLASS, CHEMICALLY SIMILAR 
TO SILICATE MINERALS, WITH HIGH ENERGY PROTONS 

A67-11857 

RADIONUCLIDE PRODUCTION IN LUNAR SURFACE ACTIVATED 
BY SOLAR PROTON WITH REFERENCE TO RADIATION 
SHIELDING AND REFLECTION A67-17386 

SOLAR RADIATION 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND RELATION TO REFLECTIVE 
CHARACTERISTICS OF MOON A66-17729 

QUANTITATIVE ANALYSIS OF TRANSIENT LUMINOUS 
PHENOMENA ON LUNAR SURFACE AND RELATION TO SOLAR 
ELECTROMAGNETIC OR CORPUSCULAR EXCITATIONS 

A66-35446 

ENERGY REFLECTED FROM SUBSOLAR POINT ON MOON 

DETERMINED, NOTING ENERGY BALANCE AND RADIATED 
ENERGY A66-38052 

BEHAVIOR OF POSTULATED LUNAR SURFACE MATERIALS DUE 

TO ENVIRONMENTAL HIGH VACUUM, EXAMINING 


MICROMETEOROID IMPACT AND SOLAR RADIATION EFFECT 

A66-38506 

POTENTIAL AND ELECTRIC FIELD OF LUNAR SURFACE 
UNDER CONDITIONS OF NORMAL INCIDENCE OF SOLAR 
RADIATION 

TG-7 N66-I6172 

SOLAR WIND 

ENERGY SOURCES OF LUNAR LUMINESCENCE NOTING 
EFFECTS OF SOLAR WIND, CORPUSCULAR RADIATION, 
ELECTROMAGNETIC RADIATION AND RADIOACTIVITY 

A66-I8090 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT AND FLUX INTENSITY 

A66-20885 

STRUCTURE AND COHERENCY OF LUNAR DUST LAYER, 
CONSIDERING CORPUSCULAR RADIATION SUCH AS SOLAR 
WIND AND METEORITE BOMBARDMENT A66-24892 

CORRELATION BETWEEN LUNAR ECLIPSE BRIGHTNESS AND 
INTERPLANETARY PLASMA FLUX, EXAMINING LUNAR 
LUMINESCENCE A66-4I862 

SPUTTERING EFFECTS ON SURFACE OF MOON, AND 
MODIFICATION OF OPTICAL PROPERTIES BY SOLAR-WIND 
BOMBARDMENT 

NASA-CR-75697 N66-28482 

SPACE COMMUNICATION 

TRANSLUNAR COMMUNICATION USING PUMICE-LIKE OUTER 
LAYER AS PROPAGATION MEDIUM A66-4I151 

SPACE DEBRIS 

TEKTITES, APPROXIMATE AGE AND PROBABLE LUNAR 
ORIGIN A66-27823 

COMPUTATION OF IMPACT DENSITIES AND VELOCITY 
DISTRIBUTION OF DEBRIS FROM LUNAR SURFACE 
EXPLOSIONS 

NASA-CR-78970 N67-12235 

(Dire FMVTBDMMFNT 

EVIDENCE FOR PARTICULATE MATTER IN SPACE AND ITS 
POTENTIAL ACCRETION RATE BY MOON AND EARTH 
TG-10 N66-16175 

REVIEW OF RESEARCH IN AEROTHERMODYNAMICS, FLUID 
MECHANICS, INSTRUMENTATION, SELENOGRAPHY, ORBIT 
THEORY AND PREDICTION, SPACE ENVIRONMENT, AND 
STRUCTURAL DYNAMICS 

NASA-TM-X-53462 N66-35221 

SIMULATION CHAMBERS FOR LUNAR SURFACE ENVIRONMENT, 
LIFE SYSTEMS, AND ASTRONAUT TRAINING STUDIES 

N66-35925 

COMPOSITION AND INTERNAL STRUCTURE OF MOON, LUNAR 
SURFACE ENVIRONMENT IN RELATION TO ESTABLISHING 
LUNAR BASE, AND OBJECTIVES FOR INVESTIGATIONS 
Dl—82-0562 N67-15993 

SPACE EXPLORATION 

LUNAR SURFACE, AND SPACE EXPLORATION PROBES FOR 
USE IN LUNAR ROVING VEHICLE DEVELOPMENT, AND 
LUNAR BASE ESTABLISHMENT 

ATD-66-18 N66-34284 

SPACE LABORATORY 

RECOMMENDATIONS FOR EARTH SPACE LABORATORY AND 
LUNAR SURFACE EXPERIMENTS, LANDING SITE 
SELECTION, AND COMMENTS ON PRESENT KNOWLEDGE 
OF LUNAR SURFACE 

NASA-CR-70458 N66-17476 

SPACE LAW 

LEGAL STATUS OF MOON AND CELESTIAL BODIES 

A66-36213 

SPACE MISSION 

ELECTRICAL POWER SYSTEMS FOR EARTH ORBITAL AND 
LUNAR SURFACE MISSIONS N66-32612 

SPACE ORIENTATION 

EFFECTS OF REDUCED GRAVITY ON HUMAN BODY, AND 
ABILITY OF MAN TO MAINTAIN HIS ORIENTATION ANO 
EQUILIBRIUM ON LUNAR SURFACE N67-I5124 
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SUBJECT INDEX 


STATIC ELECTRICITY 


SPACE PHOTOGRAPHY 

SCIENTIFIC DATA AND OBSERVATIONS SUMMARY OF 
SURVEYOR I LUNAR SURFACE EXPLORATION 

N67-10062 

OBJECTIVES* LAUNCH AND LANDING OPERATIONS* AND 
LUNAR SURFACE PHOTOGRAPHY OF SURVEYOR I 
SPACECRAFT N67-10063 

SURVEYOR I SPACECRAFT PHOTOGRAPHS EVALUATED FOR 
LUNAR SURFACE TOPOGRAPHY N67-10064 

PHOTOGRAPHS TAKEN BY SURVEYOR I CAMERA ON LUNAR 
SURFACE EXAMINED FOR DUST PARTICLE LOCATIONS 

N67-10069 

LUNAR SURFACE PHOTOGRAPHS OBTAINED BY LUNIK XII 
PROBE 

NASA-CR-79544 N67-11734 

SPACE PROBE 

TERRESTRIAL OBSERVATIONS OF LUNAR AND PLANETARY 
ELECTROMAGNETIC RADIATIONS AND CHEMICAL- 
MINERALOGICAL COMPOSITION* AND SPACE PROBE DATA 
AND INSTRUMENTATION 

NASA-SP-99 N66-23475 

SPACE SCIENCE 

THEORIES* DATA, AND CALCULATIONS CONCERNING 
LUNAR EVOLUTION N66-31453 

INHOMOGENEOUS AND NONDIFFERENTIATEO MODEL OF 
LUNAR INTERIOR N66-31454 

SPACECRAFT CONFIGURATION 

LUNAR ORBITER B SPACECRAFT, SPACECRAFT 
CONFIGURATION, TASKS, ATLAS AGENA D LAUNCH 
VEHICLE, DEEP SPACE NETWORK, MISSION, AND FLIGHT 
EVENTS 

NASA NEWS RELEASE-66-286 N66-39950 

SPACECRAFT DESIGN 

SURVEYOR I DATA ANALYZED* NOTING LUNAR 
PHOTOGRAPHS, TOPOGRAPHY AND INSTRUMENTATION 

A66-29657 

SPACECRAFT INSTRUMENTATION 

SURVEYOR INSTRUMENTATION FOR MEASURING PHYSICAL 
PARAMETERS ON AND BENEATH LUNAR SURFACE 
NASA-CR—74296 N66-23653 

APOLLO LUNAR SURFACE EXPERIMENTS PACKAGE / ALSEP/ 
OF SCIENTIFIC INSTRUMENTS AND SUPPORTING 
SUBSYSTEMS 

AIAA PAPER 66-919 A67-14133 

RADIO AND RADAR STUDIES OF SPACE PLASMAS, LUNAR 
AND PLANETARY SURFACES, COMMUNICATION THEORY, 

AND SPACECRAFT INSTRUMENTATION 

NASA-CR-81306 N67-16602 

SPACECRAFT POWER SUPPLY 

ELECTRICAL POWER SYSTEMS FOR EARTH ORBITAL AND 
LUNAR SURFACE MISSIONS N66-32612 

SPACECRAFT TELEVISION 

STEREOSCOPIC TELEVISION OBSERVATION SYSTEM 

FOR LUNAR ORBITER SPACECRAFT N66-19836 

SPACECRAFT TRACKING 

ACCURACY OF SPACECRAFT LANDING LOCATION ON LUNAR 
SURFACE DETERMINED FROM POSTARRIVAL TRACKING, 
CONSIDERING EFFECT OF VARIOUS MISSION-DEPENDENT 
PARAMETERS 

AIAA PAPER 65-694 A66-35901 

SPACECREW 

STAY TIME EXTENSION MODULE SHELTER STRUCTURE TO 
SUPPORT 2 MEN FOR 8 DAYS ON LUNAR SURFACE 

N67-14250 

SPECTRAL ANALYSIS 

LUNAR SURFACE ROUGHNESS IN MARE COGNITUM 
ANALYZED SPECTRALLY AND COMPARED WITH TWO 
TERRESTRIAL AREAS A66-28336 

SPECTROSCOPIC OBSERVATION AND SPECTRAL ANALYSIS OF 
ASTRONOMICAL DATA ON PLANETARY ATMOSPHERE, LUNAR 
SURFACE AND RADIO EMISSION 


NASA—TT—F-8881 N66-29398 

SPECTRAL OBSERVATIONS OF HAZE THAT OBSCURES 
LUNAR CRATERS N67-12731 

SPECTRAL ENERGY DISTRIBUTION 

INTENSITY AND SPECTRAL COMPOSITION OF LUNAR 
GAMMA RADIATION 

JPRS-38793 N67-12006 

SPECTRAL LINE 

INTENSITY OF CHARACTERISTIC SPECTRAL LINES OF SI, 

AL AND MG OF LUNAR SURFACE ROCK MADE FLUORESCENT 

BY SOLAR X-RAYS DETERMINED FROM LUNA X 
MEASUREMENTS A67-16051 

SPECTRAL REFLECTANCE 

LUNAR SPECTRAL REFLECTIVITY DISTRIBUTION 
DETERMINED BY COMPARISON OF LUNAR SPECTRA WITH 
SOLAR SPECTRUM AND SPECTRA OF EARLY STAR CLASSES 

A66-23506 

LUNAR SPECTRAL REFLECTIVITY DISTRIBUTION 
DETERMINED BY COMPARISON OF LUNAR SPECTRA WITH 
SOLAR SPECTRUM AND SPECTRA OF EARLY STAR CLASSES 

A66-37019 

SPECTRAL BRIGHTNESS COEFFICIENTS OF LUNAR CRATERS 
AND COMPARISON OF SPECTRA N66-33528 

SPECTROGRAM 

SPECTROGRAMS OF LUNAR SURFACE FEATURES USED FOR 
DETECTING COLOR CONTRASTS N66-33529 

SPECTROMETER 

PHOTOELECTRIC SPECTROMETER OBSERVATIONS OF LUNAR 
LUMINESCENCE EXCITATION BY SOLAR ACTIVITY ON 
LUNAR SURFACE 

AFCRL-65-772 N66-15854 

SPECTROPHOTOMETRY 

THREE-COLOR PHOTOMETRIC STUDY OF ATMOSPHERIC 
EXTINCTION BY DUST PARTICLES FROM LUNAR ECLIPSE 
PHOTOELECTRIC MEASUREMENTS OF MARE CRISIUM 
REGION A66-25810 

SPECTROPHOTOMETRIC COMPARISON OF LUNAR SURFACE AND 

EARTH VOLCANIC DEPOSITS 

T-R-588 N66-29813 

SPECTROPHOTOMETRY AND POLARIMETRY OF LUNAR 
REGIONS, OPTICAL PROPERTIES OF ATMOSPHERE AND 
SURFACE OF MARS, AND COMETARY TAILS 
NASA—TT-F-382 N66-33526 

SPECTROSCOPY 

SPECTROSCOPIC EVIDENCE FOR LUNAR LUMINESCENCE* 

AND DIRECT AND STORAGE PROCESSES FOR CONVERTING 
ENERGY TO LUMINESCENCE 

TG-11 N66-16176 

cpupRirAi HABuriNf 

COEFFICIENTS OF EXPANSION INTO SPHERICAL HARMONICS 
OF MOON SURFACE AS PRESENTED BY SELENODETIC 
CONTROL SYSTEM OF USAF A66-19264 

HARMONICS OF ABSOLUTE LUNAR ELEVATIONS, DISCUSSING 
STABILITY CRITERIA AND SPHERICAL HARMONIC ANALYSIS 
OF GEOMETRIC FIGURE OF MOON A66-33019 

CONTROL SYSTEM FOR ABOLUTE COORDINATES OF LUNAR 
FORMATIONS FOR SPHERICAL HARMONIC ANALYSIS 

N66-26083 

SPIRAL ANTENNA 

MOON-REFLECTED SIGNALS FOR FARADAY ROTATION AND 
ELECTRON CONTENT IN IONOSPHERE - SPIRAL ANTENNA 
FOR SIGNAL DEPOLARIZATION AT LUNAR SURFACE 
REPT.-9 N66-23947 

SPUTTERING 

SPUTTERING EFFECTS ON SURFACE OF MOON, AND 
MODIFICATION OF OPTICAL PROPERTIES BY SOLAR-WIND 
BOMBARDMENT 

NASA—CR—75697 N66-28482 

STATIC ELECTRICITY 

STATIC ELECTRIC DISCHARGES AND RADIO NOISE FROM 
LUNAR CRATERS 
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STATISTICAL ANALYSIS 


SUBJECT INDEX 


NASA-TM-X—56088 N66-22175 

STATISTICAL ANALYSIS 

ORIGIN OF LUNAR CRATERS FROM STATISTICAL ANALYSIS 
OF DISTRIBUTION OVER LUNAR SURFACE, REVIEWING 
FIELDER THEORY A66-24033 

STATISTICAL METHOD FOR DETERMINING PREFERENTIAL 
DIRECTIONS SHOWN BY LUNAR SURFACE FORMATIONS KNOWN 

AS LUNAR GRID SYSTEM A66-38637 

MATHEMATICAL, STATISTICAL, AND OPTICAL- FOURIER 
METHODS FOR LUNAR EXCURSION MODULE LANDING SITE 
SELECTION 

NASA-CR-65272 N66-20995 

NEWCOMB DERIVATIVE FOR CORRECTION OF LUNAR CRATER 
EQUINOX VALUE N66-24375 

STATISTICAL TECHNIQUES FOR COMPUTER ANALYSIS OF 

MICROPHOTOMETRIC MEASUREMENTS TAKEN ON 

FULL-MOON PHOTOGRAPHIC PLATE N66-35605 

STATISTICS 

STATISTICAL TEST OF RANDOMNESS APPLIED TO LUNAR 
CRATER DATA, NOTING DISTRIBUTION AND DENSITY 

A66-29264 

STEADY STATE 

MEASURING LUNAR HEAT FLOW AT SURFACE OR IN SHALLOW 
HOLE - STUDY OF STEADY PERIODIC TEMPERATURES, 
STEADY STATE FLUX PERTURBATION, AND BLANKET 
MEASUREMENT METHOD 

NASA—CR-69267 N66-I5434 

STEREOSCOPIC PHOTOGRAPHY 

STEREOSCOPIC TELEVISION OBSERVATION SYSTEM 

FOR LUNAR ORBITER SPACECRAFT N66-19836 

PHOTOGRAMMETRIC REDUCTION OF RANGER BLOCK III 
STEREOSCOPIC LUNAR SURFACE PHOTOGRAPHS 

N66-25053 

LUNAR TOPOGRAPHIC PROJECTION OF RANGER VIII 
STEREOSCOPIC PHOTOGRAPHS N66-25054 

STONY METEORITE 

LUNAR AND ASTEROIDAL METEORITES 

A66-27603 

STRATIFIED LAYER 

STRATIFIED AND FACETED FORMS ON PANORAMAS OBTAINED 
FROM LUNA IX SPACE STATION, NOTING CONNECTION 
WITH MINERAL COMPOSITION OF LUNAR SURFACE 

A67-10904 

STRATIGRAPHY 

LUNAR TOPOGRAPHICAL ASPHERICITY, LUNAR 
COORDINATES, ABSOLUTE AND RELATIVE, HARMONIC 
ANALYTICAL INTERPOLATION, FORMATIONS, STRATIGRAPHY 
AND OPTICAL LIBRATIONS A66-18265 

GEOLOGIC MAPPING OF STRATIGRAPHY AND STRUCTURE 
OF LUNAR SURFACE 

NASA—CR—71414 N66-2I350 

LUNAR GEOLOGIC MAPPING OF MARE TRANQUILLITATIS 
AND STRATIGRAPHY FROM RANGER VIII PHOTOGRAPHS 

N66-25057 

STRUCTURAL DYNAMICS 

REVIEW OF RESEARCH IN AEROTHERMODYNAMICS* FLUID 
MECHANICS, INSTRUMENTATION, SELENOGRAPHY, ORBIT 
THEORY AND PREDICTION, SPACE ENVIRONMENT, AND 
STRUCTURAL DYNAMICS 

NASA—TM—X-53462 N66-35221 

STRUCTURE 

MATHEMATICAL THEORY DESCRIBING INTERNAL LUNAR 
STRUCTURE - SELENOLOGY AND LUNAR GEOLOGY 
Dl-82-0466 N66-I5700 

POSSIBLE STRUCTURE OF SURFACE LAYER OF MOON 
NASA-CR-80579 N67-13234 

SUBSURFACE 

LUNAR SURFACE AND SUBSURFACE PROPERTIES, FEATURES, 

MATERIALS, AND CHARACTERISTICS N66-I7465 


SUBSYSTEM 

APOLLO LUNAR SURFACE EXPERIMENTS PACKAGE / ALSEP/ 
OF SCIENTIFIC INSTRUMENTS AND SUPPORTING 
SUBSYSTEMS 

AIAA PAPER 66-919 A67-14133 

SUNSPOT 

STATISTICAL CORRELATION BETWEEN TRANSIENT LUNAR 
LUMINESCENCE AND SUNSPOT NUMBER DISTRIBUTION 

A66-23193 

SURFACE 

ENGINEERING-GEOPHYSICAL PROPERTIES OF SURFACE AND 
NEAR SURFACE ROCK MATERIALS FROM SELECTED 
TERRESTRIAL GEOLOGIC ENVIRONMENTS AS POSSIBLE 
LUNAR ANALOGS FOR APOLLO LANDING SITES 

N66-22888 

APPROXIMATION SOLUTION TO INTEGRAL EXPRESSIONS OF 
RADAR BACKSCATTER FROM DISTANT ROUGH SURFACES 
FOR LUNAR SURFACE PROPERTY DETERMINATION 
NASA-CR—76016 N66-29733 

SURFACE CRACK 

ANOMALOUS COOLING OF MOON SURFACE DURING LUNAR 
ECLIPSE EXPLAINED POSSIBLY BY LUNAR SURFACE 
ROUGHNESS IN FORM OF CRACKS AND DECLIVITIES AT 
CENTIMETER SCALE A67-11460 

SURFACE EROSION 

SOFTENED APPEARANCE OF CERTAIN LARGE LUNAR CRATERS 

EXPLAINED BY ASH FLCW THEORY A66-35451 

SURFACE LAYER 

DIELECTRIC CONSTANTS, COMPOSITION, AND DEPTHS OF 
LAYERS OF MOON BASED ON TWO-LAYER LUNAR MODEL 
USING RADAR ECHOES 

TG-4 N66-16169 

PHYSICAL PROPERTIES OF SURFACE ANO NEAR SURFACE 
IN SITU MATERIAL BY ENGINEERING AND GEOPHYSICAL 
TECHNIQUES FOR POSSIBLE LUNAR SURFACE ANALOGS 
NASA—CR—65320 N66-22886 

TOP SOIL BLANKET IN VICINITY OF TERRESTRIAL 
VOLCANOES PHOTOMETRICALLY STUDIED IN EFFORT TO 
FIND EQUIVALENT IN LUNAR SURFACE LAYER 
NASA—TT—F—9322 N66-24907 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA—CR—77720 N66-35767 

POSSIBLE STRUCTURE OF SURFACE LAYER OF MOON 
NASA-CR-80579 N67-13234 

SURFACE PROPERTY 

LUNAR SURFACE AND SUBSURFACE PROPERTIES, FEATURES, 

MATERIALS, AND CHARACTERISTICS N66-17465 

SURVEYOR I PRELIMINARY DATA ON LUNAR SURFACE 
MECHANICAL, THERMAL, AND ELECTRICAL PROPERTIES, 
TOPOGRAPHY, AND GEOLOGY 

NASA-SP-126 N66-29481 

POLARIZATION CHARACTERISTICS OF SIMULATED LUNAR 
SURFACES 

NASA-CR—76230 N66-30602 

ANNOTATED BIBLIOGRAPHY ON SURFACE CHARACTERISTICS 
OF MOON, MARS, AND VENUS 

ATD-66-53 N66-32568 

POLARIZATION PROPERTIES OF VOLCANIC ASH AND 
FURNACE SLAG /SIMULATED LUNAR SURFACE/ MATERIALS 
DETERMINED AS FUNCTION OF PARTICLE SIZE, ALBEDO, 
AND POROSITY 

NASA—CR—77767 N66-36047 

SURFACE ROUGHNESS 

LUNAR AND PLANETARY TERRAIN ROUGHNESS IN TERMS OF 
CURVATURE STATISTICS, BASED ON RANGER VII AND 
BONITA LAVA FLOW CONTOUR MAP ANALYSIS 
AIAA PAPER 65-389 A66-21955 

LUNAR SURFACE ROUGHNESS IN MARE COGNITUM 
ANALYZED SPECTRALLY AND COMPARED WITH TWO 
TERRESTRIAL AREAS A66-28336 
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SUBJECT INDEX 


TELEVISION TRANSMISSION 


ULTRAHIGH VACUUM FRICTIONAL ADHESIONAL BEHAVIOR 
OF SILICATES RELATED TO LUNAR SURFACE - 
MODIFICATIONS, SORPTION PUMP BANK, CLEAVAGE 
DEVICE, AND ROUGHNESS EFFECTS 

NASA-CR-69246 N66-15305 


SURVEYOR I SPACECRAFT N67-10065 

RADAR INSTRUMENTATION ON SURVEYOR I SPACECRAFT 
AND USE IN DETERMINING ELECTRICAL PROPERTIES OF 
LUNAR SURFACE N67-10066 


HYPOTHESIS THAT ANOMALOUS COOLING OF CERTAIN 
REGIONS OF MOON DURING ECLIPSE IS DUE TO 
PREFERENTIAL SURFACE ROUGHNESS ON CENTIMETER 
SCALE 

01—82-0531 N66-34528 

DENSITY OF SMALL LUNAR CRATERS DETERMINED BY 
INFLUX OF INTERPLANETARY MATTER, AND SECONDARY 
IMPACT CRATERS CONTRIBUTING TO LUNAR SURFACE 
ROUGHNESS N66-35600 

COMPOSITE SURFACE AND COMPOSITE CORRELATION 
APPROACHES TO FREQUENCY DEPENDENCE AND SURFACE 
ROUGHNESS PROBLEMS OF LUNAR SURFACE SIGNAL 
SCATTERING A67-10019 

CENTIMETER- AND MILLIMETER SCALE ROUGHNESS OF 
LUNAR SURFACE PRODUCED BY MICROMETEORITE IMPACT 

A67-10893 

QUANTITATIVE STUDY OF RADAR CROSS POLARIZATION 
FACTOR D IN ORDER TO OBTAIN DATA ON LUNAR SURFACE 
ROUGHNESS AND DIELECTRIC PROPERTIES 

A67-11603 

LUNAR SURFACE ROUGHNESS COMMINUTION ESTIMATED BY 
CONSIDERING METEORIC BODY CATERING PROCESS 
NASA-CR—80137 N67-12165 

ERROR CORRECTION IN LUNAR SLOPE ANGLES AND SURFACE 

ROUGHNESS OF RANGER PHOTOGRAPHS 

N67-13497 

NATURE OF LUNAR SURFACE FROM STANDPOINT OF 
PROSPECTIVE LANDING ON MOON N67-15494 

SURFACE ROUGHNESS EFFECT 

ANOMALOUS COOLING OF MOON SURFACE DURING LUNAR 
ECLIPSE EXPLAINED POSSIBLY BY LUNAR SURFACE 
ROUGHNESS IN FORM OF CRACKS AND DECLIVITIES AT 
CENTIMETER SCALE A67-11460 


LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

PHOTOGRAPHS TAKEN BY SURVEYOR I CAMERA ON LUNAR 
SURFACE EXAMINED FOR DUST PARTICLE LOCATIONS 

N67-10069 


SURVEYOR PROJECT 

SURVEYOR INSTRUMENTATION FOR MEASURING PHYSICAL 

PARAMETERS ON AND BENEATH LUNAR SURFACE 

NASA—CR-74296 N66-23653 

SURVEYOR I PRELIMINARY DATA ON LUNAR SURFACE 
MECHANICAL, THERMAL, AND ELECTRICAL PROPERTIES, 
TOPOGRAPHY, AND GEOLOGY 

NASA—SP—126 N66-29481 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA—CR—79306 N67-13019 

ALPHA PARTICLE DETECTOR EXPERIMENT FOR CHEMICAL 
ANALYSIS OF LUNAR SURFACE BY SURVEYOR 
SPACECRAFT 

NASA—CR—75748 N67-13243 


SYSTEMS DESIGN 

DESIGN STUDY OF GEOPHYSICAL PROBE SYSTEM FOR 
MEASURING PROPERTIES OF LUNAR SURFACE AND 
SUBSURFACE DURING APOLLO APPLICATIONS LUNAR 
SURFACE MISSION 

NASA—CR—76413 N66-31385 


T 


TABLE 

LUNAR CRATERS WITH 
TABLES AND PROFILE 
NASA—CR—71543 


CENTRALLY LOCATED PEAKS - 
GRAPHS 

N66-21782 


SURFACE TEMPERATURE 

LUNAR SURFACE MODELS INCLUDING TEMPERATURE 
DEPENDENT THERMAL PROPERTIES 

NASA-CR-71554 N66-21679 


TEKTITE 

COMPARISON OF CRATERING ON EARTH AND MOON, 
RESULTING FROM HIGH VELOCITY IMPACT OF SOLID 
OBJECTS UPON PLANETARY MASSES A66-24199 


RADIO OBSERVATION OF THERMAL RADIATION INTENSITIES 
FROM MOON AND VENUS FOR SURFACE TEMPERATURE 
DETERMINATION 

NASA-CR-75313 N66-28655 

TWO-LAYER MODEL OF LUNAR SURFACE ANALYZED, USING 
CRITERIA OF TRANSPARENCY TO MICROWAVE RADIATION 

A67-11700 

SURVEYING 

MISSION FOR SURVEYING AND MAPPING LUNAR SURFACE 
NASA-CR-75417 N66-27535 

SURVEYOR I SPACECRAFT 

SURVEYOR I PHOTOGRAPHS OF LUNAR SURFACE IN 
SUPPORT OF THEORIES THAT NO MECHANISM EXISTS ON 
MOON FOR SORTING DIFFERENT SIZED PARTICLES INTO 
LAYERS A67-13892 

SCIENTIFIC DATA AND RESULTS OF LUNAR SURFACE 

EXPLORATION BY SURVEYOR I SPACECRAFT 

NASA-CR—79150 N67-10061 

SCIENTIFIC DATA AND OBSERVATIONS SUMMARY OF 
SURVEYOR I LUNAR SURFACE EXPLORATION 

N67-10062 

OBJECTIVES, LAUNCH AND LANDING OPERATIONS, AND 
LUNAR SURFACE PHOTOGRAPHY OF SURVEYOR I 

SPACECRAFT N67-10063 

SURVEYOR I SPACECRAFT PHOTOGRAPHS EVALUATED FOR 
LUNAR SURFACE TOPOGRAPHY N67-10064 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 

LUNAR SURFACE THERMAL DATA OBTAINED BY 


TEKTITES, APPROXIMATE AGE ANO PROBABLE LUNAR 
ORIGIN A66-27823 

ORIGIN OF TEKTITES WITH MOON CONSIDERED MOST 

LIKELY EXTRATERRESTRIAL SOURCE A66-38059 

PRESSURE, TEMPERATURE, AND VOIDAGE CALCULATIONS 
FOR LUNAR ASH FLOW EXPLANATION OF TEKTITE 
CHEMISTRY 

NASA—TM—X—56128 N66-18388 

POSSIBLE LUNAR ORIGIN OF TEKTITES 

NASA—TM—X—56663 N66-22235 

MUONG NONG TEKTITE MICROSTRUCTURAL AND CHEMICAL 
ANALYSIS TO DETERMINE LUNAR STRUCTURE 

N66-31456 

CHEMICAL COMPOSITION OF TEKTITES RELATED TO 

LUNAR IGNEOUS ACTIVITY N66-32032 

LUNAR STRUCTURE AS DEDUCED FROM MUONG NOUNG 

TEKTITES - PROBABILITY OF LUNAR ORIGIN 

NASA—TN—D—3564 N66-32956 

TEKTITE STRUCTURE AND LUNAR ASH FLOWS, NOTING 
THEORETICAL COMPUTATIONS OF PRESSURE, TEMPERATURE 
AND VOIDAGE A67-13936 

TELEVISION CAMERA 

DETERMINATION OF LUNAR LUMINANCE TO SET VIDEO 
GAIN OF RANGER TV CAMERAS A66-18733 

TELEVISION TRANSMISSION 

SCIENTIFIC EVALUATION OF TELEVISION PANORAMAS FROM 
LUNAR SURFACE STATION 


1-35 



TEMPERATURE CONTROL 


SUBJECT INDEX 


NASA—CR-80180 N67-12202 

TEMPERATURE CONTROL 

THERMAL CONTROL SUBSYSTEM FOR APOLLO LUNAR 
SURFACE EXPERIMENTS PACKAGE, NOTING CONSTRUCTION 
AND OPERATION PRINCIPLES A67-12357 

TEMPERATURE DISTRIBUTION 

COMPUTER STUDY TO DETERMINE EFFECT OF BALLOON 
FOOTPRINT AND OPTICAL CHARACTERISTICS ON 
MATERIAL TEMPERATURES OF SPHERE ON LUNAR SURFACE 
FOR HIGH NOON CONDITION 

NASA-CR-66166 N66-36783 

TEMPERATURE EFFECT 

TEMPERATURE DEPENDENT THERMAL PROPERTY MODELS OF 
LUNAR SURFACE AND RADIATIVE ENERGY TRANSPORT 
DEDUCED FROM RF AND IR OBSERVATIONS 

A67-14740 

TEMPERATURE MEASUREMENT 

THERMOLUMINESCENCE OF ACHONDRITE METEORITES ON 
LUNAR SURFACE BASED ON RATE OF TEMPERATURE RISE OF 
LUNAR TERMINATOR A67-10249 

SCIENTIFIC DATA AND OBSERVATIONS SUMMARY OF 
SURVEYOR I LUNAR SURFACE EXPLORATION 

N67-10062 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 
LUNAR SURFACE THERMAL DATA OBTAINED BY 
SURVEYOR I SPACECRAFT N67-10065 

TERRESTRIAL DUST BELT 

TEKTITE STRUCTURE AND LUNAR ASH FLOWS, NOTING 
THEORETICAL COMPUTATIONS OF PRESSURE, TEMPERATURE 
AND VOIDAGE A67-13936 

TEST FACILITY 

SIMULATION CHAMBERS FOR LUNAR SURFACE ENVIRONMENT, 
LIFE SYSTEMS, AND ASTRONAUT TRAINING STUDIES 

N66-35925 

THERMAL EFFECT 

INFRARED AND VISUAL OBSERVATIONS OF THERMAL LUNAR 
SURFACE ANOMALIES DURING ECLIPSE 

Dl—82—0533 N66-38578 

THERMAL PROPERTY 

LUNAR SURFACE STUDIES DEALING WITH DUST LAYER, 
METEOR IMPACT, POLARIZATION, ELECTRIC FIELD, AND 
ELECTROMAGNETIC AND THERMAL PROPERTIES - TYCHO 
MEETING 

NASA—CR—69878 N66-16166 

ELECTROMAGNETIC AND THERMAL PROPERTIES OF LUNAR 
SURFACE DETERMINED BY RADAR REFLECTION, 
RADIOMETRIC, INFRARED, AND LABORATORY 
EXPERIMENTS 

TG-9 N66-16174 

LUNAR SURFACE MODELS INCLUDING TEMPERATURE 
DEPENDENT THERMAL PROPERTIES 

NASA-CR-71554 N66-21679 

MECHANICAL AND THERMAL PROPERTIES OF LUNAR SURFACE 
MATERIALS CORRELATED BY MATHEMATICAL MODEL STUDY 
NASA—CR—71750 N66-24605 

TEMPERATURE DEPENDENT THERMAL PROPERTY MODELS OF 
LUNAR SURFACE AND RADIATIVE ENERGY TRANSPORT 
DEDUCED FROM RF AND IR OBSERVATIONS 

A67-14740 

SCIENTIFIC DATA AND RESULTS OF LUNAR SURFACE 

EXPLORATION BY SURVEYOR I SPACECRAFT 

NASA—CR—79150 N67-10061 

THERMAL RADIATION 

I R SPECTROPHOTOMETRY OF MOON AND GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 
THERMAL RADIATION AND ALBEDO INCREASE WITH 
WAVELENGTH VARIATION A66-19458 

LUNAR AND PLANETARY SURFACES INVESTIGATED FROM 
THERMAL RADIATION STANDPOINT A66-20114 

I R SPECTROPHOTOMETRY OF MOON AND GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 


THERMAL RADIATION AND ALBEDO INCREASE WITH 
WAVELENGTH VARIATION A66-34487 

I R MEASUREMENTS ON ECLIPSED MOON, DISCOVERING 
HOT SPOTS ON LUNAR SURFACE A66-35448 

RADIO OBSERVATION OF THERMAL RADIATION INTENSITIES 
FROM MOON AND VENUS FOR SURFACE TEMPERATURE 
DETERMINATION 

NASA—CR—75313 N66-28655 

LAYERED STRUCTURE MODEL FOR LUNAR SURFACE BASED ON 
THERMAL RADIATION OBSERVATIONS N66-28656 

TWO-LAYER MODEL, WITH TRANSPARENT OR 
SEMITRANSPARENT SURFACE LAYER, FOR LUNAR 
SURFACE, BASED ON MICROWAVE OBSERVATIONS OF 
LUNAR THERMAL RADIATION N66-28657 

ENGINEERING INFORMATION ON RADOME USED FOR THERMAL 
AND MICROWAVE OBSERVATIONS OF MOON AND VENUS 

N66-28660 

RADIO AND THERMAL EMISSION DATA ANALYSIS FOR 
PLANETARY AND LUNAR SURFACE INVESTIGATIONS 

N66-3I451 

DIRECTIONAL ABSORPTIVITY CHARACTERISTICS OF 
CONICAL CAVITIES AND USE AS THERMAL MODEL FOR 
LUNAR METEOR CRATERS 

AIAA PAPER 65-669 A67-L3049 

NATURE OF LUNAR SURFACE, OISCUSSING 
INTERPRETATIONS OF LUNA IX PHOTOGRAPHS BY 
JAFFE AND KUIPER A67-13934 

THERMAL SIMULATION 

CONCEPTUAL ANALYTICAL METHOD FOR SIMULATING LUNAR 
SURFACE ENVIRONMENT, USING COMPUTER PROGRAM FOR 
PARAMETRIC CURVES A66-40210 

THERMOCONDUCTIVITY 

POSSIBLE LUNAR SURFACE VACUUM LAYER STRUCTURE FROM 
EFFECTIVE THERMOCONDUCTIVITY COEFFICIENT BASED ON 
RADIOASTRONOMICAL DATA A67-11567 

TEMPERATURE DEPENDENT THERMAL PROPERTY MODELS OF 
LUNAR SURFACE AND RADIATIVE ENERGY TRANSPORT 
DEDUCED FROM RF AND IR OBSERVATIONS 

A67-14740 

THERMOPHYSICAL PROPERTY 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 
LUNAR SURFACE THERMAL DATA OBTAINED BY 
SURVEYOR I SPACECRAFT N67-10065 

TIME FACTOR 

MOIST SOIL INTRODUCED IN VACUUM CHAMBER TO 

DETERMINE PUMPING LOAD AND TIME REQUIRED 

NASA—CR-66079 N66-22367 

PROBLEMS OF CRYOGENIC STORAGE ON LUNAR SURFACE FOR 

EXTENDED TIME PERIODS N66-35512 

TOPOGRAPHY 

TOPOGRAPHY AND EVOLUTION OF LUNAR CRATERS - 
METEORITIC IMPACT - SELENOGRAPHY 

NASA—TM—X—56115 N66-15425 

LUNAR MODEL WHICH SIMULATES TOPOGRAPHIC AND 
PHOTOMETRIC CHARACTERISTICS OF LUNAR SURFACE 
NASA—CR—66176 N66-38493 

ERRORS IN ESTIMATES OF LUNAR CRATER SLOPE ANGLES 
AND SURFACE ROUGHNESS IN RANGER VII AND 
RANGER VIII PICTURES DUE TO INTERPRETATION OF 
DARK AREAS AS SHADOWS A67-10319 

TOPOGRAPHIC INFORMATION ACQUISITION METHODS FOR 

LUNAR, PLANETARY, AND SOLAR SURFACES 

NASA—CR—650 N67-11951 

TRANSIENT HEATING 

TRANSIENT RADIATIVE HEAT EXCHANGE AT MOON SURFACE 
01-82-0559 N67-11009 


1-36 



SUBJECT INDEX 


VOLCANIC THEORY 


U 

U.S.S.R. 

RESEARCH ON LUNAR FIGURE AND MOTION IN U.S.S.R. - 
CONSTRUCTION AND USE OF SELENOCENTRIC COORDINATE 
NETWORK FOR LUNAR SURFACE AND LIBRATION STUDIES 
JPRS-35227 N66-24366 

CONFERENCE OF ASTRONOMICAL COUNCIL OF SCIENCE 
U.S.S.R ON FIGURE AND MOTION OF MOON 

N66-24380 

MINOR PLANETS, PLANETARY ORBITS, LUNAR LIBRATION, 
AND STORMER THEORY OF DIFFERENTIAL EQUATIONS 
TREATED IN THEORETICAL ASTRONOMY BULLETIN - 
U.S.S.R. N66-37853 

LUNAR SURFACE PHOTOGRAPHS OBTAINED BY LUNIK XII 
PROBE 

NASA-CR—79544 N67-11734 

ULTRAHIGH FREQUENCY 

USE OF UHF RADAR TECHNIQUES TO OETECT AND MAP 
SUBSURFACE DISCONTINUITIES IN LUNAR SURFACES 

N67-13502 

ULTRAHIGH VACUUM 

ULTRAHIGH VACUUM FRICTIONAL ADHESIONAL BEHAVIOR 
OF SILICATES RELATED TO LUNAR SURFACE - 
MODIFICATIONS, SORPTION PUMP BANK, CLEAVAGE 
DEVICE, AND ROUGHNESS EFFECTS 

NASA-CR-69246 N66-15305 

SILICATE ULTRAHIGH VACUUM FRICTIONAL AND 
ADHESIONAL BEHAVIOR AS RELATED TO LUNAR SURFACE 
NASA-CR-74625 N66-24596 

COMMINUTION THEORY FOR AND EXPERIMENTS UNDER 
ULTRAHIGH VACUUM CONDITIONS, FOR SPECULATION 
ON LUNAR SURFACE MAKE-UP AND CHARACTERISTICS 
RM-313 N66-26955 

ULTRAHIGH VACUUM EFFECTS ON PROPERTIES OF 
SIMULATED LUNAR SOIL 

NASA-CR—75323 N66-27244 

ULTRAHIGH VACUUM ADHESION OF SILICATES AS RELATEO 
TO LUNAR SURFACE 

NASA-CR-76430 N66-32110 

ULTRAHIGH VACUUM ADHESION BETWEEN SILICATE 
MINERALS AS RELATED TO LUNAR SURFACE 
NASA-CR-81348 N67-166U 

ULTRAVIOLET SPECTRUM 

LUNAR DISK COLOR INDEX DERIVATION BY APPLYING 
METHOD OF PHOTOGRAPHIC PHOTOMETRY IN UV AND IR 
SPECTRAL REGIONS A67-12493 

UNMANNEO SPACECRAFT 

L EM OPTICAL ASTRONOMY PACKAGE / OAP/ CONTAINING 
ASTRONOMICAL TELESCOPE, SPECTROPHOTOMETER, DATA 
PROCESSING SUBSYSTEM AND OTHER DEVICES, FOR 
UNMANNEO LANDING AND LIFE SUPPORT 

A67-12414 

V 

VACUUM CHAMBER 

MOIST SOIL INTRODUCED IN VACUUM CHAMBER TO 

DETERMINE PUMPING LOAD AND TIME REQUIRED 

NASA-CR—66079 N66-22367 

VACUUM EFFECT 

SHEAR STRENGTH OF IDEALIZED GRANULAR MEDIA IN 
VACUUM, IN CONDITIONS SIMULATING ENVIRONMENTAL 
PRESSURE OF LUNAR SURFACE LAYER 

A66-28180 

BEHAVIOR OF POSTULATED LUNAR SURFACE MATERIALS DUE 
TO ENVIRONMENTAL HIGH VACUUM, EXAMINING 
MICROMETEOROID IMPACT AND SOLAR RADIATION EFFECT 

A66-38506 

ULTRAHIGH VACUUM EFFECTS ON PROPERTIES OF 
SIMULATED LUNAR SOIL 

NASA-CR-T5323 N66-27244 

VACUUM PUMP 

ULTRAHIGH VACUUM FRICTIONAL ADHESIONAL BEHAVIOR 
OF SILICATES RELATED TO LUNAR SURFACE - 


MODIFICATIONS, SORPTION PUMP BANK, CLEAVAGE 
DEVICE, AND ROUGHNESS EFFECTS 

NASA-CR-69246 N66-15305 

VENUS 

INTERPLANETARY SPACE BIBLIOGRAPHY ON MOON AND 
VENUS STUDIES N66-21161 

RADIO OBSERVATION OF THERMAL RADIATION INTENSITIES 
FROM MOON ANO VENUS FOR SURFACE TEMPERATURE 
DETERMINATION 

NASA-CR-75313 N66-28655 

ENGINEERING INFORMATION ON RADOME USED FOR THERMAL 
AND MICROWAVE OBSERVATIONS OF MOON AND VENUS 

N66-28660 

OBSERVATIONS OF MOON, VENUS, MARS, AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, ANO 
SPECTROSCOPIC OBSERVATIONS 

NASA-CR—76142 N66-31446 

ANNOTATED BIBLIOGRAPHY ON SURFACE CHARACTERISTICS 
OF MOON, MARS, AND VENUS 

ATD-66-53 N66-32568 

MASSES OF MOON AND VENUS AND ASTRONOMICAL UNIT 
DETERMINED FROM MARINER II DOPPLER OATA, NOTING 
SOURCES OF ERROR A67-16575 

VIDEO OATA 

PATTERN RECOGNITION SYSTEMS FOR CLASSIFICATION 
OF LUNAR TERRAIN 

NASA-CR—79109 N66-39924 

VIDICON 

DETERMINATION OF LUNAR LUMINANCE TO SET VIDEO 
GAIN OF RANGER TV CAMERAS A66-18733 

VISCOSITY 

VISCOSITY DISTRIBUTION WITHIN MOON ANALYZED, 

USING NAVIER- STOKES AND CONTINUITY EQUATIONS, 
ABNORMAL INERTIA MOMENT EXPLAINED, MARIA AND 
CONTINENT DISTRIBUTION EXAMINED FOR UNDERSTANDING 
INTERNAL STATE OF MOON A66-38030 

VISCOUS FLOW 

WALL OF LARGE CIRCULAR FORMATION ON MOON SHOWN 
ON ORBI TER PHOTOGRAPHS AS CONVEX BODY 
RESEMBLING FLOW OF VISCOUS LAVA 

A67-17202 

VISIBLE RADIATION 

POIARIMETRIC PROPERTIES OF SIMULATED LUNAR SURFACE 
SPECIMENS IN VISIBLE AND INFRARED RADIATION 
NASA-CR-76169 N66-30394 

VOLCANIC THEORY 

VOLCANIC ORIGIN OF LUNAR AND MARTIAN CRATERS, 
NOTING DISTRIBUTION, DIAMETERS, ETC 

A66-33625 

SIMILARITY IN FREQUENCY DISTRIBUTION OF MARTIAN 
AND LUNAR CRATERS WITH TERRESTRIAL VOLCANIC 
CRATERS A66-33626 

THERMAL ENERGY CALCULATIONS FROM CIRCULAR ANO 
ELLIPTICAL SPOTS IN AREA OF CRATER ARISTARCHUS TO 
SUPPORT VOLCANIC ORIGIN A66-34099 

TERRESTRIAL CALDERAS, DEFINEO AS BASINS OF 
SUBSIDENCE LARGER THAN VOLCANIC CRATERS, 

ASSOCIATED PYROCLASTIC DEPOSITS AND POSSIBLE 
LUNAR APPLICATION A66-35450 

MECHANISM FOR SELENOLOGICAL PROCESSES ASSUMING 
LUNAR SURFACE IS ANOROGENICALLY MOLOED AND CRATER 
PATTERN STEMS FROM REACTIVATION OF ANOROGENIC 
ZONES A66-36312 

VOLCANIC VS METEORITIC ORIGIN OF LUNAR CRATERS, 
DISCUSSING SURVIVAL ADVANTAGES IN LUNAR LANDING 

A66-40398 

IMPACT THEORY OF CRATER FORMATION ON SURFACES OF 
MOON AND MARS NOT AS CONSISTENT WITH EVIDENCE AS 
ENDOGENOUS CRATERING THEORY A66-43028 


1-37 


VOLCANICS 


SUBJECT INDEX 


TOP SOIL BLANKET IN VICINITY OF TERRESTRIAL 
VOLCANOES PHOTOMETRICALLY STUDIED IN EFFORT TO 
FIND EQUIVALENT IN LUNAR SURFACE LAYER 
NASA-TT-F—9322 N66-24907 

METEORITIC HYPOTHESIS OF LUNAR CRATER FORMATION 
AND BALDWINS RELATIONSHIPS SUPPORTING VOLCANIC 
GENESIS 

T—446—R N66-35640 

VOLCANICS 

INTERNAL MELTING OF MOON, AND LUNAR COMPOSITION, 
VOLCANICS, AND SEISMOLOGY 

TG-2 N66-16167 

PRESENCE OF ICE BELOW AND DUST LAYER ABOVE LUNAR 
SURFACE AS EVIDENCE DISPROVING VOLCANISM ON MOON 

TG-5 N66-I6I70 

FIELD AND LABORATORY INVESTIGATIONS OF VOLCANIC, 
EXPLOSIVE, IMPACT, AND OTHER CRATER PHENOMENA 
MADE IN CONNECTION WITH PROGRAM TO DETERMINE 
ORIGIN AND STRUCTURE OF LUNAR CRUST 
NASA-CR-71420 N66-2I584 


X-RAY SPECTROSCOPY 

NONDISPERSIVE X-RAY SPECTROMETER FOR REMOTE 
GEOCHEMICAL ANALYSIS OF LUNAR OR PLANETARY 
SURFACES A66-23694 

Y 

YIELD STRENGTH 

LUNAR SURFACE COMPOSITION, STRENGTH AND FAILURE 
MODES, DETERMINING ABILITY TO SUPPORT LEM 

A67-16612 


W 


WATER CONTENT 

DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 

SHEAR STRENGTH, GEOLOGY, AND PETROGRAPHY OF 
MATERIALS REPRESENTATIVE OF LUNAR SOIL 
NASA-CR-65502 N66-37366 

BULK DENSITY, MOISTURE CONTENT, BEARING CAPACITY, 
SHEAR STRENGTH, AND P-WAVE VELOCITY 
MEASUREMENTS OF LUNAR ANALOG MATERIALS 

N66-37367 


WATER RECOVERY 

SOLAR ENERGY VS ELECTRICAL OR NUCLEAR POWER FOR 
RECOVERY OF WATER, OXYGEN AND VARIOUS CHEMICALS 
FROM LUNAR SOIL 

AICE PREPRINT 46B A66-39897 

RECOVERY OF WATER FROM ROCKS AND MINERALS ON LUNAR 

SURFACE N66-35510 

WAVE ATTENUATION 

VELOCITIES AND ATTENUATIONS OF SEISMIC WAVE 
AMPLITUDES OBSERVED IN ROCK ANALOG TO LUNAR 
SURFACE N66-35972 

WAVE DETECTION 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

AND ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA-CR-65489 N66-35966 

WAVE REFLECTION 

RADAR BACKSCATTERING OF LUNAR SURFACE STUDIED FOR 
CIRCULAR AND LINEAR POLARIZATION OF WAVES 
NASA-CR-79098 N66-39959 

WAVELENGTH 

OBJECTIONS TO GEHRELS MODEL EXPLAINING 
OBSERVATIONS ON WAVELENGTH DEPENDENCE OF OPTICAL 

PROPERTIES OF LUNAR SURFACE A66-29260 

X 


X-RAY DENSITY MEASUREMENT 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT AND FLUX INTENSITY 

A66-20885 


X-RAY DIFFRACTION 

FEASIBILITY OF APPLYING X-RAY DIFFRACTION TO 
EXTRATERRESTRIAL EXPLORATION OF LUNAR SURFACE 
AND EARTH-LIKE PLANETS 

NASA—TM-X-53449 N66-29476 

X-RAY SPECTROMETRY 

INTENSITY OF CHARACTERISTIC SPECTRAL LINES OF SI, 
AL AND MG OF LUNAR SURFACE ROCK MADE FLUORESCENT 
BY SOLAR X-RAYS DETERMINED FROM LUNA X 
MEASUREMENTS A67-16051 


1-38 




Personal Author Index 


LUNAR SURFACE STUDIES / a continuing bibliography 


APRIL 1967 


Typical Personal Author Index Listing 



A Notation of Content (NOC), rather than the title of the document is used to 
provide a more exact description of the subject matter. The accession number 
is included to assist the user in locating the abstract in the abstract section. 


A 


ABBEDUTO* L. J. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 

ABRAMS* W. 

EVALUATING SCHROTERS RULE CONCERNING LUNAR CRATER 
FORMATION 

NASA-CR-71416 N66-21352 

ADAMS* E. 

ORIGIN OF TEKTITES WITH MOON CONSIDERED MOST 

LIKELY EXTRATERRESTRIAL SOURCE A66-38059 


CARAMUEL BASED ON 1965 PHOTOGRAPHS 


A66—35245 


ALLEN* L. S. 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES* 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 


ALLEN* R- V. 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION* 
MIGRATION, AND CRYSTALLIZATION 

NASA-CR-65186 N66-15371 

FAR INFRARED SPECTRA OF SILICATE MATERIALS FOR 
REMOTE SENSING OF LUNAR OR PLANETARY SURFACE 
COMPOSITION 

NASA-CR-75289 N66-26874 

ALLEY* C. 0. 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-16015 

AMDURSKY* M* E. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 

ANDERS* E. 

MARINER IV OBSERVATIONS ON FORMATION RATE, 
DENSITY, AND AGE OF CRATERS ON MARS 

N67-12746 


ANDERSON* D. L. 

INTERNAL MELTING OF MOON, AND LUNAR COMPOSITION, 
VOLCANICS, AND SEISMOLOGY 

TG-2 N66-16167 


ADAMS* £« N- 

PRESSURE, TEMPERATURE, AND VUIDAGE CALCULATIONS 
FOR LUNAR ASH FLOW EXPLANATION OF TEKTITE 
CHEMISTRY 

NASA-TM-X-56128 N66-18388 

ADLER* I. 

MUONG NONG TEKTITE MICROSTRUCTURAL AND CHEMICAL 
ANALYSIS TO DETERMINE LUNAR STRUCTURE 

N66-31456 

LUNAR STRUCTURE AS DEDUCED FROM MUONG NOUNG 
TEKTITES - PROBABILITY OF LUNAR ORIGIN 
NASA-TN-D-3564 N66-32956 

INSTRUMENT FOR DIAGNOSIS OF LUNAR SURFACE AND DATA 
REDUCTION PROCEDURES 

NASA-TM-X-55596 N67-13225 

AHRENHOLZ* H* W. 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA-CR—77720 N66-35767 

ALBER, IA. I• 

THERMAL CONDUCTIVITY EQUATION SOLVED FOR FOUR 
COMBINATIONS OF CONCENTRATION OF RADIOACTIVE 
ELEMENTS IN LUNAR CRUST, USING RESULT FOR CRUST 
THICKNESS ESTIMATE A66-37151 

ALOERMAN* J. D. 

PHOTOGRAMMETRIC REDUCTION OF RANGER BLOCK III 
STEREOSCOPIC LUNAR SURFACE PHOTOGRAPHS 

N66—25053 

ALLEN* D. Am 

GEOGRAPHIC AND TOPOGRAPHY FEATURES OF LUNAR CRATER 


THERMAL HISTORY AND MEAN DENSITY EVALUATIONS 
FOR MOON, MARS* AND EARTH TO ACCOUNT FOR 
INNER PLANET INTERNAL STRUCTURE DIFFERENCES 

N66-31455 

ANDERSON, J* D. 

MASSES OF MOON AND VENUS AND ASTRONOMICAL UNIT 
DETERMINED FROM MARINER II DOPPLER DATA, NOTING 
SOURCES OF ERROR A67-16575 

ANDERSON* W. A. 

LUNAR SURFACE CHEMICAL ANALYSIS USING INTERACTION 
CF MONOENERGETIC ALPHA PARTICLES WITH MATTER 

A67-16463 

INSTRUMENT FOR LUNAR SURFACE CHEMICAL ANALYSIS 
THAT USES INTERACTIONS WITH MATTER CF 
MONOENERGETIC ALPHA PARTICLES 

NASA—CR-75747 N67-13228 

ARNOLD* Jm Rm 

MARINER IV OBSERVATIONS ON FORMATION RATE, 
DENSITY, AND AGE OF CRATERS ON MARS 

N67-12746 

ARONOWITZ* L. 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST AND INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA-CR-65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-6534I N66-25576 


1-39 






ARONSON, J 


PERSONAL AUTHOR INDEX 


ARONSON, J. 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION, 
MIGRATION, AND CRYSTALLIZATION 

NAS A-CR—65186 N66-1537I 

ARONSON, J. R. 

FAR INFRARED SPECTRA OF SILICATE MATERIALS FOR 
REMOTE SENSING OF LUNAR OR PLANETARY SURFACE 
COMPOSITION 

NASA-CR-75289 N66-26874 

ARTHUR, D. W. G* 

LUNAR CRATERS, QUADRANT IV, DESIGNATION, 

DIAMETER, POSITION, CENTRAL PEAK INFORMATION, ETC 

A67-11331 


LUNAR PHOTOGRAPHIC DATA REDUCTION INTO REFRACTION 
FREE CARTESIAN COORDINATES N66-34196 

REFRACTION FREE CARTESIAN AND POLAR COORDINATE 
MEASUREMENTS ON LUNAR PHOTOGRAPH 

N66-34197 

LEAST SQUARES METHOD OF COMBINING LUNAR PHOTOGRAPH 
MEASUREMENTS TO COMPUTE SELENODETIC COORDINATES 
USING LIBRATIONS N66-34198 

CATALOG OF LUNAR CRATERS IN FOURTH QUADRANT 
NASA-CR-78466 N66-38712 


ASHBY, N. 

ENERGY REFLECTED FROM SUBSOLAR POINT ON MOON 
DETERMINED, NOTING ENERGY BALANCE AND RADIATED 
ENERGY A66-38052 

AUSTIN, C. F. 

CHEMICAL AND STRUCTURAL PROPERTIES OF LUNAR 
GEOTHERMAL DEPOSITS FOR POSSIBLE USE AS ENERGY 
SOURCES N66-35513 

AVRAMCHUK, V. V. 

LIGHT POLARIZATION OBSERVATIONS FOR DETERMINING 
OPTICAL CHARACTERISTICS OF LUNAR MATERIAL 

N66-33527 

AZMON, E. 

PETROLOGIC PROCESSES IN LUNAR IGNEOUS ROCKS AND 
LUNAR LOGISTICS N66-35511 

GABBRO, SERPENTINE, AND ARTIFICIAL OLIVINE 
ANALYSES AND PETROGRAPHIC PROPERTIES OF CAST AND 
FORMED GEOMETRIC SHAPES 

NASA-CR-81339 N67-16619 

B 

BALDWIN, R. B« 

ESTIMATING AGE OF MARTIAN SURFACE BY COMPARING 
MARS CRATERS OBSERVED BY MARINER IV PHOTOGRAPHY 

WITH DATA ON LUNAR CRATERS N67-12747 

BANOERMANN, L. W. 

HYPOTHESIS THAT LUNA IX ROCKET EXHAUST DURING 
SOFT LANDING CAUSED FORMATION OF SHALLOW CRATER 
VISIBLE IN RANGER VII LUNAR PROBE PHOTOGRAPHS 

A66-28681 

BARABASHOV, N. P. 

PHOTOMETRIC FEATURES OF EASTERN AND WESTERN LIMB 
ZONES OF LUNAR SURFACE COMPARED WITH DATA ON 
PHOTOMETRIC MEAN A67-12492 

BARRINGER, A. R. 

REMOTE MEASUREMENT OF TRACE AMOUNTS OF VAPORS IN 
LUNAR AND PLANETARY ATMOSPHERES AS INDICATOR OF 
BIOLOGIC AND GEOLOGIC SURFACE CONDITIONS 

A66-21532 

V HF RADAR TECHNIQUES FOR DETECTING ANO MAPPING 
SUBSURFACE DISCONTINUITIES SUCH AS SOLID LAYERING, 
ROCK INTERFACES AND ORE DEPOSITS IN LUNAR AND 
PLANETARY SURFACES A67-10324 

USE OF UHF RADAR TECHNIQUES TO DETECT AND MAP 
SUBSURFACE DISCONTINUITIES IN LUNAR SURFACES 

N67-13502 


BARTON, 0. 

DIGITAL COMPUTER TECHNIQUES FOR COMPUTATION OF 
LUNAR DISTURBING FUNCTION A66-42204 

BASTIN, J. A. 

ROLE OF RADIATIVE TRANSFER IN MECHANISM OF HEAT 
FLOW IN LUNAR SURFACE, NOTING MAGNITUDE OF 
CONTRIBUTION TO TRANSFER A66-37260 

CENTIMETER- AND MILLIMETER SCALE ROUGHNESS OF 
LUNAR SURFACE PROOUCED BY MICROMETEORITE IMPACT 

A67-10893 

BATSON, R* M. 

LUNA IX IMAGING SYSTEM AND ANALYSIS OF PICTORIAL 
DATA OF LUNAR SURFACE A66-28741 

BATTERSON, S. A. 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

BAULKNIGHT, C. 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST AND INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA-CR—65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-65341 N66-25576 

BELL, C. C. 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
ANO ASTEROIDS 

NASA-CR-67369 N66-30438 

BELL, P. R« 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
8ASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 

BELOBROVA, 0. I. 

PHOTOMETRIC FEATURES OF EASTERN ANO WESTERN LIMB 
ZONES OF LUNAR SURFACE COMPARED WITH DATA ON 
PHOTOMETRIC MEAN A67-12492 

BENDER, P. L. 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-16015 

BENSON, H. E. 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

BERKOWITZ-KATTUCK, J. 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-6534I N66-25576 

BESWICK, A. G. 

PENETROMETERS FOR INVESTIGATING PHYSICAL 
PROPERTIES OF LUNAR SURFACE 

NASA—TM-X-54872 N66-33167 

BINGLEY, F. J. 

STEREOSCOPIC TELEVISION OBSERVATION SYSTEM 

FOR LUNAR ORBITER SPACECRAFT N66-19836 

BITONDO, D* 

THERMAL CONTROL SUBSYSTEM FOR APOLLO LUNAR 
SURFACE EXPERIMENTS PACKAGE, NOTING CONSTRUCTION 
AND OPERATION PRINCIPLES A67-12357 

BORGESON, W« T. 

PHOTOGRAMMETRIC REDUCTION OF RANGER BLOCK III 
STEREOSCOPIC LUNAR SURFACE PHOTOGRAPHS 

N66-25053 

BRAY, T. A. 

CONTOUR MAP BASED ON SELENODETIC CONTROL SYSTEM OF 
AERONAUTICAL CHART AND INFORMATION CENTER 
Cl—82-0518 N66-31418 


1-40 


PERSONAL AUTHOR INDEX 


CLEGG, P. E 


BRESEKE, D. K. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 

BRINDLEY. G* W. 

RECOVERY OF WATER FROM ROCKS AND MINERALS ON LUNAR 
SURFACE N66-35510 

BRINKMANN, R. T. 

LUNAR CRATER DISTRIBUTION MEASUREMENT FROM RANGER 
VII PHOTOGRAPHIC DATA ANALYSIS, DERIVING 
APPROXIMATE EXPRESSION FOR SECONDARY DISTRIBUTION 

A66-19417 

BROADBENT. J. T. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 

BRODER. C. 

COMPUTATION OF IMPACT DENSITIES AND VELOCITY 
DISTRIBUTION OF DEBRIS FROM LUNAR SURFACE 
EXPLOSIONS 

NASA-CR-78970 N67-12235 

BROWN. H. 

OBSERVATIONS OF MOON. VENUS. MARS. AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA-CR-76142 N66-31446 

BROWN, W. E. 

RADAR INSTRUMENTATION ON SURVEYOR I SPACECRAFT 
AND USE IN DETERMINING ELECTRICAL PROPERTIES OF 
LUNAR SURFACE N67-10066 

BUCHLER, A. 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST AND INORGANIC. 
ORGANIC. AND MICROBIOLOGICAL CONTAMINANTS 
NASA-CR-65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-65341 N66-25576 

BURLEY, J. M. 

CHRONOLOGICAL LISTING OF OBSERVED AND RECORDED 
EVENTS ON LUNAR SURFACE FROM 5 MARCH 1587 TO 
15 NOVEMBER 1965 

NASA-TM-X-55470 N66-24927 

HISTORICAL REVIEW OF LUNAR SURFACE EVENTS FROM 
5 MARCH 1587 TO 15 NOVEMBER 1965 - CORRELATION 
TO EARTH TIDAL ACTION 

NASA-TM-X-55468 N66-25371 

BUSCHMAN, A. J., JR. 

ACCELEROMETER AND COMPUTER SYSTEM, INDEPENDENT OF 
ACCELERATION VECTOR, TO DETERMINE SITE FOR 
MANNED LUNAR LANDING N66-28464 

BYRON, J. F. 

ORIGIN OF LUNAR CRATERS FROM STATISTICAL ANALYSIS 
OF DISTRIBUTION OVER LUNAR SURFACE, REVIEWING 
FIELDER THEORY A66-24033 


C 

CAKMAK, A. S. 

SHEAR STRENGTH OF IDEALIZED GRANULAR MEDIA IN 
VACUUM, IN CONDITIONS SIMULATING ENVIRONMENTAL 
PRESSURE OF LUNAR SURFACE LAYER 

A66-28180 

CALDWELL, R. L. 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 

CAMERON, E. N. 

GUIDELINES FOR SAMPLING, PACKAGING, TRASPORTATION, 
AND PREPARATION OF LUNAR SURFACE MATERIALS 

N66-18668 


CAMERON, W. S. 

WALL OF LARGE CIRCULAR FORMATION ON MOON SHOWN 
ON ORBITER PHOTOGRAPHS AS CONVEX BODY 
RESEMBLING FLOW OF VISCOUS LAVA 

A67-17202 

CAMPBELL, C. E. 

TOPOGRAPHIC INFORMATION ACQUISITION METHODS FOR 

LUNAR, PLANETARY, AND SOLAR SURFACES 

NASA-CR—650 N67-11951 

CARDEN, R. 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, ANO GROUND 
SUPPORT EQUIPMENT 

NASA-CR—79306 N67-13019 

CARDER, R. W. 

LUNAR CHARTING FOR PROJECT APOLLO 

A66-30669 

CARPENTER, J. W. 

LUNAR SURFACE LAYER RADIOACTIVITY FROM DIFFUSION 
OF RADON AND THORON A66-32942 

CARR, M. H. 

TEXTURAL UNITS AND LINEAMENTS ON LUNAR CRATER 
FLOOR STUDIED FROM RANGER IX PHOTOGRAPHS 

N66-25051 

CARSON, 0. G. 

RECORDING AND ANALYSIS METHODS FOR RESULTS OF TWO 
ANNULAR SOLAR ECLIPSES 

LR-18858 N66-20584 

CHANDLER, C. E. 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

CHAO, E. C. T. 

GUIDELINES FOR SAMPLING, PACKAGING, TRASPORT ATI ON, 
ANO PREPARATION OF LUNAR SURFACE MATERIALS 

N66-18668 

CHE60MAREV, G. A. 

MINOR PLANETS, PLANETARY ORBITS, LUNAR LI BRAT ION, 
AND STORMER THEORY OF DIFFERENTIAL EQUATIONS 
TREATED IN THEORETICAL ASTRONOMY BULLETIN - 
U.S.S.R. N66-37853 

CHERNOV, G. M. 

INTENSITY AND SPECTRAL COMPOSITION OF LUNAR 
GAMMA RADIATION 

JPRS-38793 N67-12006 

GAMMA RADIATION MEASUREMENTS OF LUNAR SURFACE 8Y 
LUNA 10 

NASA-CR-80147 N67-12908 

CHOATE, R. 

ERRORS IN ESTIMATES OF LUNAR CRATER SLOPE ANGLES 
AND SURFACE ROUGHNESS IN RANGER VII AND 
RANGER VIII PICTURES DUE TO INTERPRETATION OF 
DARK AREAS AS SHADOWS A67-10319 

ERROR CORRECTION IN LUNAR SLOPE ANGLES AND SURFACE 

ROUGHNESS OF RANGER PHOTOGRAPHS 

N67-13497 

CHRISTENSEN, E. M. 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

CHRISTIAN, R. P. 

CORRELATION OF PHYSICAL PROPERTY LABORATORY AND 
IN SITU ANALOG MEASUREMENTS OF LUNAR SOIL 

N66-37368 

CLARK, S. P., JR. 

MEASURING LUNAR HEAT FLOW AT SURFACE OR IN SHALLOW 
HOLE - STUDY OF STEADY PERIODIC TEMPERATURES, 
STEADY STATE FLUX PERTURBATION, AND BLANKET 
MEASUREMENT METHOD 

NASA-CR—69267 N66-15434 

CLEGG, P. E. 

ROLE OF RADIATIVE TRANSFER IN MECHANISM OF HEAT 


1-41 




CL1NAR0* R. H., JR 


PERSONAL AUTHOR INDEX 


FLOW IN LUNAR SURFACE, NOTING MAGNITUDE OF 
CONTRIBUTION TO TRANSFER A66-37260 

CLINARD, R. H.* JR. 

LUNAR GEOPHYSICAL SURFACE AND SUBSURFACE PROBES 
FOR APOLLO APPLICATIONS PROGRAM 

NASA-CR-76721 N66-32960 

LUNAR GEOPHYSICAL SURFACE AND SUBSURFACE PROBES 

FOR APOLLO APPLICATIONS PROGRAM 

NASA-CR-76720 N66-3296I 

COFFEEN, D. L. 

BRIGHTNESS AND POLARIZATION OF REFLECTED LIGHT 
FROM LAVA SAMPLES AND COMPARISON WITH LUNAR 
SURFACE DATA N67-16107 

COHEN, H. 

L EM OPTICAL ASTRONOMY PACKAGE / OAP/ CONTAINING 
ASTRONOMICAL TELESCOPE, SPECTROPHOTOMETER, DATA 
PROCESSING SUBSYSTEM AND OTHER DEVICES, FOR 
UNMANNED LANDING AND LIFE SUPPORT 

A67-12414 


COLLINS, R. J. 

VISIBILITY OF LUNAR LUMINESCENCE, NOTING FAVORABLE 
POSSIBILITIES AT NEW MOON, DARK ECLIPSES AND FAR 
SIDE AND ENERGY SOURCES FOR LUMINESCENCE 

A66-26350 


CRATERS PRODUCED BY METEORITE COLLISION OF LUNAR 
SURFACE 

TG-3 N66-16168 


SPECTROSCOPIC EVIDENCE 
AND DIRECT AND STORAGE 
ENERGY TO LUMINESCENCE 
TG-II 


FOR LUNAR LUMINESCENCE, 
PROCESSES FOR CONVERTING 

N66-16176 


CONEL, J. E. 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 
LUNAR SURFACE THERMAL DATA OBTAINED BY 
SURVEYOR I SPACECRAFT N67-10065 


COPELAND, J. 

TWO-LAYER MODEL OF LUNAR SURFACE ANALYZED, USING 
CRITERIA OF TRANSPARENCY TO MICROWAVE RADIATION 

A67-11700 


COX, R. M. 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA—CR-77720 N66-35767 


ENERGY PROPAGATION, VELOCITY, ATTENUATION, 
FREQUENCY SPECTRA, AND SHEAR WAVE VELOCITY IN 
LUNAR SURFACE ROCK N66-35967 

DEAK, G. 

THERMAL ENERGY CALCULATIONS FROM CIRCULAR AND 
ELLIPTICAL SPOTS IN AREA OF CRATER ARISTARCHUS TO 
SUPPORT VOLCANIC ORIGIN A66-34099 

DEATON, T# K. 

I R AND VISIBLE IMAGES OF ECLIPSED MOON MADE FROM 
SCAN DATA AND MAGNETICALLY RECORDED ANALOG SIGNALS 
FROM OBSERVATION OF TOTAL LUNAR ECLIPSE ON 
DECEMBER 19, 1964 A67-14741 

INFRARED AND VISUAL OBSERVATIONS OF THERMAL LUNAR 
SURFACE ANOMALIES DURING ECLIPSE 

Cl—82-0533 N66-38578 

DICKE, R. H. 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-16015 

OOBAR, W. I. 

VACUUM UPWELLINGS OF SIMULATED BASALT AND GRANITE 
MAGMA, SHOWING CORRELATION WITH LUNAR SURFACE BY 
PHOTOMETRY A66-38025 

DOLLFUS, A. 

POLARIZED LIGHT STUDY OF LUNAR SURFACE DUST 
COMPOSITION A66-35445 

LUNAR GEOLOGICAL RESEARCH, DISCUSSING THERMAL ANO 
OPTICAL PROPERTIES OF LUNAR SOIL, MORPHOLOGY OF 
TERRESTRIAL FORMATIONS ON LUNAR SURFACE, ETC 

A67-15064 


DORNBACH, J. E. 

PROPOSED EXPERIMENTS, DEVELOPMENT OF EQUIPMENT AND 
INSTRUMENTS, AND MISSION SUPPORT STUDIES FOR 
LUNAR EXPLORATION N66-28773 

DRAGG, J. L. 

SURVEYOR I SPACECRAFT PHOTOGRAPHS EVALUATED FOR 
LUNAR SURFACE TOPOGRAPHY N67-10064 

DULNEV, G. N. 

POSSIBLE LUNAR SURFACE VACUUM LAYER STRUCTURE FROM 
EFFECTIVE THERMOCONDUCTIVITY COEFFICIENT BASED ON 
RADIOASTRONOMICAL DATA A67-1I567 

POSSIBLE STRUCTURE OF SURFACE LAYER OF MOON 
NASA-CR-80579 N67-13234 


CROSS, C. A. 

SIZE DISTRIBUTION OF LUNAR CRATERS FROM RANGER 
PICTURES SHOW THAT FREQUENCY OF CRATER OCCURRENCE 
IS INVERSELY PROPORTIONAL TO SQUARE OF DIAMETER 

A67-17293 

CROUCH, D. S. 

LUNAR ROCK DRILLING DEVICE FOR EXTRACTING CORE 
SAMPLES 

NASA—CR-65188 N66-15364 

CUYPERS, M. Y. 

NEUTRON ACTIVATION ANALYSIS OF SI, FE, AL, MG 
AND 0 CONTENT OF LUNAR AND PLANETARY SURFACES 

A67-16546 


D 

DAVIDSON, G. 

LUNAR SURFACE LAYER RADIOACTIVITY FROM DIFFUSION 
OF RADON ANO THORON A66-32942 

DAVIS, C. W. 

STATISTICAL TECHNIQUES FOR COMPUTER ANALYSIS OF 
MICROPHOTOMETRIC MEASUREMENTS TAKEN ON 
FULL-MOON PHOTOGRAPHIC PLATE N66-35605 

DE BREMAECKER, J. CL. 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

AND ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA—CR-65489 N66-35966 

METHOD AND INSTRUMENTS FOR MEASURING SEISMIC 


DUMA, A. S. 

CONSTRUCTION OF SELENOCENTRIC COORDINATES OF LUNAR 
SURFACE BASE POINTS N66-24371 

DUMA, D. P. 

NEWCOMB DERIVATIVE FOR CORRECTION OF LUNAR CRATER 
EQUINOX VALUE N66-24375 

MERIDIAN OBSERVATIONS OF LUNAR CRATER FOR EQUINOX 
CALCULATIONS N66-24377 

DUNGAN, E. E. 

ELECTRICAL POWER SYSTEMS FOR EARTH ORBITAL AND 
LUNAR SURFACE MISSIONS N66-32612 

DURRANI, S. H. 

QUANTITATIVE STUDY OF RADAR CROSS POLARIZATION 
FACTOR D IN ORDER TO OBTAIN DATA ON LUNAR SURFACE 
ROUGHNESS AND DIELECTRIC PROPERTIES 

A67-11603 

DWORNIK, S. E. 

OBJECTIVES, LAUNCH AND LANDING OPERATIONS, AND 
LUNAR SURFACE PHOTOGRAPHY OF SURVEYOR I 
SPACECRAFT N67-10063 


E 

EBEOGLU, D. B. 

RADIONUCLIDE PRODUCTION IN LUNAR SURFACE ACTIVATED 
BY SOLAR PROTON WITH REFERENCE TO RADIATION 
SHIELDING AND REFLECTION A67-17386 


EBERHARDT, P. 

REMOTELY CONTROLLED RARE GAS ANALYZER WITH 


1-42 



PERSONAL AUTHOR 1NOEX 


FRANZGROTE* E 


CHEMICAL REACTION AS ENERGY SOURCE CONSIDERED 
FOR RADIOACTIVE DATING OF LUNAR SURFACE 
NASA-CR-80730 N67-13662 

ECKERT* D. 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 
LUNAR MOTION AND ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

ECKERT* W. J. 

BROWN LUNAR THEORY INTERPRETATION OF OBSERVED 
LUNAR MOTION AND ASSOCIATED RECTANGULAR-TO-POLAR 
LUNAR COORDINATE TRANSFORMATIONS 

A66-34655 

ECKHARD* D. H. 

LUNAR ATMOSPHERE, TERRAIN AND TEMPERATURE 

A66-20286 

ECKHARDT* D. H. 

HARMONICS OF ABSOLUTE LUNAR ELEVATIONS, DISCUSSING 
STABILITY CRITERIA AND SPHERICAL HARMONIC ANALYSIS 
OF GEOMETRIC FIGURE OF MOON A66-33019 

EGAN* W. G. 

PQLARIMETRIC PROPERTIES OF SIMULATED LUNAR SURFACE 
SPECIMENS IN VISIBLE AND INFRARED RADIATION 
NASA-CR-76169 N66-30394 

POLARIZATION CHARACTERISTICS OF SIMULATED LUNAR 
SURFACES 

NASA-CR-76230 N66-30602 

PQLARIMETRIC MEASUREMENTS OF SIMULATED LUNAR 


EVSIUKOV* N. N* 

LUNAR DISK COLOR INDEX DERIVATION BY APPLYING 
METHOD OF PHOTOGRAPHIC PHOTOMETRY IN UV AND IR 

SPECTRAL REGIONS A67-12493 

EWEN* H. I. 

REFRACTION MEASUREMENTS BY RADAR TRACKING OF 
ACTIVELY ILLUMINATED MOON N66-23175 

EZERSKAIA* V. A. 

PHOTOMETRIC FEATURES OF EASTERN AND WESTERN LIMB 
ZONES OF LUNAR SURFACE COMPARED WITH DATA ON 
PHOTOMETRIC MEAN A67-12492 

EZERSKII* V. I. 

PHOTOMETRIC FEATURES OF EASTERN AND WESTERN LIMB 
ZONES OF LUNAR SURFACE COMPARED WITH DATA ON 
PHOTOMETRIC MEAN A67-12492 

F 

FALLER* J. E* 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-16015 

FAUST* L. H. 

LUNAR SURFACE ROUGHNESS COMMINUTION ESTIMATED BY 
CONSIDERING METEORIC BODY CATERING PROCESS 
NASA-CR-80137 N67-12165 

FEICK* G. 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION, 
MIGRATION, AND CRYSTALLIZATION 

NASA-CR-65186 N66-15371 


SURFACES FOR DETERMINING APOLLO LANDING AREAS FIELDER, G. 

NASA-CR—77764 N66-35959 LUNA 9 TV PHOTOGRAPHS OF MOON 

A66-23916 

POLARIZATION PROPERTIES OF VOLCANIC ASH AND 

FURNACE SLAG /SIMULATED LUNAR SURFACE/ MATERIALS TEXT ON LUNAR GEOLOGY /SELENOLOGY/, DISCUSSING 

DETERMINED AS FUNCTION OF PARTICLE SIZE, ALBEDO, PHOTOGRAPHIC METHODS, LUNAR CRATERS* RING- 

AND POROSITY STRUCTURES, SOIL, FAULTING, TECTONIC SYNTHESIS, 

NASA-CR-77767 N66-36047 MARIA ORIGIN, ETC A66-27490 


ELCONIN* T. H. 

ACCURACY OF SPACECRAFT LANDING LOCATION ON LUNAR 
SURFACE DETERMINED FROM POSTARRIVAL TRACKING, 
CONSIDERING EFFECT OF VARIOUS MISSION-DEPENDENT 
PARAMETERS 

AIAA PAPER 65-694 A66-35901 

EMMERT, R. A. 

LUNAR SURFACE CHEMICAL ANALYSIS USING INTERACTION 
OF MONOENERGETIC ALPHA PARTICLES WITH MATTER 

A67-16463 

EMMERT* R. E. 

INSTRUMENT FOR LUNAR SURFACE CHEMICAL ANALYSIS 
THAT USES INTERACTIONS WITH MATTER OF 
MONOENERGETIC ALPHA PARTICLES 

NASA-CR-75747 N67-13228 

EMSLIE* A. G. 

FAR INFRARED SPECTRA OF SILICATE MATERIALS FOR 
REMOTE SENSING OF LUNAR OR PLANETARY SURFACE 
COMPOSITION 

NASA-CR-75289 N66-26874 

ERDOESI* K. 

THERMAL ENERGY CALCULATIONS FROM CIRCULAR AND 
ELLIPTICAL SPOTS IN AREA OF CRATER ARISTARCHUS TO 

SUPPORT VOLCANIC ORIGIN A66-34099 

ERTEZA* A. 

APPROXIMATION SOLUTION TO INTEGRAL EXPRESSIONS OF 
RADAR BACKSCATTER FROM DISTANT ROUGH SURFACES 
FOR LUNAR SURFACE PROPERTY DETERMINATION 
NASA—CR-76016 N66-29733 

EVANS* J. V. 

SHORT-PULSE RADIO REFLECTIONS TO DETERMINE AVERAGE 
SCATTERING BEHAVIOR OF LUNAR SURFACE AT 23 
CM WAVELENGTH A67-11858 

DIELECTRIC CONSTANTS, COMPOSITION, AND DEPTHS OF 
LAYERS OF MOON BASED ON TWO-LAYER LUNAR MODEL 
USING RADAR ECHOES 

TG-4 N66-I6X69 


LUNAR STRUCTURAL LINEAMENTS AS BOUNDARY CONDITIONS 

FOR CONVECTION THEORY A66-33235 

RANDOMNESS TESTS OF LUNAR CRATER DISTRIBUTION 
BASED ON DATA FROM RELATIVELY SMALL REGIONS OR 
MOST RECENT CRATERS, RESULTS INDICATE INTERNAL 
ORIGIN A66-34573 

FITE, L. E. 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICRUGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA-CR-69215 N66-15064 

FOCAS, J. H. 

LUNAR GEOLOGICAL RESEARCH, DISCUSSING THERMAL AND 
OPTICAL PROPERTIES OF LUNAR SOIL, MORPHOLOGY OF 
TERRESTRIAL FORMATIONS ON LUNAR SURFACE, ETC 

A67-15064 

FORWARD, R. L. 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA—CR-67369 N66-30438 

FRANKEN, P. A. 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-16015 

FRANZGROTE* E. 

LUNAR SURFACE CHEMICAL ANALYSIS USING INTERACTION 
OF MONOENERGETIC ALPHA PARTICLES WITH MATTER 

A67-16463 

INSTRUMENT FOR LUNAR SURFACE CHEMICAL ANALYSIS 
THAT USES INTERACTIONS WITH MATTER OF 
MONOENERGETIC ALPHA PARTICLES 

NASA-CR-75747 N67-13228 

ALPHA PARTICLE OETECTOR EXPERIMENT FOR CHEMICAL 
ANALYSIS OF LUNAR SURFACE BY SURVEYOR 
SPACECRAFT 

NASA-CR-75748 N67-13243 


1-43 



FR1TZEN, J. S 


PERSONAL AUTHOR INDEX 


FRITZEN, J. S. 

RECORDING AND ANALYSIS METHODS FOR RESULTS OF TWO 
ANNULAR SOLAR ECLIPSES 

LR—18858 N66-20584 

FRONDEL, C. 

GUIDELINES FOR SAMPLING, PACKAGING, TRASPORTATION, 
AND PREPARATION OF LUNAR SURFACE MATERIALS 

N66-18668 

FUDALI, R. F. 

THERMAL BEHAVIOR OF CERTAIN LUNAR AREAS DIFFERING 
SHARPLY FROM THAT OF SURROUNDING TERRAIN EXPLAINED 
BY LACK OF INSULATING DEBRIS OVER ANOMALOUS 
AREAS A67-11458 

FUEREDI, M. 

THERMAL ENERGY CALCULATIONS FROM CIRCULAR AND 
ELLIPTICAL SPOTS IN AREA OF CRATER ARISTARCHUS TO 
SUPPORT VOLCANIC ORIGIN A66-34099 

FULMER, R. D. 

CHEMICAL AND STRUCTURAL PROPERTIES OF LUNAR 
GEOTHERMAL DEPOSITS FOR POSSIBLE USE AS ENERGY 
SOURCES N66-35513 

FUNG, A. K. 

COMPOSITE SURFACE AND COMPOSITE CORRELATION 
APPROACHES TO FREQUENCY DEPENDENCE AND SURFACE 
ROUGHNESS PROBLEMS OF LUNAR SURFACE SIGNAL 
SCATTERING A67-10019 

G 

GABRON, F. 

PROBLEMS OF CRYOGENIC STORAGE ON LUNAR SURFACE FOR 

EXTENDED TIME PERIODS N66-35512 

GARIPAY, R. R. 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 
LUNAR SURFACE THERMAL DATA OBTAINED BY 
SURVEYOR I SPACECRAFT N67-10065 

GAULT, D. E. 

HYPERVELOCITY PROJECTILE IMPACT CRATERING FROM 
RANGER PHOTOGRAPHS OF LUNAR SURFACE 

A66-35443 

LUNA IX PHOTOGRAPHS INDICATE LUNAR SURFACE 
COMPOSITION OF WEAKLY COHESIVE POORLY SORTED 
FRAGMENTAL MATERIAL OF UNKNOWN SOURCE 

A66-40017 

GAVRILOV, I. V. 

CONSTRUCTION OF SELENOCENTRIC COORDINATES OF LUNAR 
SURFACE BASE POINTS N66-24371 

RECTANGULAR SELENOCENTRIC COORDINATING POINTS FOR 
LUNAR SURFACE ANALYSIS N66-24372 

GEAKE, J. E. 

NEUTRON ACTIVATION ANALYSIS OF GRAINS FROM 
ENSTATITE ACHONDRITE METEORITES - EFFECT OF 
PROTON DAMAGE ON LUMINESCENCE SPECTRA OF VARIOUS 
METEORITE CLASSES - LUNAR LUMINESCENCE 
AFCRL-TR-66-665 N67-14281 

GEAR, A. E. 

ROLE OF RADIATIVE TRANSFER IN MECHANISM OF HEAT 
FLOW IN LUNAR SURFACE, NOTING MAGNITUDE OF 
CONTRIBUTION TO TRANSFER A66-37260 

GEISS, J. 

REMOTELY CONTROLLED RARE GAS ANALYZER WITH 
CHEMICAL REACTION AS ENERGY SOURCE CONSIDERED 
FOR RADIOACTIVE DATING OF LUNAR SURFACE 
NASA—CR-80730 N67-13662 

GILL, R. A. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA—CR—68285 N66-16389 

GILVARRY, J. J. 

INDIGENOUS ORGANIC MATTER ON MOON BY COMPARING 
GILVARRY AND SAGAN THEORIES A66-33006 

GLASER, P. 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 


EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA—CR-65341 N66-25576 

GLASER, P. E. 

BEHAVIOR OF POSTULATED LUNAR SURFACE MATERIALS DUE 
TO ENVIRONMENTAL HIGH VACUUM, EXAMINING 
MICROMETEOROID IMPACT AND SOLAR RADIATION EFFECT 

A66—38506 

PROBLEMS OF CRYOGENIC STORAGE ON LUNAR SURFACE FOR 

EXTENDED TIME PERIODS N66-35512 

GODDARD, E. N. 

GEOLOGICAL FIELD STUDIES OF LUNAR SURFACE AT 
VARIOUS APOLLO LANDING SITES N66-18667 

GODSON, R. H. 

SEISMIC ENERGY SPECTRUM AND ATTENUATION STUDIED IN 
ARIZONA GEOLOGICAL FORMATIONS FOR APPLICATION 
TO LUNAR SURFACE INVESTIGATIONS 

NASA—CR—65488 N66-35662 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

AND ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA—CR—65489 N66-35966 

VELOCITIES AND ATTENUATIONS OF SEISMIC WAVE 
AMPLITUDES OBSERVED IN ROCK ANALOG TO LUNAR 
SURFACE N66-35972 

GOLD, T* 

LUNAR SURFACE, DISCUSSING RADAR SCATTERING, 

OPTICAL SCATTERING, THERMAL AND PHOTOGRAPHIC DATA, 
ETC A66-35442 

PHOTOGRAPHIC EVIDENCE FROM LUNA IX INDICATING 
MOON MAY HAVE SURFACE MADE UP LARGELY OF FINE 
ROCK PARTICLES A66-40522 

PRESENCE OF ICE BELOW AND DUST LAYER ABOVE LUNAR 
SURFACE AS EVIDENCE DISPROVING VOLCANISM ON MOON 
TG-5 N66-16170 

GONZALEZ, J. L. 

THERHOLUMINESCENCE OF ACHONDRITE METEORITES ON 
LUNAR SURFACE BASED ON RATE OF TEMPERATURE RISE OF 
LUNAR TERMINATOR A67-10249 

GOODMAN, J. R. 

PORTABLE LIFE SUPPORT SYSTEM AND PRESSURIZED SUIT 
FOR EXTRAVEHICULAR MOBILITY UNIT TO PROTECT MAN 
AGAINST LUNAR SURFACE AND FREE SPACE HAZARDS 

N66-17387 

GORCHAKOV, E. V. 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-41410 

GORYNYA, A. A. 

POSITION ANGLE METHOD TO DETERMINE CONSTANTS OF 
LUNAR PHYSICAL LIBRATION N66-24368 

MOON CRATER POSITION ANGLES FOR ANALYSIS OF LUNAR 
PHYSICAL LIBRATION N66-24369 

GOUDAS, C. L« 

COEFFICIENTS OF EXPANSION INTO SPHERICAL HARMONICS 
OF MOON SURFACE AS PRESENTED BY SELENODETIC 
CONTROL SYSTEM OF USAF A66-19264 

NOTE ON PAPER DISCUSSING LUNAR SHAPE AND INTERNAL 

STRUCTURE IN CONNECTION WITH INHOMOGENEITY OF 
DENSITY DISTRIBUTION, SHOWING INCOMPATIBILITY OF 
HYPOTHESIS WITH MEASUREMENTS A66-21210 

LUNAR MODELS OF FIGURE, DENSITY DISTRIBUTION AND 
GRAVITY FIELD FROM EARTH TELESCOPE DATA 

A66-38822 

LUNAR SHAPE FROM ORBITER MEASUREMENTS OF 
GRAVITATIONAL FIELD DETERMINED VIA HARMONIC 
ANALYSIS A67-11474 

CONTROL SYSTEM FOR ABOLUTE COORDINATES OF LUNAR 
FORMATIONS FOR SPHERICAL HARMONIC ANALYSIS 



PERSONAL AUTHOR INDEX 


HEAPS* S. N 


N66-26083 

CONTOUR MAP BASED ON SELENODETIC CONTROL SYSTEM OF 
AERONAUTICAL CHART AND INFORMATION CENTER 
Dl-82-0518 N66—31418 

GRABOSKE* H. 

LUNAR MODEL WHICH SIMULATES TOPOGRAPHIC AND 
PHOTOMETRIC CHARACTERISTICS OF LUNAR SURFACE 
NASA—CR—66176 N66-38493 


SURFACES 

NASA—CR-65263 N66-20989 

MECHANICAL AND THERMAL PROPERTIES OF LUNAR SURFACE 
MATERIALS CORRELATED BY MATHEMATICAL MODEL STUOY 
NASA—CR—71750 N66-24605 

PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 
SURFACES 

NASA—CR-65365 N66-27054 


GRASBOSKE t H. C. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 

GREEN* J. 

VOLCANIC VS METEORITIC ORIGIN OF LUNAR CRATERS, 
DISCUSSING SURVIVAL ADVANTAGES IN LUNAR LANDING 

A66-40398 

GREEN* W* G. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 


RELATIONSHIP BETWEEN PHOTOMETRIC DATA AND 
GEOMETRY OF BACKSCATTERING SURFACES OF MOON 

N66-35508 

HALL* B. M. 

SELEOLOGIC CHARACTER AND ENGINEERING PROPERTIES OF 
LUNAR SURFACE 

TN—66—201 N66-34352 

HANSEN* J. E. 

THREE-COLOR PHOTOMETRIC STUDY OF ATMOSPHERIC 
EXTINCTION BY DUST PARTICLES FROM LUNAR ECLIPSE 
PHOTOELECTRIC MEASUREMENTS OF MARE CRISIUM 
REGION A66-25810 


GRIGOROV* N. L. 

PRIMARY COSMIC RADIATION IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY LUNA X ORBITER 

A67-16053 

GRUBBS* D. M. 

USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA-CR-77720 N66-35767 

GUEST, J. E. 

LUNA 9 TV PHOTOGRAPHS OF MOON 

A66-23916 

GUTER* G. A. 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 
OXYGEN FROM METALLIC SILICATES FOUND ON MOON 
AICE PREPRINT 46C A66-39895 


H 


HACKMAN* R. J* 

ISOTONAL MAP OF LUNAR SURFACE WHICH DEPICTS SMALL 
TONE VARIATIONS AND DISTINGUISHES BETWEEN RAYS, 
HIGHLANDS, AND MARIA N66-35598 

HAGEMEYER, W. A* 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 
LUNAR SURFACE THERMAL DATA OBTAINED BY 
SURVEYOR I SPACECRAFT N67-10065 


HAPKE* B. 

OBJECTIONS TO GEHRELS MODEL EXPLAINING 
OBSERVATIONS ON WAVELENGTH DEPENDENCE OF OPTICAL 
PROPERTIES OF LUNAR SURFACE A66-29260 

LUNAR PHOTOMETRIC BRIGHTNESS VARIATIONAL FUNCTION 
BASED ON JPL STUDY OF MOON TOPOLOGY 

A66-34656 


HAPKE* B. W. 

REFLECTION SPECTRA OF ROCK POWDERS COMPARED WITH 
STRATOSCOPE II SPECTRUM OF MARE TRANQUILITATIS 

A66-28126 

OPTICAL PHOTOMETRIC PROPERTIES OF LUNAR SURFACE, 
DISCUSSING BRIGHTNESS EFFECTS, SOLAR WIND, ALBEDO, 
REFLECTIVITY, BACKSCATTER, CHEMICAL COMPOSITION, 
ION BOMBARDMENT EFFECTS, ETC A66-35444 


PHOTOGRAPHIC EVIDENCE FROM LUNA IX INDICATING 
MOON MAY HAVE SURFACE MADE UP LARGELY OF FINE 
ROCK PARTICLES A66-40522 


HARTMANN, W« K. 

EARLY LUNAR CRATERING, CIRCUMTERRESTRIAL SWARM AS 
HYPOTHETICAL ORIGIN OF PLANETESIMALS 

A66-38026 


LUNAR BASINS AND LUNAR LINEAMENTS ON FAR SIDE OF 
MOON FROM ANALYSIS OF ZOND III PHOTOGRAPHS 

A66-40544 


PHOTOGRAPHS TAKEN BY SURVEYOR I CAMERA ON LUNAR 
SURFACE EXAMINED FOR DUST PARTICLE LOCATIONS 

N67-10069 

HAGFORS, T. 

LUNAR SURFACE RADAR OBSERVATION TECHNIQUES AND 
RESULTS ON DIELECTRIC CONSTANT OF SURFACE 
MATERIAL, SURFACE UNDULATIONS, REFLECTIVITY, 
ROUGHNESS, ETC A66-35449 

SHORT-PULSE RADIO REFLECTIONS TO DETERMINE AVERAGE 
SCATTERING BEHAVIOR OF LUNAR SURFACE AT 23 
CM WAVELENGTH A67-11858 


HATTOR I, A. 

PHOTOGRAPHIC ATLAS OF LUNAR SURFACE 

N66-32193 

HAWKINS* G. S. 

LUNAR CRATERS WITH CENTRALLY LOCATED PEAKS - 
TABLES AND PROFILE GRAPHS 

NASA—CR—71543 N66-21782 

HAYNES* R. C. 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT AND FLUX INTENSITY 

A66-20885 


RADAR BACKSCATTERING OF LUNAR SURFACE STUDIED FOR 
CIRCULAR AND LINEAR POLARIZATION OF WAVES 
NASA-CR-79098 N66-39959 

RADAR TECHNIQUES APPLIED TO MAPPING OF VISIBLE 
PORTION OF LUNAR SURFACE 

NASA—CR—80849 N67-14256 

HAINES* D« V. 

PETROGRAPHY AND GEOLOGY OF ASH SITES IN 
CALIFORNIA FOR INTERPRETING LUNAR TERRAIN 

N66-37373 

HALAJIAN, J. 0. 

SPECTRAL AND SUSPENDED PARTICLE PHOTOMETRY AND 
GEOMETRY OF BACKSCATTERING SURFACES IN STUDY ON 
PHOTOMETRIC MEASUREMENTS OF SIMULATED LUNAR 


HAYWARD, C. B. 

LOGISTIC BURDEN MODEL FOR LUNAR MINING OF LIFE 
SUPPORT AND PROPELLANT SUBSTANCES 

N66-35514 

HEACOCK* R. L. 

SELENOGRAPHIC AND GEOLOGIC INTERPRETATIONS OF 

LUNAR PHOTOGRAPHS FROM RANGER BLOCK III 

NASA—CR—74894 N66-25046 

LUNAR TOPOGRAPHIC INTERPRETATION OF RANGER BLOCK 
III PHOTOGRAPHS N66-25047 

HEAPS, S. N. 

MISSION FOR SURVEYING AND MAPPING LUNAR SURFACE 
NASA—CR—75417 N66-27535 


1-45 



HEATH, R« L. 


HEATH* R. L. 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 

HEDERVARI, P. 

THERMAL ENERGY CALCULATIONS FROM CIRCULAR AND 
ELLIPTICAL SPOTS IN AREA OF CRATER ARISTARCHUS TO 

SUPPORT VOLCANIC ORIGIN A66-34099 

HEFFNER, H. 

LEVITATION OF DUST PARTICLES ABOVE LUNAR SURFACE 
AND DANGER TO ASTRONAUT FROM CHARGED PARTICLES 
TG-6 N66-16171 

POTENTIAL AND ELECTRIC FIELD OF LUNAR SURFACE 
UNDER CONDITIONS OF NORMAL INCIDENCE OF SOLAR 
RADIATION 

TG-7 N66-16172 

HERCZEG, L. 

DETERMINATION OF LUNAR LUMINANCE TO SET VIDEO 
GAIN OF RANGER TV CAMERAS A66-18733 

HERGLOTZ, H. K. 

FEASIBILITY OF APPLYING X-RAY DIFFRACTION TO 
EXTRATERRESTRIAL EXPLORATION OF LUNAR SURFACE 
AND EARTH-LIKE PLANETS 

NASA—TM—X-53449 N66-29476 

HERRING, A. K. 

PHOTOGRAPHS AND INTERPRETED DRAWINGS OF WEST LUNAR 

LIMB N67-16104 

HESS, H. H. 

GUIDELINES FOR SAMPLING, PACKAGING, TRASPORTATION, 
AND PREPARATION OF LUNAR SURFACE MATERIALS 

N66-I8668 

HEWES, D. E. 

EFFECTS OF REDUCED GRAVITY ON HUMAN BODY, ANO 
ABILITY OF MAN TO MAINTAIN HIS ORIENTATION AND 
EQUILIBRIUM ON LUNAR SURFACE N67-15124 

HILL, L. R. 

SHEAR STRENGTH OF IDEALIZED GRANULAR MEDIA IN 
VACUUM, IN CONDITIONS SIMULATING ENVIRONMENTAL 
PRESSURE OF LUNAR SURFACE LAYER 

A66-28180 

HILL, R. D. 

LUNAR SURFACE IDEAL FOR THERMAL NEUTRON, MOLECULAR 
AND ATOMIC BEAM MEASUREMENTS A66-18768 

HISLOP, J. S. 

NEUTRON ACTIVATION ANALYSIS OF SI, FE, AL, MG 
AND 0 CONTENT OF LUNAR AND PLANETARY SURFACES 

A67-16546 

HOLDSWORTH, D. W. 

V HF RADAR TECHNIQUES FOR DETECTING AND MAPPING 
SUBSURFACE DISCONTINUITIES SUCH AS SOLID LAYERING, 
ROCK INTERFACES AND ORE DEPOSITS IN LUNAR AND 
PLANETARY SURFACES A67-10324 

USE OF UHF RADAR TECHNIQUES TO DETECT AND MAP 
SUBSURFACE DISCONTINUITIES IN LUNAR SURFACES 

N67-13502 

HOLLAND, J* T. 

THERMAL RESPONSE OF LUNAR SURFACE AT LANDING SITE 
DUE TO RADIATIVE AND CONVECTIVE HEAT TRANSFER 
FROM LEM EXHAUST NOZZLE 

NASA—CR—76648 N66-32298 

HOPFIELD, J. J. 

MODEL EXPLAINING NEGATIVE POLARIZATION OF 
MOONLIGHT AT SMALL LUNAR PHASE ANGLES 

A66—24235 

THEORETICAL MODELS FOR LUNAR BRIGHTNESS AT SMALL 

PHASE ANGLES AND POLARIZATION OF MOONLIGHT 

TG-8 N66-I6173 

HOPMANN, J* 

MICROMETRIC MEASUREMENT OF ABSOLUTE AND RELATIVE 
HEIGHTS OF 163 UNOBTRUSIVE POINTS ON LUNAR 
SURFACE, COMPARING VALUES OF MAEOLER, SCHMIDT 


PERSONAL AUTHOR INDEX 


AND U.S. ARMY MAP SERVICE A67-15I77 

HOWELL, J. R. 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND RELATION TO REFLECTIVE 
CHARACTERISTICS OF MOON A66-I7729 

DIRECTIONAL ABSORPTIVITY CHARACTERISTICS OF 
CONICAL CAVITIES ANO USE AS THERMAL MODEL FOR 
LUNAR METEOR CRATERS 

AIAA PAPER 65-669 A67-13049 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA 
NASA—TM—X—52090 N66-22256 

HUNT, G. R. 

RAPID REMOTE SENSING METHOD USING IR SPECTRUM 
MATCHING FOR DETERMINING MATERIAL COMPOSITION FROM 
BOTH TERRESTRIAL AND EXTRATERRESTRIAL SOURCES 

A66-340I3 

HUNT, M. S. 

LUNAR ATMOSPHERE, TERRAIN AND TEMPERATURE 

A66-20286 


I 

IBERT, E. 

MARK II AUTOMATIC ACTIVATION ANALYSIS SYSTEM, 
INFLUENCE OF RADIATION ON SILVER ION MIGRATION 
IN MICE, SELENIUM DETERMINATION IN SUBMICROGRAM 
QUANTITIES, AND REMOTE LUNAR ANALYSIS 
NASA—CR—69215 N66-15064 

INGRAO, H. C. 

THERMAL RESPONSE OF LUNAR SURFACE AT LANDING SITE 
DUE TO RADIATIVE AND CONVECTIVE HEAT TRANSFER 
FROM LEM EXHAUST NOZZLE 

NASA—CR—76648 N66-32298 


J 

JAEGER, R. M. 

LUNAR SURFACE ROUGHNESS IN MARE COGNITUM 
ANALYZED SPECTRALLY AND COMPARED WITH TWO 
TERRESTRIAL AREAS A66-28336 

JAFFE, L. D. 

DEPTH OF LUNAR DUST ESTIMATED BY COMPARISON WITH 
LABORATORY CRATERS OVERLAIN BY VARIOUS THICKNESSES 
OF SAND, INCLUDING RANGER VII PHOTOGRAPHS 

A66-16783 

STRENGTH OF OVERLAY OF GRANULAR MATERIAL ON MOON 
ESTIMATED FROM RANGER VII PHOTOGRAPHS, SHOWING 
FAIRLY STEEP SLOPES COVERED WITH DUST 

A66-16784 

BEARING STRENGTH OF LUNAR SURFACE, OPTICAL 
PROPERTIES SUGGEST ROCK PARTICLES WHICH MAINTAIN 
HIGH POROSITY BY INTERPARTICLE ADHESION 

A66-16788 

LUNAR DUST DEPTH IN MARE COGNITUM DETERMINED BY 
COMPARING RANGER VII PHOTOGRAPHS WITH LABORATORY 
CRATER PHOTOGRAPHS A66-22571 

LANDING DYNAMICS ANALYSIS OF ABILITY OF MOON 
SURFACE TO SUPPORT LUNA IX LANDING CAPSULE 

A66-40518 

LUNAR CRATER PHOTOGRAPHS OBTAINEO BY RANGER VIII 

AND IX COMPARED WITH THOSE OF LABORATORY CRATERS 
OVERLAIN WITH GRANULAR MATERIAL, FOR DEPTH 
INTERPRETATION A67-11459 

SCIENTIFIC DATA AND OBSERVATIONS SUMMARY OF 
SURVEYOR I LUNAR SURFACE EXPLORATION 

N67-10062 

OBJECTIVES, LAUNCH AND LANDING OPERATIONS, ANO 
LUNAR SURFACE PHOTOGRAPHY OF SURVEYOR I 

SPACECRAFT N67-10063 

JAVIS, J. 

ANNOTATED BIBLIOGRAPHY ON SURFACE CHARACTERISTICS 
OF MOON, MARS, AND VENUS 

ATD-66-53 N66-32568 


1-46 




PERSONAL AUTHOR INDEX 


KOPAL, Z 


ANNOTATED BIBLIOGRAPHY ON LUNAR REVOLUTION, 
ROTATION, LI BRAT ION, AND MAPPING TECHNIQUES 
ATD-B-66-S6 N66-39434 


KING, I. R. 

FLUIDIZED ASH FLOW IN SIMULATED LUNAR SOILS 
NASA-CR-627 N66-38803 


JEFFRIES, R. A* 

RESEARCH IN SUPPORT OF EARLY LUNAR FLARE CONCEPT - 
SHOT EXPERIMENT TECHNIQUES, HUGONIOT 
MEASUREMENTS, DETONATION AND DEFLAGRATION 
STUDIES, AND IMPACT SIMULATION EXPERIMENTS 
LA-3453 N67-12864 

JOBERT, G. 

LUNAR INTERNATIONAL LABORATORY / LIL/ 

EXPLORATION AND LUNAR PHYSICS PROGRAM 

A67-15065 


JOHNSON, G. R. 

ENGINEERING-GEOPHYSICAL PROPERTIES OF SURFACE AND 
NEAR SURFACE ROCK MATERIALS FROM SELECTED 
TERRESTRIAL GEOLOGIC ENVIRONMENTS AS POSSIBLE 
LUNAR ANALOGS FOR APOLLO LANDING SITES 

N66-22888 


JOHNSON, R. W* 

ENVIRONMENTAL TEST CRITERIA FOR LUNAR AND 
PLANETARY SOILS, DISCUSSING PARTICLE SIZE, CLAY, 
HYDROTHERMAL ALTERATION, COHESION, ADHESION, 

VACUUM AND TEMPERATURE EFFECTS, ETC 

A66-28179 


JONES, R. H. 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

JUOAY, R. D. 

LUNAR X-RAY DETECTABILITY, NOTING GENERATION BY 
SOLAR WIND ELECTRON BOMBARDMENT AND FLUX INTENSITY 

A66-20885 


K 

KALAGHAN, P. M. 

REFRACTION MEASUREMENTS BY RADAR TRACKING OF 
ACTIVELY ILLUMINATED MOON N66-23175 

ENGINEERING INFORMATION ON RADOME USED FOR THERMAL 
AND MICROWAVE OBSERVATIONS OF MOON AND VENUS 

N66-28660 


KING, T. F. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA—CR—68285 N66-16389 

KIRNOZOV, F. F. 

GAMMA RADIATION MEASUREMENTS OF LUNAR SURFACE BY 
LUNA 10 

NASA—CR—80147 N67-12908 

KISLYUK, V. S. 

CONSTRUCTION OF SELENOCENTRIC COORDINATES OF LUNAR 
SURFACE BASE POINTS N66-24371 

KISS, J. 

LEGAL STATUS OF MOON AND CELESTIAL BODIES 

A66-36213 


KNIGHT, C. E. K. 

SPUTTERING EFFECTS ON SURFACE OF MOON, AND 
MODIFICATION OF OPTICAL PROPERTIES BY SOLAR-WIND 
BOMBARDMENT 

NASA—CR-75697 N66-28482 


KNOLLE, K. 

LUNAR SURFACE CHEMICAL ANALYSIS USING INTERACTION 
OF MONOENERGETIC ALPHA PARTICLES WITH MATTER 

A67-16463 

INSTRUMENT FOR LUNAR SURFACE CHEMICAL ANALYSIS 
THAT USES INTERACTIONS WITH MATTER OF 
MONOENERGETIC ALPHA PARTICLES 

NASA—CR—75747 N67-13228 

ALPHA PARTICLE DETECTOR EXPERIMENT FOR CHEMICAL 
ANALYSIS OF LUNAR SURFACE BY SURVEYOR 
SPACECRAFT 

NASA—CR—75748 N67-13243 


KNOPIK, W. 

DESIGN STUDY OF GEOPHYSICAL PROBE SYSTEM FOR 
MEASURING PROPERTIES OF LUNAR SURFACE AND 
SUBSURFACE DURING APOLLO APPLICATIONS LUNAR 
SURFACE MISSION 

NASA—CR—76413 N66-31385 


KANE, H. F. 

METHOD AND INSTRUMENTS FOR MEASURING SEISMIC 
ENERGY PROPAGATION, VELOCITY, ATTENUATION, 
FREQUENCY SPECTRA, AND SHEAR WAVE VELOCITY IN 
LUNAR SURFACE ROCK N66-35967 


KNOX, R* J. 

LUNAR AND PLANETARY SURFACE ELEMENTAL ANALYSIS 
TECHNIQUE BY ANALYSIS OF GAMMA RAYS RESULTING FROM 
INELASTIC SCATTERING OF NEUTRONS 

A67-16545 


KAPP, R. 0. 

SURFACE OF MOON COMPOSED OF SOLID MATERIAL WITH 
DIFFERENT PHYSICAL PROPERTIES FROM TERRESTRIAL 
ROCK A66-20173 

KARAFIATH, L. L. 

MECHANICAL PROPERTIES OF VESICULAR MATERIALS 
EVALUATED IN VIEW OF POSTULATED LUNAR ROCK 
POROSITY 

RM-328 N66-31780 


KOCH, F. 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST AND INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA—CR—65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA—CR—65341 N66-25576 


KAREV, V. I. 

INTENSITY OF CHARACTERISTIC SPECTRAL LINES OF SI, 
AL AND MG OF LUNAR SURFACE ROCK MADE FLUORESCENT 
BY SOLAR X-RAYS DETERMINED FROM LUNA X 
MEASUREMENTS A67-16051 

KATZ, I• 

RADAR CROSS SECTION OF EARTH SURFACES AS AFFECTED 
BY WAVELENGTH, WITH REFERENCE TO PROBING LUNAR 
SURFACES A66-28572 

KHODAK, YU. A. 

GEOGRAPHIC AND GEOLOGIC METHODS OF STUDYING 
LUNAR SURFACE AND METEORITIC STRUCTURE THEORY 
NASA-TT—F—8834 N67-10190 

KHOROSHILOV, L. V. 

GEOGRAPHIC AND GEOLOGIC METHODS OF STUDYING 
LUNAR SURFACE AND METEORITIC STRUCTURE THEORY 
NASA-TT—F-8834 N67-10190 


KOEPSEL, W. W. 

QUANTITATIVE STUDY OF RADAR CROSS POLARIZATION 
FACTOR D IN ORDER TO OBTAIN DATA ON LUNAR SURFACE 
ROUGHNESS AND DIELECTRIC PROPERTIES 

A67-11603 

KOO, J. 

MECHANISMS CAUSING INCREASED BRIGHTNESS OF LUNAR 
SURFACE - SOLAR FLARE PROTON ANC ELECTRON 
IRRADIATION 

NASA—CR—69289 N66-15345 

KOPAL, Z. 

ENERGY SOURCES OF LUNAR LUMINESCENCE NOTING 
EFFECTS OF SOLAR WIND, CORPUSCULAR RADIATION, 
ELECTROMAGNETIC RADIATION AND RADIOACTIVITY 

A66-18090 

LUNAR TOPOGRAPHICAL ASPHERICITY, LUNAR 
COORDINATES, ABSOLUTE AND RELATIVE, HARMONIC 
ANALYTICAL INTERPOLATION, FORMATIONS, STRATIGRAPHY 
AND OPTICAL LIBRATIONS A66-18265 


1-47 


KOVACH, R. L 


PERSONAL AUTHOR INDEX 


LUNAR SURFACE LUMINESCENCE AND VARIATIONS IN LIGHT 
FLUX WITH SOLAR ACTIVITY A66-23943 

POSSIBLE ORIGIN OF LUNAR MARIA, SUGGESTING THEY 
MAY BE SCARS OF MECHANICAL DAMAGE WROUGHT ON LUNAR 
HEMISPHERE BY DISRUPTIVE TIDES OF EARTH 

A66-27900 

FREQUENCY DISTRIBUTION OF SECONDARY LUNAR CRATERS 
DETERMINED FROM RANGER VII PHOTOGRAPHS, 
HYPOTHESIZING THAT PART OF THESE DEPRESSIONS ARE 
SUBSIDENCE FORMATIONS A66-29265 

QUANTITATIVE ANALYSIS OF TRANSIENT LUMINOUS 
PHENOMENA ON LUNAR SURFACE AND RELATION TO SOLAR 
ELECTROMAGNETIC OR CORPUSCULAR EXCITATIONS 

A66-35446 

LUNAR SHAPE FROM ORBITER MEASUREMENTS OF 
GRAVITATIONAL FIELD DETERMINED VIA HARMONIC 
ANALYSIS A67—11474 

MATHEMATICAL THEORY DESCRIBING INTERNAL LUNAR 

STRUCTURE - SELENOLOGY AND LUNAR GEOLOGY 

Dl—82-0466 N66-15700 

PHOTOELECTRIC SPECTROMETER OBSERVATIONS OF LUNAR 
LUMINESCENCE EXCITATION BY SOLAR ACTIVITY ON 
LUNAR SURFACE 

AFCRL-65-772 N66-15854 

COMPOSITION AND INTERNAL STRUCTURE OF MOON, LUNAR 
SURFACE ENVIRONMENT IN RELATION TO ESTABLISHING 
LUNAR BASE, AND OBJECTIVES FOR INVESTIGATIONS 
Dl—82-0562 N67-15993 

KOVACH, R. L. 

THERMAL HISTORY AND MEAN DENSITY EVALUATIONS 
FOR MOON, MARS, AND EARTH TO ACCOUNT FOR 
INNER PLANET INTERNAL STRUCTURE DIFFERENCES 

N66-31455 

KOVAL, I• K. 

SPECTROPHOTOMETRY AND POLARIMETRY OF LUNAR 
REGIONS, OPTICAL PROPERTIES OF ATMOSPHERE AND 
SURFACE OF MARS, AND COMETARY TAILS 
NASA-TT—F-382 N66-33526 

KOZLOV, V. V* 

GEOGRAPHIC AND GEOLOGIC METHODS OF STUDYING 
LUNAR SURFACE AND METEORITIC STRUCTURE THEORY 
NASA-TT-F—8834 N67-10190 

KOZYREV, N. A. 

SPECTRAL OBSERVATIONS OF HAZE THAT OBSCURES 
LUNAR CRATERS N67-12731 

KRAEMER, R. S. 

OMNIDIRECTIONAL PENETROMETER FOR LUNAR SURFACE 
PARAMETRIC IMPACT TESTING AND CERTIFICATION OF 
SAFE SOFT-LANDING SITE FOR APOLLO LEM 

A67-11123 

KRANER, H. W. 

LUNAR SURFACE LAYER RADIOACTIVITY FROM DIFFUSION 
OF RADON AND THORON A66-32942 

KRISHEN, K. 

QUANTITATIVE STUDY OF RADAR CROSS POLARIZATION 
FACTOR D IN ORDER TO OBTAIN DATA ON LUNAR SURFACE 
ROUGHNESS AND DIELECTRIC PROPERTIES 

A67-11603 

KROTIKOV, V. 0. 

CHARACTERISTICS OF LUNAR RADIO EMISSION 
CONSIDERED, TAKING INTO ACCOUNT AVERAGING EFFECT 
OF ANTENNA RADIATION PATTERN A66-32237 

PHYSICAL CONDITIONS ON MOON AND EFFECT ON RADIO 
EMISSIONS 

NASA—TT—F—8837 N66-27192 

KUIPER, G« P. 

RANGER VII, VIII AND IX LUNAR PROBES SCIENTIFIC 
RESULTS ON TEXTURE OF MARIA, CRATER RAYS, CRATER 
CLASSIFICATION, MARE RIDGES, RILLES, LINEAMENTS 
AND BEARING STRENGTH OF MARE FLOOR 

A66-35441 


RANGER VII PHOTOGRAPHIC INTERPRETATION ANO LUNAR 
SURFACE STRUCTURES A67-16714 

COLOR STUDY OF LUNAR SURFACE SUGGESTING 
NONEXISTENCE OF COSMIC DUST LAYER 

A67-17083 

SELENOGRAPHIC AND GEOLOGIC INTERPRETATIONS OF 

LUNAR PHOTOGRAPHS FROM RANGER BLOCK III 

NASA—CR—74894 N66-25046 

STRUCTURES OF LUNAR CRATERS, HARES, LINEAMENTS, 

AND COLLAPSE DEPRESSIONS FROM RANGER BLOCK 
III PHOTOGRAPHS N66-25048 

INTERPRETATION OF RANGER VII, VIII, ANO IX 

DATA N66-31448 

KURYANOVA, A. N. 

CONSTRUCTION OF SELENOCENTRIC COORDINATES OF LUNAR 

SURFACE BASE POINTS N66-24371 

KUYKENDALL, W. E. 

NEUTRON ACTIVATION ANALYSIS OF SI, FE, AL, MG 
AND 0 CONTENT OF LUNAR AND PLANETARY SURFACES 

A67-16546 


L 

LAMAR, D. L. 

MOON SHAPE RELATED TO DISTRIBUTION OF CONTINENTS 
AND MARIA AND RELATIONSHIP BETWEEN SHAPE AND 
INERTIA MOMENTS A66-21203 

LAMOTHE, R. 

INSTRUMENT FOR DIAGNOSIS OF LUNAR SURFACE AND DATA 
REDUCTION PROCEDURES 

NASA—TM—X—55596 N67-13225 

LARINK, J. 

LUNAR PHOTOGRAPHS OF RANGER VII ANALYZED, NOTING 
LUNAR SURFACE A66-31700 

LARSON, K. B. 

LUNA IX IMAGING SYSTEM AND ANALYSIS OF PICTORIAL 
DATA OF LUNAR SURFACE A66-28741 

LAX, B. 

ELECTROMAGNETIC AND THERMAL PROPERTIES OF LUNAR 
SURFACE DETERMINED BY RADAR REFLECTION, 
RADIOMETRIC, INFRARED, AND LABORATORY 
EXPERIMENTS 

TG-9 N66-16174 

LE POOLE, R. S. 

STRUCTURES OF LUNAR CRATERS, MARES, LINEAMENTS, 

AND COLLAPSE DEPRESSIONS FROM RANGER BLOCK 
III PHOTOGRAPHS N66-25048 

LEATHERBARROW, W. J. 

CLASSIFICATION OF LUNAR BANDED CRATERS OF ABINERI 
AND LENHAM COMPLEMENTED BY ADDITION OF 
KUNOWSKY CLASS CHARACTERIZED BY EXTREMELY LARGE 
AND DARK FLOORS A67-16578 

LEBEDEVA, I. I. 

SPECTROPHOTOMETRIC COMPARISON OF LUNAR SURFACE AND 
EARTH VOLCANIC DEPOSITS 

T-R-588 N66-29813 

LEBEDINSKIY, A. I. 

PHOTOGRAPHS OF LUNAR SURFACE TAKEN FOR LUNA-9 
NASA—CR—80171 N67-12239 

LEBEDINSKIY, A. L. 

SCIENTIFIC EVALUATION OF TELEVISION PANORAMAS FROM 
LUNAR SURFACE STATION 

NASA—CR—80180 N67-12202 

LEE, D. W. 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION, 
MIGRATION, AND CRYSTALLIZATION 

NASA—CR—65186 N66-15371 

LEE, W- A. 

LAUNCH AND LANDING PHASES TO AND FROM MOON FOR 
MANNEO LUNAR MISSION OF 8 DAYS, WITH 24-HOUR 
STAY IN AREA ON NEAR-EARTH FACE OF LUNAR SURFACE 

N66-28767 


1-48 


PERSONAL AUTHOR INDEX 


MARCUS* A* H 


LENHERT* 0. H. 

APPROXIMATION SOLUTION TO INTEGRAL EXPRESSIONS OF 
RAOAR BACKSCATTER FROM DISTANT ROUGH SURFACES 
FOR LUNAR SURFACE PROPERTY DETERMINATION 
NASA-CR-76016 N66-29733 

LETKO* W. 

EFFECTS OF REDUCED GRAVITY ON HUMAN BODY, AND 
ABILITY OF MAN TO MAINTAIN HIS ORIENTATION ANO 
EQUILIBRIUM ON LUNAR SURFACE N67-15124 

LETTAU* H. H. 

NATURE OF LUNAR SURFACE, DISCUSSING 
INTERPRETATIONS OF LUNA IX PHOTOGRAPHS BY 

JAFFE AND KUIPER A67-13934 

LEVIN, 8. J. 

THERMAL HISTORY OF MOON AND DEVELOPMENT OF 
SURFACE, DISCUSSING NEARLY SIMULTANEOUS FORMATION 
OF MARIA A66-35452 

THEORIES, DATA, AND CALCULATIONS CONCERNING 
LUNAR EVOLUTION N66-31453 

LEVY, P. W. 

PROTON INDUCED HYDROXYL FORMATION ON LUNAR SURFACE 
SIMULATED BY BOMBARDING GLASS, CHEMICALLY SIMILAR 
TO SILICATE MINERALS, WITH HIGH ENERGY PROTONS 

A67-11857 

LINSKY, J. L. 

TEMPERATURE DEPENDENT THERMAL PROPERTY MODELS OF 
LUNAR SURFACE AND RADIATIVE ENERGY TRANSPORT 
DEDUCED FROM RF AND IR OBSERVATIONS 

A67-14740 

LUNAR SURFACE MODELS INCLUDING TEMPERATURE 
DEPENDENT THERMAL PROPERTIES 

NASA-CR-71554 N66-21679 

LIPSKII, I- N. 

LUNAR SURFACE STRUCTURE IMPLIED BY MILLIMETER- 
SIZED FEATURES IN LUNA IX PHOTOGRAPHS 

A67-10964 


LIPSKY, $. R. 

FAST SCAN HIGH RESOLUTION MASS SPECTROMETER 
SYSTEM FOR USE WITH GAS CHROMATOGRAPHY 
INSTRUMENTATION 

NASA—CR—70849 N66-18441 

LISINA, L. R. 

TOPOGRAPHIC EVALUATION OF LUNAR PHOTOGRAPHS BY 
SELENOGRAPHIC POINT COORDINATES 

N66-24373 

LIUBIMOV, G. P. 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-41410 

LOGACHEV, IU. I. 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-41410 

LONEY, R. A* 

SEISMIC ENERGY SPECTRUM ANO ATTENUATION STUDIEO IN 
ARIZONA GEOLOGICAL FORMATIONS FOR APPLICATION 
TO LUNAR SURFACE INVESTIGATIONS 

NASA-CR-65488 N66-35662 

SHEAR WAVE DETECTION, WAVE AMPLITUDE, VELOCITY, 

AND ATTENUATION IN ROCK FORMATIONS, SEISMIC 
MEASUREMENTS, AND GEOPHYSICAL STUDIES ANALOG TO 
LUNAR GEOLOGY 

NASA-CR-65489 N66-35966 

VELOCITIES AND ATTENUATIONS OF SEISMIC WAVE 
AMPLITUDES OBSERVED IN ROCK ANALOG TO LUNAR 
SURFACE N66-35972 

LOWMAN, P. 0., JR. 

WALL OF LARGE CIRCULAR FORMATION ON MOON SHOWN 
ON ORBITER PHOTOGRAPHS AS CONVEX BODY 
RESEMBLING FLOW OF VISCOUS LAVA 

A67-17202 

STUDY OF DYNAMICAL HISTORY OF EARTH-MOON SYSTEM, 


LUNAR GEOLOGY, AND GEOPHYSICAL DISCOVERIES BY 

SATELLITES TO DETERMINE ORIGIN OF MOON 

NASA—TM-X—56134 N66-15236 

TOPOGRAPHY AND EVOLUTIGN OF LUNAR CRATERS - 
METEORITIC IMPACT - SELENOGRAPHY 

NASA—TM-X-56115 N66-15425 

POSSIBLE LUNAR ORIGIN OF TEKTITES 

NASA—TH—X—56663 N66-22235 

CHEMICAL COMPOSITION OF TEKTITES RELATED TO 
LUNAR IGNEOUS ACTIVITY N66-32032 

LUCAS, J. W. 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 
LUNAR SURFACE THERMAL DATA OBTAINED BY 
SURVEYOR I SPACECRAFT N67-10065 

LUGN, R. V. 

LUNAR TOPOGRAPHIC PROJECTION OF RANGER VIII 
STEREOSCOPIC PHOTOGRAPHS N66-25054 

LUZZI, T. 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST ANO INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA—CR—65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA—CR—65341 N66-25576 


M 

MAC DONALD, G. J. F. 

DESIGN OF GRAVIMETER FOR CONTINUOUS MONITORING OF 
LUNAR GRAVITATIONAL FIELD N66-18672 

INHOMOGENEOUS AND NONDIFFERENTIATED MODEL OF 
LUNAR INTERIOR N66-31454 

MACKIN, J. H. 

GEOLOGICAL FIELD STUDIES OF LUNAR SURFACE AT 
VARIOUS APOLLO LANDING SITES N66-18667 

MADUEV, V. L. 

PRIMARY COSMIC RADIATION IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY LUNA X ORBITER 

A67-16053 

MAGNOLIA, L. R. 

BIBILOGRAPHY ON MANNED EXPLORATION, COLONIZATION, 
AND EXPLOITATION OF LUNAR SURFACE 

TRW—99900-6045—TOOO N67-16587 

MAXSAK, L. 

LAYMAN BOOK ON LUNAR EXPLORATION INCLUDING 
TOPOGRAPHICAL DATA, LUNAR WATER, FOOD, SHELTER AND 
TRAVEL, SPACE SUITS, WORKING CONDITIONS, ETC 

A66-21900 

MAKEMSON, M. W. 

FACTORS AFFECTING DETERMINATION OF SELENOGRAPHIC 
LATITUDE AND LONGITUOE BY ASTRONAUT LANDED ON 
MOON, DEFINING SELENOCENTRIC SYSTEM AND LUNAR 
PRIME MERIDIAN A66-32344 

MANDELSHTAM, S. L. 

INTENSITY OF CHARACTERISTIC SPECTRAL LINES OF SI, 
AL AND MG OF LUNAR SURFACE ROCK MADE FLUORESCENT 
BY SOLAR X-RAYS DETERMINED FROM LUNA X 
MEASUREMENTS A67-16051 

MARCUS, A. 

FIELDER ANALYSIS ON DIAMETER FREQUENCY AND 
DISTRIBUTION OF CENTERS AND NUMBER DENSITY OF 
LUNAR CRATERS A67-17295 

MARCUS, A. H. 

NUMBER DENSITY OF ALL OBSERVABLE LUNAR CRATERS AS 
FUNCTION OF DIAMETER AND OF TIME, EXAMINING 
METEOROIDAL IMPACT HYPOTHESIS A66-29262 

LUNAR CRATER FILLING BY DUST OR LAVA IN STOCHASTIC 
MODEL BASED ON IMPACT FORMATION 

A66-29263 





HARKOV* A. V 


PERSONAL AUTHOR INDEX 


STATISTICAL TEST OF RANDOMNESS APPLIED TO LUNAR 
CRATER DATA, NOTING DISTRIBUTION AND DENSITY 

A66-29264 

STOCHASTIC MODEL OF CRATERING AND SURVIVAL OF 
CRATERS ON MOON, DISCUSSING APPROXIMATE DIAMETER 
DISTRIBUTION OF PRIMARY AND SECONDARY CRATERS 

A67-14739 

MARKOV* A. V. 

BALDWIN FORMULA FOR DIAMETER ANO DEPTH OF LUNAR 
RING MOUNTAINS AND CRATERS IN SEA OF CLOUDS, 

NOTING RANGER VII PHOTOS A66-27182 

BALDWIN FORMULA FOR DIAMETER AND DEPTH OF LUNAR 
RING MOUNTAINS AND CRATERS IN SEA OF CLOUDS, 

NOTING RANGER VII PHOTOS A66-42722 

RELATIVE DEPTHS OF LUNAR RING MOUNTAINS AND 
CRATERS IN MARE NUBIUM - COMPARISON OF BALOWIN 

FORMULA AND SPACECRAFT PHOTOGRAPHS 
T-457-R N66-28217 

NATURE OF LUNAR SURFACE FROM STANDPOINT OF 
PROSPECTIVE LANDING ON MOON N67-I5494 

MARSH, E. 

LUNAR MODEL WHICH SIMULATES TOPOGRAPHIC AND 
PHOTOMETRIC CHARACTERISTICS OF LUNAR SURFACE 
NASA—CR-66176 N66-38493 

MATSUSHIMA, S. 

THREE-COLOR PHOTOMETRIC STUDY OF ATMOSPHERIC 
EXTINCTION BY DUST PARTICLES FROM LUNAR ECLIPSE 
PHOTOELECTRIC MEASUREMENTS OF MARE CRISIUM 
REGION A66-25810 

CORRELATION BETWEEN LUNAR ECLIPSE BRIGHTNESS AND 
INTERPLANETARY PLASMA FLUX, EXAMINING LUNAR 
LUMINESCENCE A66-41862 

MC CAULEY* J. F. 

LUNAR GEOLOGIC MAPPING OF ALPHONSUS CRATER FROM 
RANGE IX PHOTOGRAPHS N66-25056 

MC CLAINE, L* 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION, 
MIGRATION, AND CRYSTALLIZATION 

NASA—CR-65186 N66-15371 

MC CONNELL, R. K. 

EFFECT OF LUNAR ENVIRONMENT ON MAGMA GENERATION, 
MIGRATION, AND CRYSTALLIZATION 

NASA—CR-65186 N66-15371 

MC COYD, G. C. 

POLARIMETRIC PROPERTIES OF SIMULATED LUNAR SURFACE 
SPECIMENS IN VISIBLE AND INFRARED RADIATION 
NASA-CR-76169 N66-30394 

MC LINDEN, H. G. 

FAR INFRARED SPECTRA OF SILICATE MATERIALS FOR 
REMOTE SENSING OF LUNAR OR PLANETARY SURFACE 
COMPOSITION 

NASA-CR-75289 N66-26874 

MCCALL, G. J. H. 

MECHANISM FOR SELENOLOGICAL PROCESSES ASSUMING 
LUNAR SURFACE IS ANOROGENICALLY MOLDED AND CRATER 
PATTERN STEMS FROM REACTIVATION OF ANOROGENIC 
ZONES A66-36312 

IMPACT THEORY OF CRATER FORMATION ON SURFACES OF 
MOON AND MARS NOT AS CONSISTENT WITH EVIDENCE AS 
ENDOGENOUS CRATERING THEORY A66-43028 

MCCLELLAN, R. G. 

OMNIDIRECTIONAL PENETROMETER FOR LUNAR SURFACE 
PARAMETRIC IMPACT TESTING AND CERTIFICATION OF 
SAFE SOFT-LANDING SITE FOR APOLLO LEM 

A67-11123 

MCGANN, J. 

MOON SHAPE RELATED TO DISTRIBUTION OF CONTINENTS 
AND MARIA AND RELATIONSHIP BETWEEN SHAPE AND 
INERTIA MOMENTS A66-21203 

MELOY, T. P. 

LUNAR SURFACE ROUGHNESS COMMINUTION ESTIMATED BY 


CONSIDERING METEORIC BODY CATERING PROCESS 

NASA—CR—80137 N67-12165 

METZGER, A. E. 

NONDISPERSIVE X-RAY SPECTROMETER FOR REMOTE 
GEOCHEMICAL ANALYSIS OF LUNAR OR PLANETARY 
SURFACES A66-23694 

MEYER, 0. L. 

MEASUREMENT AND REDUCTION METHODS USED IN CHARTING 
MOON ANO POTENTIAL LUNAR LANDING SITES, AND 
DERIVATION OF LUNAR COORDINATES 

ACIC—TP—15 N66-28260 

MEYERS, W. M. 

DESIGN AND ANALYSIS OF SOLID AND HOLLOW CUBE 
CORNER REFLECTORS WHICH, WHEN PLACED ON LUNAR 
SURFACE, WILL BE USED IN CONNECTION WITH EARTH 
LASER SYSTEM FOR SELENODETIC STUDIES 
AFCRL—66—563 N67-15043 

MICHAELS, D. W. 

ANNOTATED BIBLIOGRAPHY ON SURFACE CHARACTERISTICS 
OF MOON, MARS, AND VENUS 

ATD-66-53 N66-32568 

ANNOTATED BIBLIOGRAPHY ON LUNAR REVOLUTION, 
ROTATION, LIBRATION, ANO MAPPING TECHNIQUES 
ATD—B—66-96 N66-39434 

MIDDLEHURST, B. M. 

STATISTICAL CORRELATION BETWEEN TRANSIENT LUNAR 
LUMINESCENCE AND SUNSPOT NUMBER DISTRIBUTION 

A66-23193 

TRANSIENT CHANGES ON MOON DURING LAST THREE 
CENTURIES, CONSIDERING TYPE OF EVENT, LUNAR PHASE, 
CORRELATION WITH SOLAR ACTIVITY, ETC 

A67-16594 

CHRONOLOGICAL LISTING OF OBSERVED AND RECORDED 
EVENTS ON LUNAR SURFACE FROM 5 MARCH 1587 TO 
15 NOVEMBER 1965 

NASA—TM—X-55470 N66-24927 

HISTORICAL REVIEW OF LUNAR SURFACE EVENTS FROM 
5 MARCH 1587 TO 15 NOVEMBER 1965 - CORRELATION 
TO EARTH TIDAL ACTION 

NASA—TM—X-55468 N66-25371 

MIESCH, A. T. 

STATISTICAL TECHNIQUES FOR COMPUTER ANALYSIS OF 

MICROPHOTOMETRIC MEASUREMENTS TAKEN ON 

FULL-MOON PHOTOGRAPHIC PLATE N66-35605 

MILFORD, N. 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA—CR—65341 N66-25576 

HILLER, D. M. 

HYPOTHESIS CONCERNING EVOLUTION OF LUNAR SURFACE, 
DISCUSSING INFALL OF SURFACE DUST AND BOMBARDMENT 
BY PLANETESIMALS A66-35793 

MILLER, F. E. 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 

OXYGEN FROM METALLIC SILICATES FOUND ON MOON 

AICE PREPRINT 46C A66-39895 

HILLER, G. H. 

FLUIDIZED ASH FLOW IN SIMULATED LUNAR SOILS 
NASA—CR—627 N66-38803 

MILLER, G. K., JR. 

FIXED-BASE VISUAL SIMULATION STUDY OF MANUALLY 

CONTROLLED MANEUVERS OVER LUNAR SURFACE 

NASA—TN-D—3653 N66-38413 

MILLS, A. A. 

TEKTITES, APPROXIMATE AGE AND PROBABLE LUNAR 
GRIGIN A66-27823 

MILLS, W. R.» JR. 

NEUTRON ANALYSIS TECHNIQUES FOR DETERMINING 
HYDROGEN PRESENCE ON LUNAR OR PLANETARY SURFACES, 
BASED ON MEASUREMENT OF GAMMA RADIATION 

A66-28105 


1-50 



PERSONAL AUTHOR INDEX 


OEPIK, E. J 


MILTON* D. J. 

LUNAR GEOLOGIC NAPPING OP HARE TRANQUILLI TATIS 
FROM RANGER VIII PHOTOGRAPHS N66-25055 

MIRONOVA* M. N. 

SPECTRAL BRIGHTNESS COEFFICIENTS OF LUNAR CRATERS 
AND COMPARISON OF SPECTRA N66-33528 

MIYAMOTO* S. 

PHOTOGRAPHIC ATLAS OF LUNAR SURFACE 

N66-32193 

MOHR* G. 

COMMINUTION THEORY FOR AND EXPERIMENTS UNDER 
ULTRAHIGH VACUUM CONDITIONS* FOR SPECULATION 
ON LUNAR SURFACE MAKE-UP AND CHARACTERISTICS 
RM-313 N66-26955 

MOORE* H. J. 

LUNAR SURFACE MATERIALS AND CRATER MORPHOLOGY FROM 

RANGER IX PHOTOGRAPHS N66-25050 

LUNAR TOPOGRAPHIC PROJECTION OF RANGER VIII 

STEREOSCOPIC PHOTOGRAPHS N66-25054 

DENSITY OF SMALL LUNAR CRATERS DETERMINED BY 
INFLUX OF INTERPLANETARY MATTER, AND SECONDARY 
IMPACT CRATERS CONTRIBUTING TO LUNAR SURFACE 
ROUGHNESS N66-35600 

MOORE* P. 

COLOR EVENTS ON MOON OBSERVED THROUGH COLOR 
FILTERS ALTERNATELY, NOTING CRATER GASSENDI 

A67-16155 


MOROZ* V. I. 

I R SPECTROPHOTOMETRY OF MOON AND GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 
THERMAL RADIATION AND ALBEDO INCREASE WITH 
WAVELENGTH VARIATION A66-19458 

I R SPECTROPHOTOMETRY OF MOON AND GALILEAN 
SATELLITES OF JUPITER, NOTING SURFACE PROPERTIES, 
THERMAL RADIATION AND ALBEDO INCREASE WITH 
WAVELENGTH VARIATION A66-34487 

MORRIS, E. C. 

SURVEYOR I SPACECRAFT PHOTOGRAPHS EVALUATED FOR 
LUNAR SURFACE TOPOGRAPHY N67-I0064 

MORRIS, J* R. 

LUNAR ORBITER AND DEEP SPACE PROBE GRAVITATIONAL 
SENSOR FOR DETERMINING MASS DISTRIBUTION OF MOON 
AND ASTEROIDS 

NASA-CR-67369 N66-30438 

MUENCH* G. 

OBSERVATIONS OF MOON, VENUS, MARS, AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO* RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA-CR-76I42 N66-31446 

MUHLEMAN, D. 0. 

OBSERVATIONS OF MOON, VENUS, MARS, AND 
JUPITER - SURFACE FEATURES AND ATMOSPHERIC 
CHARACTERISTICS - RADIO, RADAR, TELESCOPIC, AND 
SPECTROSCOPIC OBSERVATIONS 

NASA-CR-76X42 N66-31446 

MUKHAMEDZHANOV* A. K. 

PECULIARITIES OF DISPERSION OF MATTER RESULTING 
FROM METEORITE IMPACT ON LUNAR SURFACE AS 
EXPLANATION OF CONCENTRIC NATURE OF STRUCTURE OF 
CRATER A66-35284 

MURATOVA* B. L. 

POSSIBLE LUNAR SURFACE VACUUM LAYER STRUCTURE FROM 

EFFECTIVE THERMOCONDUCTIVITY COEFFICIENT BASED ON 

RADIOASTRONOMICAL DATA A67-11567 

POSSIBLE STRUCTURE OF SURFACE LAYER OF MOON 
NASA-CR-80579 N67-I3234 

MURPHREE* W. D. 

REVIEW OF RESEARCH IN AEROTHERMODYNAMICS, FLUID 
MECHANICS, INSTRUMENTATION, SELENOGRAPHY, ORBIT 
THEORY AND PREDICTION, SPACE ENVIRONMENT, AND 
STRUCTURAL DYNAMICS 


NASA-TM-X—53462 N66-3522I 

MURTAUGH, C. R. 

APOLLO LUNAR SURFACE EXPERIMENTS PACKAGE / ALSEP/ 
GF SCIENTIFIC INSTRUMENTS AND SUPPORTING 
SUBSYSTEMS 

AIAA PAPER 66-919 A67-I4133 

MUTCH, T. A. 

MAGNETIC SPHERULES IN SILURIAN AND PERMIAN SALT 
SAMPLES SUGGEST CONSTANT METEORIC INFLUX USEFUL IN 
DETERMINATION OF LUNAR SURFACE AGE 

A66-42435 

MUTSCHALL* V. 

LUNAR SURFACE AND SUBSURFACE PROPERTIES, FEATURES, 
MATERIALS, AND CHARACTERISTICS N66-17465 

MUTSCHALL* V. E. 

LUNAR SURFACE, AND SPACE EXPLORATION PROBES FOR 
USE IN LUNAR ROVING VEHICLE DEVELOPMENT, AND 
LUNAR BASE ESTABLISHMENT 

ATD-66-18 N66-34284 

N 

NARODNY* L. H. 

L EM OPTICAL ASTRONOMY PACKAGE / OAP/ CONTAINING 
ASTRONOMICAL TELESCCPE, SPECTROPHOTOMETER, DATA 
PROCESSING SUBSYSTEM AND OTHER DEVICES, FOR 
UNMANNED LANDING AND LIFE SUPPORT 

A67-I2414 

NAZARKINA* G. B. 

GAMMA RADIATION MEASUREMENTS OF LUNAR SURFACE BY 
LUNA 10 

NASA—CR-80I47 N67-12908 

NELSON* J. D. 

ULTRAHIGH VACUUM EFFECTS ON PROPERTIES OF 
SIMULATED LUNAR SOIL 

NASA-CR-75323 N66-27244 

NEY* E. P. 

VISIBILITY OF LUNAR LUMINESCENCE, NOTING FAVORABLE 
POSSIBILITIES AT NEW MOON, DARK ECLIPSES AND FAR 
SIDE ANO ENERGY SOURCES FOR LUMINESCENCE 

A66-26350 

EVIDENCE FOR PARTICULATE MATTER IN SPACE ANO ITS 
POTENTIAL ACCRETION RATE BY MOON AND EARTH 
TG-10 N66-16175 

SPECTROSCOPIC EVIDENCE FOR LUNAR LUMINESCENCE, 

AND DIRECT AND STORAGE PROCESSES FOR CONVERTING 
ENERGY TO LUMINESCENCE 

TG-I1 N66-16I76 

NIKOLAEV* A. G. 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED 8Y LUNA IX SPACECRAFT 

A66-41410 

NOYES* J. C. 

PHYSICAL ENVIRONMENT OF ATMOSPHERE OF EARTH AND 
OTHER PARTS OF SOLAR SYSTEM - LUNAR SURFACE 
COOLING, CHARGED PARTICLE TRANSPORT, RADIO STAR 
SCINTILLATIONS, AND COSMIC RAY NEUTRONS 

N66-17399 

O 

OBERBECK* V. R. 

HYPERVELOCITY PROJECTILE IMPACT CRATERING FROM 
RANGER PHOTOGRAPHS OF LUNAR SURFACE 

A66-35443 

LUNA IX PHOTOGRAPHS INDICATE LUNAR SURFACE 
COMPOSITION OF WEAKLY COHESIVE POORLY SORTED 
FRAGMENTAL MATERIAL OF UNKNOWN SOURCE 

A66-40017 

OODEN* R. B. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA-CR-68285 N66-16389 

OEPIK* E. J* 

CRATERS ON MARS FROM MARINER IV PICTURES, 
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SHOWING NO EVIDENCE OF PRIMEVAL CRATER AND 
ANALYZING AEOLIAN EROSION A66-30629 

OETKING, P. 

DIFFUSELY REFLECTING SURFACES FOR SIMULATING 
BRIGHTNESS OF LUNAR SURFACES, NOTING PRONOUNCED 
RISE OF REFLECTIVITY AT SMALL PHASE ANGLES 

A66-30929 

OKEEFE, J. A. 

SOFTENED APPEARANCE OF CERTAIN LARGE LUNAR CRATERS 

EXPLAINED BY ASH FLOW THEORY A66-35451 

WALL OF LARGE CIRCULAR FORMATION ON MOON SHOWN 

ON ORBITER PHOTOGRAPHS AS CONVEX BODY 
RESEMBLING FLOW OF VISCOUS LAVA 

A67-17202 

PRESSURE, TEMPERATURE, AND VOIDAGE CALCULATIONS 
FOR LUNAR ASH FLOW EXPLANATION OF TEKTITE 
CHEMISTRY 

NASA—TM—X—56128 N66-18388 

STATIC ELECTRIC DISCHARGES AND RADIO NOISE FROM 
LUNAR CRATERS 

NASA-TM-X—56088 N66-22175 

POSSIBLE LUNAR ORIGIN OF TEKTITES 

NASA-TM-X—56663 N66-22235 

MUONG NONG TEKTITE MICROSTRUCTURAL AND CHEMICAL 
ANALYSIS TO DETERMINE LUNAR STRUCTURE 

N66-31456 

LUNAR STRUCTURE AS DEDUCED FROM MUONG NOUNG 
TEKTITES - PROBABILITY OF LUNAR ORIGIN 
NASA-TN-D-3564 N66-32956 

ORNATSKAIA, 0. I. 

THERMAL CONDUCTIVITY EQUATION SOLVED FOR FOUR 
COMBINATIONS OF CONCENTRATION OF RADIOACTIVE 
ELEMENTS IN LUNAR CRUST, USING RESULT FOR CRUST 
THICKNESS ESTIMATE A66-37151 


P 

PALM, A* 

MECHANISMS CAUSING INCREASED BRIGHTNESS OF LUNAR 
SURFACE - SOLAR FLARE PROTON AND ELECTRON 
IRRADIATION 

NASA—CR—69289 N66-15345 

PARKER, R. E. 

NONDISPERSIVE X-RAY SPECTROMETER FOR REMOTE 
GEOCHEMICAL ANALYSIS OF LUNAR OR PLANETARY 
SURFACES A66-23694 

PATTERSON, J. H. 

LUNAR SURFACE CHEMICAL ANALYSIS USING INTERACTION 
OF MONOENERGETIC ALPHA PARTICLES WITH MATTER 

A67-16463 

INSTRUMENT FOR LUNAR SURFACE CHEMICAL ANALYSIS 
THAT USES INTERACTIONS WITH MATTER OF 
MONOENERGETIC ALPHA PARTICLES 

NASA—CR—75747 N67-13228 

ALPHA PARTICLE DETECTOR EXPERIMENT FOR CHEMICAL 
ANALYSIS OF LUNAR SURFACE BY SURVEYOR 
SPACECRAFT 

NASA—CR—75748 N67-13243 

PEARSE, C. A. 

PHOTOMETRY AND POLARIMETRY OF MOON AND RELATION 

TO PHYSICAL PROPERTIES OF LUNAR SURFACE 

NASA—CR—70713 N66-19648 

PHOTOMETRY AND POLARIMETRY OF THE MOON AND THEIR 
RELATIONSHIP TO PHYSICAL PROPERTIES OF LUNAR 
SURFACE 

NASA-CR—76695 N66-32300 

PELLICORI, R. H. 

LUNAR CRATERS, QUADRANT IV* DESIGNATION, 

DIAMETER, POSITION, CENTRAL PEAK INFORMATION, ETC 

A67-11331 

CATALOG OF LUNAR CRATERS IN FOURTH QUADRANT 
NASA—CR—78466 N66-38712 


PENN, S. 

LUNAR SURFACE AND ATMOSPHERIC CONTAMINATION STUDY 
CAUSED BY LEM ROCKET EXHAUST AND INORGANIC, 
ORGANIC, AND MICROBIOLOGICAL CONTAMINANTS 
NASA—CR—65342 N66-25575 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-65341 N66-25576 

LUNAR COMPOSITION, AND POSSIBILITIES OF EXPLOITING 
LUNAR NATURAL RESOURCES 

RM-305J N66-26954 

PERESLEGINA, N« V* 

PENETRATING RADIATION MEASUREMENT ON MOON SURFACE 
OBTAINED BY LUNA IX SPACECRAFT 

A66-41410 

PETERS, J. D. 

LUNAR SURFACE COMPOSITION, STRENGTH AND FAILURE 
MODES, DETERMINING ABILITY TO SUPPORT LEM 

A67-16612 

PETROVA, N. N. 

LUNAR SPECTRAL REFLECTIVITY DISTRIBUTION 
DETERMINED BY COMPARISON OF LUNAR SPECTRA WITH 
SOLAR SPECTRUM AND SPECTRA OF EARLY STAR CLASSES 

A66-23506 

LUNAR SPECTRAL REFLECTIVITY DISTRIBUTION 
DETERMINED BY COMPARISON OF LUNAR SPECTRA WITH 
SOLAR SPECTRUM AND SPECTRA OF EARLY STAR CLASSES 

A66-37019 

PHINNEY, R. A. 

INTERNAL MELTING OF MOON, AND LUNAR COMPOSITION, 
VOLCANICS, AND SEISMOLOGY 

TG-2 N66-16167 

PISARENKO, N. F. 

PRIMARY COSMIC RADIATION IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY LUNA X ORBITER 

A67-16053 

PLOTKIN, H- H. 

OPTICAL RADAR SYSTEM USING CORNER REFLECTOR ON 
LUNAR SURFACE N67-16015 

POLANOUERE, M. D. 

CRATER OBSERVATIONS AND CALCULATIONS USEO TO 
DETERMINE CONSTANTS OF LUNAR PHYSICAL LIBRATION 

N66-37858 

POLGAR, L. G. 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND RELATION TO REFLECTIVE 
CHARACTERISTICS OF MOON A66-17729 

DIRECTIONAL ABSORPTIVITY CHARACTERISTICS OF 
CONICAL CAVITIES AND USE AS THERMAL MODEL FOR 
LUNAR METEOR CRATERS 

AIAA PAPER 65-669 A67-13049 

DIRECTIONAL RADIATIVE CHARACTERISTICS OF CONICAL 
CAVITIES AND THEIR RELATION TO LUNAR PHENOMENA 
NASA-TM-X-52090 N66-22256 

POMILLA, F. 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA—CR—65341 N66-25576 

PRESSEL, P. I. 

COMPONENT CAPABILITIES AND REQUIREMENTS FOR LUNAR 
NAVIGATION CONCEPTS 

NASA—CR—68285 N66-16389 

PRINGLE, J. K. 

CHEMICAL AND STRUCTURAL PROPERTIES OF LUNAR 
GEOTHERMAL DEPOSITS FOR POSSIBLE USE AS ENERGY 
SOURCES N66-35513 

PUTTRE, R. E. 

SMALL OMNIDIRECTIONAL ANTENNA FOR PETRONOMETRIC 
STUDY OF MOON SURFACE 
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NASA—CR-66091 N66-24383 

Q 

'QUAIDEf W* L. 

HYPERVELOCITY PROJECTILE IMPACT CRATERING FROM 
RANGER PHOTOGRAPHS OF LUNAR SURFACE 

A66-35443 

LUNA IX PHOTOGRAPHS INDICATE LUNAR SURFACE 
COMPOSITION OF WEAKLY COHESIVE POORLY SORTED 
FRAGMENTAL MATERIAL OF UNKNOWN SOURCE 

A66-40017 


R 

RACKHAM, T. W. 

RANGER VII AND VIII PHOTOGRAPHY SHOWS NATURE OF 
LESSER LUNAR RAY SYSTEMS, INCLUDING IMAGES OF 
CRATER DELAMBRE AND 60NPLAND J 

A66-19265 

RADNOFSKY, M. I. 

PORTABLE LIFE SUPPORT SYSTEM AND PRESSURIZED SUIT 
FOR EXTRAVEHICULAR MOBILITY UNIT TO PROTECT MAN 
AGAINST LUNAR SURFACE AND FREE SPACE HAZARDS 

N66-17387 

RAE, W. L. 

LUNAR DOMES DEFINED, OBSERVED AND LISTED 

A66-41209 

REICHMAN, J. 

MECHANICAL AND THERMAL PROPERTIES OF LUNAR SURFACE 
MATERIALS CORRELATED BY MATHEMATICAL MODEL STUDY 
NASA-CR—71750 N66-24605 

RENNILSON, J. J. 

SURVEYOR I SPACECRAFT PHOTOGRAPHS EVALUATED FOR 
LUNAR SURFACE TOPOGRAPHY N67-10064 

RICKLES, R. N. 

SOLAR ENERGY VS ELECTRICAL OR NUCLEAR POWER FOR 
RECOVERY OF WATER, OXYGEN AND VARIOUS CHEMICALS 
FROM LUNAR SOIL 

A ICE PREPRINT 46B A66-39897 

RIGHINI, A.« JR. 

LUNAR LUMINESCENCE AND PHOTOGRAPHIC OBSERVATION 
TECHNIQUES, NOTING SOLAR ACTIVITY EFFECT 

A66-33010 

RIGUTTI, M. 

LUNAR LUMINESCENCE AND PHOTOGRAPHIC OBSERVATION 
TECHNIQUES, NOTING SOLAR ACTIVITY EFFECT 

A66-33010 

RINDFLEISCH, T. 

PHOTOMETRIC METHOD FOR DERIVING LUNAR SURFACE 
ELEVATION INFORMATION FROM SINGLE PICTURE 

A66-25603 

ROACH, C. H. 

ENGINEERING-GEOPHYSICAL PROPERTIES OF SURFACE AND 
NEAR SURFACE ROCK MATERIALS FROM SELECTED 
TERRESTRIAL GEOLOGIC ENVIRONMENTS AS POSSIBLE 
LUNAR ANALOGS FOR APOLLO LANDING SITES 

N66-22888 

CORRELATION OF PHYSICAL PROPERTY LABORATORY AND 
IN SITU ANALOG MEASUREMENTS OF LUNAR SOIL 

N66-37368 

ROBERTS, G. L. 

RED-GREEN- IR THREE-BEAM HIGH RESOLUTION 
PHOTOELECTRIC PHOTOMETRY DURING LUNAR ECLIPSE FOR 
LUNAR COLORIMETRIC STUDIES A67-14735 

LUMINESCENCE TIME VARIATION MEASUREMENTS OF LUNAR 

SURFACE MATERIAL USING THREE COLOR PHOTOELECTRIC 
PHOTOMETRY 

AFCRL—66-14 N66-22781 

ROBERTS, W. A. 

COMPOSITION ANO INTERNAL STRUCTURE OF MOON, LUNAR 
SURFACE ENVIRONMENT IN RELATION TO ESTABLISHING 
LUNAR BASE, AND OBJECTIVES FOR INVESTIGATIONS 
Dl—82-0562 N67-15993 


ROBERTS, M. X. 

SIMULATION CHAMBERS FOR LUNAR SURFACE ENVIRONMENT, 
LIFE SYSTEMS, AND ASTRONAUT TRAINING STUOIES 

N66-35925 

RONCA, L. B. 

ORIGIN AND NATURE OF THREE STRUCTURES IN 235-MI 
DIAMETER LUNAR CRATER PHOTOGRAPHED BY RANGER VII 

A66-17456 

STRUCTURAL ANALYSIS OF LUNAR CRATER ALPHONSUS, 
USING RANGER IX PHOTOGRAPHS A66-20397 

CIRCULARITY INDEX OF LUNAR CRATERS INDICATE TWO 
POPULATIONS AS SHOWN BY FREQUENCY DISTRIBUTION 
CURVE A66-292 57 

PROTON INDUCED HYDROXYL FORMATION ON LUNAR SURFACE 
SIMULATED BY BOMBARDING GLASS, CHEMICALLY SIMILAR 
TO SILICATE MINERALS, WITH HIGH ENERGY PROTONS 

A67-11857 

ROSE, D. 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA—CR-79306 N67-13019 

ROSENBERG, D. L. 

SPUTTERING EFFECTS ON SURFACE OF MOON, AND 
MODIFICATION OF OPTICAL PROPERTIES BY SOLAR-WIND 
BOMBARDMENT 

NASA-CR-75697 N66-28482 

ROSENBERG, H. 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA-CR-79306 N67-13019 

ROSENBERG, S. D. 

CHEMICAL REACTOR ON-SITE MANUFACTURE OF PROPELLANT 
GXYGEN FROM METALLIC SILICATES FOUND ON MOON 
AICE PREPRINT 46C A66-39895 

ROY, R. 

RECOVERY OF WATER FROM ROCKS AND MINERALS ON LUNAR 
SURFACE N66-35510 

RUFFIN, B. W. 

MEASUREMENT AND REDUCTION METHODS USED IN CHARTING 
MOON AND POTENTIAL LUNAR LANDING SITES, AND 
DERIVATION OF LUNAR COORDINATES 

ACIC—TP-15 N66-28260 

RYAN, J* A. 

ULTRAHIGH VACUUM FRICTIONAL ADHESIONAL BEHAVIOR 
OF SILICATES RELATED TO LUNAR SURFACE - 
MODIFICATIONS, SORPTION PUMP BANK, CLEAVAGE 
DEVICE, AND ROUGHNESS EFFECTS 

NASA-CR-69246 N66-15305 

SILICATE ULTRAHIGH VACUUM FRICTIONAL AND 
ADHESIONAL BEHAVIOR AS RELATED TO LUNAR SURFACE 
NASA—CR—74625 N66-24596 

ULTRAHIGH VACUUM ADHESION OF SILICATES AS RELATED 
TO LUNAR SURFACE 

NASA—CR-76430 N66-32110 

ULTRAHIGH VACUUM ADHESION BETWEEN SILICATE 

MINERALS AS RELATEO TO LUNAR SURFACE 

NASA-CR-81348 N67-16611 


S 

SAARI, J. M. 

I R MEASUREMENTS ON ECLIPSED MOON, DISCOVERING 
HOT SPOTS ON LUNAR SURFACE A66-35448 

I R AND VISIBLE IMAGES OF ECLIPSED MOON MADE FROM 
SCAN DATA AND MAGNETICALLY RECORDED ANALOG SIGNALS 
FROM OBSERVATION OF TOTAL LUNAR ECLIPSE ON 
DECEMBER 19, 1964 A67-14741 

ISOTHERMS IN EQUATORIAL REGION OF TOTALLY ECLIPSED 

MOON 

Dl—82—0530 N66-31340 
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INFRARED AND VISUAL OBSERVATIONS OF THERMAL LUNAR 
SURFACE ANOMALIES DURING ECLIPSE 

Dl-82-0533 N66-38578 

THEORETICAL TEMPERATURE CALCULATIONS COMPARED WITH 

LUNAR SURFACE THERMAL DATA OBTAINED BY 
SURVEYOR I SPACECRAFT N67-10065 

SALISBURY, J. 

SURVEYOR I PHOTOGRAPHS OF LUNAR SURFACE IN 
SUPPORT OF THEORIES THAT NO MECHANISM EXISTS ON 
MOON FOR SORTING DIFFERENT SIZED PARTICLES INTO 
LAYERS A67-13892 

SALISBURY, J* V. 

LUNAR ATMOSPHERE, TERRAIN AND TEMPERATURE 

A66-20286 

CIRCULARITY INDEX OF LUNAR CRATERS INDICATE TWO 
POPULATIONS AS SHOWN 8Y FREQUENCY DISTRIBUTION 
CURVE A66-29257 

SALISBURY, W. W. 

TRANSLUNAR COMMUNICATION USING PUMICE-LIKE OUTER 
LAYER AS PROPAGATION MEDIUM A66-4115I 

SALKELD, R. J* 

PROPELLANT EXTRACTION FROM LUNAR MATERIAL, GIVING 
COST ANALYSIS OF MANUFACTURE AND USE IN EARTH- 

MOON SPACE FLIGHT WITH EXPENDABLE AND REUSABLE 
TANKERS A66-21943 

SANDULEAK, N. 

LUMINESCENCE IN DECEMBER 1964 LUNAR ECLIPSE, 
NOTING BRIGHTNESS MEASUREMENT RESULTS IN MARE 
NUBIUM REGION A66-30644 

SASLOW, S. M. 

LUNAR CRATERS WITH CENTRALLY LOCATED PEAKS - 
TABLES AND PROFILE GRAPHS 

NASA-CR-71543 N66-2I782 

SASSA, D. 

ENGINEERING ANALYSES ON SURVEYOR LUNAR DUST 
PARTICLE DETECTOR INSTRUMENTATION, AND GROUND 
SUPPORT EQUIPMENT 

NASA-CR-79306 N67-13019 

SASSER, J. H. 

COMPOSITIONAL AND CONTOUR MAPPING OF LUNAR SURFACE 
DURING LUNAR ORBITAL SURVEY MISSION 

N66-28774 

SAVENKO, I* A* 

PRIMARY COSMIC RADIATION IN INTERPLANETARY SPACE, 
LUNAR SURFACE ALBEDO AND SOFT PARTICLE FLUXES IN 
MAGNETOSPHERE MEASURED BY LUNA X ORBITER 

A67-16053 

SCANLON, J. 

LUNAR SURFACE CONTAMINATION FROM LEM ROCKET 
EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 

NASA-CR-65341 N66-25576 

SCHLOSS, M. 

LUNAR AND PLANETARY TERRAIN ROUGHNESS IN TERMS OF 
CURVATURE STATISTICS, 8ASED ON RANGER VII AND 
BONITA LAVA FLOW CONTOUR MAP ANALYSIS 
AIAA PAPER 65-389 A66-21955 

SCHMADEBECK, R. 

INSTRUMENT FOR DIAGNOSIS OF LUNAR SURFACE AND DATA 
REDUCTION PROCEDURES 

NASA—TM-X-55596 N67-13225 

SCHMIDT, E. V. 

PROPELLANT PREPARATION FROM EXTRATERRESTRIAL 
MATERIALS ON MOON AND PLANETS RATHER THAN 
TRANSPORTATION FROM EARTH AS ECONOMICAL SOURCE OF 
FUEL FOR INTERPLANETARY MANNED TRAFFIC 

A67-14555 

SCHROEDER, G* L. 

LUNAR SURFACE LAYER RADIOACTIVITY FROM DIFFUSION 
OF RADON AND THORON A66-32942 

SCHURING, 0. J. 

LUNAR SURFACE ROUGHNESS IN MARE COGNITUM 


ANALYZED SPECTRALLY AND COMPARED WITH TWO 
TERRESTRIAL AREAS A66-28336 

SCOTT, R. F. 

LANDING DYNAMICS ANALYSIS OF ABILITY OF MOON 
SURFACE TO SUPPORT LUNA IX LANDING CAPSULE 

A66-405I8 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS ANO LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-I0067 

SCOTT, S. P, 

LUNAR CHARTING FOR PROJECT APOLLO 

A66-30669 

SEMINARA, J* L. 

LOCAL SCIENTIFIC SURVEY MODULE / LSSM/, SMALL 
LUNAR VEHICLE DESIGNED TO PROVIDE TWO ASTRONAUTS 
WITH TRANSPORTATION AND PORTABLE SCIENTIFIC LAB ON 
LUNAR SURFACE A67-14308 

SERGEEVA, A* N. 

SPECTROGRAMS OF LUNAR SURFACE FEATURES USED FOR 
OETECTING COLOR CONTRASTS N66-33529 

SHARONOV, V. V. 

TOP SOIL BLANKET IN VICINITY OF TERRESTRIAL 
VOLCANOES PHOTOMETRICALLY STUDIED IN EFFORT TO 
FIND EQUIVALENT IN LUNAR SURFACE LAYER 
NASA-TT—F—9322 N66-24907 

SHARP, J. H. 

RECOVERY OF WATER FROM ROCKS AND MINERALS ON LUNAR 
SURFACE N66-355I0 

SHEVCHENKO, V. V. 

TOPOGRAPHIC EVALUATION OF LUNAR PHOTOGRAPHS BY 
SELENOGRAPHIC POINT COORDINATES 

N66-24373 

SHIMAZU, Y* 

VISCOSITY DISTRIBUTION WITHIN MOON ANALYZED, 

USING NAVIER- STOKES AND CONTINUITY EQUATIONS, 
ABNORMAL INERTIA MOMENT EXPLAINED, MARIA ANO 
CONTINENT DISTRIBUTION EXAMINED FOR UNDERSTANDING 
INTERNAL STATE OF MOON A66-38030 

SHIPLEY, E. N. 

LUNAR SURFACE MECHANICAL PROPERTIES AS DETERMINED 
FROM PHOTOGRAPHS AND LANDING DYNAMICS OF 
SURVEYOR I SPACECRAFT N67-10067 

SHOEMAKER, E. 

COMPARISON OF CRATERING ON EARTH AND MOON, 
RESULTING FROM HIGH VELOCITY IMPACT OF SOLID 
OBJECTS UPON PLANETARY MASSES A66-24I99 

SHOEMAKER, E. M. 

LUNA IX IMAGING SYSTEM AND ANALYSIS OF PICTORIAL 
DATA OF LUNAR SURFACE A66-28741 

MOOEL FORMULATION OF FINE STRUCTURE OF LUNAR 
TOPOGRAPHY IN MARE COGNITUM BASED ON RANGER 
VII SATELLITE PHOTOGRAPHS A66-35439 

RANGER VII TELESCOPIC OBSERVATION OF CRATER 
TOPOGRAPHY OF MARE COGNITUM A67-17084 

GEOLOGICAL FIELD STUDIES OF LUNAR SURFACE AT 
VARIOUS APOLLO LANDING SITES N66-18667 

SELENOGRAPHIC AND GEOLOGIC INTERPRETATIONS OF 
LUNAR PHOTOGRAPHS FROM RANGER BLOCK III 
NASA-CR-74894 N66-25046 

LOW RIOGE AND TROUGH PATTERN ON LUNAR SURFACE 
INTERPRETED FROM RANGER BLOCK III PHOTOGRAPHS 

N66-25052 

MORPHOLOGICAL CLASSIFICATION OF LUNAR MATERIALS IN 
MARE TRANQUILLITATIS FROM HIGH RESOLUTION 
RANGER VIII PHOTOGRAPHS N66-25058 

APOLLO MISSION PROFILE FOR LUNAR EXPLORATION BY 
GEOLOGICAL SAMPLING AND PHOTOGRAPHING OF SURFACE 

N66-25059 

FINE STRUCTURE AND GEOLOGICAL ANALYSIS OF LUNAR 
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SURFACE FROM RANGER VIII AND IX PHOTOGRAPHS 

N66—31449 

SCIENTIFIC DATA AND OBSERVATIONS SUMMARY OF 
SURVEYOR I LUNAR SURFACE EXPLORATION 
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SURVEYOR I SPACECRAFT PHOTOGRAPHS EVALUATED FOR 
LUNAR SURFACE TOPOGRAPHY N67-10064 

SHORTHILL* R. W. 

I R MEASUREMENTS ON ECLIPSED MOON, DISCOVERING 
HOT SPOTS ON LUNAR SURFACE A66-35448 

I R AND VISIBLE IMAGES OF ECLIPSED MOON MADE FROM 
SCAN DATA AND MAGNETICALLY RECORDED ANALOG SIGNALS 
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USE OF EXTRATERRESTRIAL RESOURCES IN LUNAR AND 
PLANETARY EXPLORATION 

NASA-CR-77720 N66-35767 

SHTEINBERG, G. S. 

INAPPLICABILITY OF BALDWIN RELATION FOR 
DETERMINING CAUSES OF LUNAR CRATER FORMATION 

A66-29974 

METEORITIC HYPOTHESIS OF LUNAR CRATER FORMATION 
AND BALDWINS RELATIONSHIPS SUPPORTING VOLCANIC 
GENESIS 

T-446-R N66-35640 

INAPPLICABILITY OF BALDWIN CORRELATION FOR 
DETERMINING CAUSES OF LUNAR CRATER EMERGENCE 
NASA—CR—79089 N66-39994 

SHTEYNBERG, G. S. 

INAPPLICABILITY OF BALDWINS CORRELATION TO 
DETERMINATION OF LUNAR CRATER FORMATION 
JPRS-33897 N66-16319 


SHUTE, B. E. 

GEOCENTRIC INITIAL CONDITIONS FOR MOTION OF BODIES 
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INITIAL ORBITAL ELEMENTS OF MOON-EARTH TRAJECTORY 
FOR LUNAR DUST OR CHUNKS EJECTED FROM SURFACE 
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SI ORAN, M. 
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EXHAUST - METHODS OF MINIMIZING SAMPLE 
CONTAMINATION 
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SIMILARITY IN FREQUENCY DISTRIBUTION OF MARTIAN 
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SITTE, K. 

LUNAR AND ASTEROIDAL METEORITES 
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POLARIZATION CHARACTERISTICS OF SIMULATED LUNAR 
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SMITH, R. L. 
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ASSOCIATED PYROCLASTIC DEPOSITS ANO POSSIBLE 
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SMOLUCHOWSKI, R. 

STRUCTURE AND COHERENCY OF LUNAR DUST LAYER, 
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